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THIS INDEX is based on a consolidation of contents 
entries appearing in the January-June issues of the 
Federal Register together with broad subiect references. 
The entries are arranged first under the name of the 
agency which issued the document. Under each agency, 
the entries are then listed alphabetically within the 
categories of Rules, Proposed Rules, and Notices. 
Executive Orders, Proclamations, and other documents 
from the President are listed under Presidential 
Documents. The number at the end of each entry gives 
the pages in the Federal Register where the document 
begins. Use the table of Federal Register Pages and 
Dates at the back of this index to locate the issue date 
for each page number. This index is published monthly 
and is cumulated for 12 months. 


A general index to the entire Code of Federal 
Regulations, is found in the CFR Index and Finding 
Aids volume, and is revised as of January 1 each year. 


The LSA (List of CFR Sections Affected), a cumulative 
numerical finding aid, is published monthly and is 
cumulated for 12 months, keyed to the revision dates of 
the various CFR volumes. 


All Federal Register publications are available for 
purchase from the Superintendent of Documents, U.S. 
Government Printing Office, Washington, D.C. 20402. 


Gary Posselt is Chief Editor of the Federal Register 
Index. The Index is prepared under the direction of 
Raymond A. Mosley, assisted by Gwen Henderson. 


The Federal Register Index is on the Internet at http:/ 
/www.nara.gov/fedreg/frindex/fidxwhat.html. 


INQUIRIES may be made to the Customer Services Unit 
at 202-523-5227, (TDD) 202-523-5229 or by e-mail at 
info@fedreg.nara.gov. 


SUGGESTIONS concerning this and other publications 
of the Office will be welcomed by Raymond A. Mosley, 
Director, Office of the Federal Register, National 


Archives and Records Administration, Washington, D.C. 


20408. 
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FEDERAL REGISTER INDEX, January--June 2000 


Actuaries, Joint Board for Enrollment 
See Joint Board for Enroilment of Actuaries 


Administration on Aging 
See Aging Administration 


Administrative Committee of the 
Federal Register 


See Federal Register, Administrative Committee 


Advisory Commission on Electronic 
Commerce 


See Electronic Commerce Advisory Commission 


Advisory Council on Historic 
Preservation 


See Historic Preservation, Advisory Council 


African Development Foundation 


NOTICES 
Meetings; Sunshine Act, 17249, 39347 


Agency for Healthcare Research and 
Quality 
NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 10095 
Submission for OMB review; comment request, 
25926 
Committees; establishment, renewal, termination, 
etc: 
Healthcare Research and Quality National 
Advisory Council, 11579 
Meetings: 
Healthcare Research and Quality National 
Advisory Council, 11580 
Health Services Research Initial Review Group, 
15163, 21768 
Special Emphasis Panels, 11580 
Technical Review Committee, 34472, 34473 
Technologists and sonographers; credentialing 
on ultrasound test quality; effect, 10497 
Understanding and Eliminating Minority Health 
Disparities Special Emphasis Panel, 18998 
Organization, functions, and authority delegations: 
Nomenclature changes, 16395 


Agency for International Development 


RULES 
Acquisition regulations: 
Contractor performance evaluation system, 
36642 

Correction, 39470 

Uniform administrative requirements for grants 
and agreements with institutions of higher 
education, hospitals, and other non-profit 
organizations, 14406 


PROPOSED RULES 
Semi-annual agenda, 23416 


NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 10045, 
11545, 14938, 25296, 37515, 40075 
Submission for OMB review; comment request, 
18031, 20430, 25700 
Meetings: 
International Food and Agricultural 
Development Board, 8331, 33522 
Malaria Vaccine Development Program Federal 
Advisory Committee, 3937 
Voluntary Foreign Aid Advisory Committee, 
24675 
Reports and guidance documents; availability, etc.: 
Food for Peace Funds for Children Affected 
by HIV/AIDS; definition and use guidance, 
25700 


Agency for Toxic Substances and 
Disease Registry 

NOTICES 

Grant and cooperative agreement awards: 

Association of American Medical Colleges, 
37137 

Grants and cooperative agreements; availability, 
etc.: 

Communities living around hazardous waste 
sites; determining prevalence of multiple 
sclerosis; applied research and 
development, 31325 

Neurodevelopmental Test Methods Research, 
37391 

Hazardous substances releases and facilities: 

Public health assessments and effects; list, 1637, 

15163, 37393 
Meetings: 

American Indian/Alaska Native governments 
and organizations budget planning and 
priorities, 13391 

Environmental exposures among children with 
cancer; study, 1898 

Hanford Health Projects Inter-tribal Council et 
al., 3718, 21769 

Public Health Service Activities and Research 
at DOE Sites Citizens Advisory 
Committee, 3718, 21769 

Scientific Counselors Board et al., 19904 


Aging Administration 


NOTICES 
Agency information collection activities: 
Submission for OMB review; comment request, 
18336 
Grants and cooperative agreements; availability, 
etc.: 
Alzheimer’s Disease Demonstration Grants to 
States Program, 8364 
Senior Medicare Patrol Projects, 4976, 7392 
Statewide Senior Legal Hotlines, 20824 


Agricultural Marketing Service 


RULES 
Agricultural commodities: 
Perishable Agricultural Commodities Act; zules 
of practice; correction, 29941 
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Almonds grown in— 
California, 4867, 25233, 39281 
Avocados grown in— 
Florida, 15203, 35561 
Blueberry promotion, research, and information 
order: 
Referendum procedures, 7652 
Cherries (tart) grown in— 
Michigan et al., 35265 
Cotton classing, testing, and standards: 

American pima cotton, 36598 

Classification services to growers; 2000 user 
fees, 35807 

Upland cotton; official color grade 
determination, 36597 

Cotton research and promotion order: 

Imported cotton and cotton content of imported 
products; supplemental assessment 
calculation, 25236 

Eggs and egg products: 
Shell eggs; refrigeration requirements, 34569 
Federal Seed Act: 

Noxious-weed seeds; prohibition of shipment of 
agricultural and vegetable seeds containing 
them, 1704 

Federal seed testing and certification services; fee 
increases, 15830 
Fluid milk promotion order, 35808 
Grapefruit, imported, 5733 
Hazelnuts grown in— 
Oregon and Washington, 2841 
Kiwifruit grown in— 
California, 37265 
Meats, prepared meats, and meat products; 
grading, certification, and standards: 

Federal meat grading and certification services; 

fee changes, 34040 
Melons grown in— 
Texas, 10374 
Milk marketing orders: 
New England et al.; correction, 32010 
Nectarines and peaches grown in— 
California, 6305, 15205, 39507 
Olives grown in— 
California, 2839, 4573, 19644 
Onions (Vidalia) grown in— 
Georgia, 5736, ‘12442 
Onions grown in— 
Texas, 2526, 7711, 29942 
Oranges, grapefruit, tangerine, and tangelos grown 
in— 

Florida, 5733 

Peanuts, domestically produced and imported, 
1302 

Perishable Agricultural Commodities Act; 
implementation: 

Limited liability companies; recognition as legal 
entities, 24853 

Pork promotion, research, and consumer 
information order, 7281 
Potatoes (Irish) grown in— 
Idaho and Oregon, 25625 
Prunes (dried) produced in California, 12061, 
29945 
Raisins produced from grapes grown in— 
California, 15214, 18871, 30525 
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Agricultural 


Soybean promotion, research and consumer 
information: 
Program referendum, correction, 1, 2844 
Referendum request results, 30832 
Spearmint oil produced in Far West, 6308, 6528, 
15832, 17756, 30341, 32007 
Tobacco inspection: 
Burley tobacco— 
Moisture testing, 36781 
Flue-cured tobacco— 
Elimination of interference, distraction, and 
outside influence on tobacco grading, 
19825 
Mandatory inspection fees and charges, 34039 
Tomatoes grown in— 
Florida, 2281, 8247 
Walnuts grown in— 
California, 1755, 39284 


PROPOSED RULES 
American pima cotton; grade standards and 
classification, 17609 
Correction, 20852 
Avocados grown in— 
Florida, 20382 
Blueberry promotion, research, and information 
order, 7657, 17612 
Cherries (tart) grown in— 
Michigan et al., 672, 15580, 32044 
Commodity laboratory testing programs: 

Science and technology laboratory testing 

service fees, 34302 
Cotton classing, testing, and standards: 

Classification services to growers; 2000 user 
fees, 12140 

Upland cotton; official color grade 
determination, 10979 

Cotton research and promotion order: 

Imported content and cotton content of imported 
products; supplemental assessment 
calculation, 12141 

Cranberries grown in 
Massachusetts et al., 34411 
Dairy Forward Pricing Pilot Program; 
establishment, 10981 
Egg, poultry, and rabbit products; inspection and 
grading: 


Fees and charges increase, 37298 
Federal Seed Act: 
Regulations review, 12952 
Fluid milk promotion order: 
Amendments, 14484 
Fruits and vegetables, processed: 
Inspection and certification, 39824 
Hazelnuts grown in— 
Oregon and Washington, 37300 
Honey research, promotion, and consumer 
information order, 10600, 30924 
Kiwifruit grown in— 
California, 21668 
Livestock Mandatory Reporting Act: 
Livestock packers and products processors and 
importers; market reporting requirements, 
14652 
Meats, prepared meats, and meat products; 
grading, certification, and standards: 
Federal meat grading and certification services; 
fee changes, 3155 
Imported beef, lamb, veal, and calf carcasses; 
official grading, 4780 
Livestock and poultry products; equipment used 
in slaughter, processing, and packaging; 
certification of sanitary design and 
fabrication, 35857 
Melons grown in— 
Texas, 1347 
Milk marketing orders: 
Northeast et al., 20094 


National Organic Program: 
Establishment, 13512 
Organic production and handling of aquatic 
animals to be labeled as organic, 15579 
Onions grown in— 
idaho and Oregon, 30920 
Papayas grown in— 
Hawaii, 8313, 35590 
Peanut promotion, research, and information order: 
National Peanut Board; membership, 35298 
Perishable Agricultural Commodities Act; 
implementation: 
License and complaint filing fees increase, 7462 
Plant variety and protection: 
Fees revision, 13917 
Pork promotion; research and consumer 
information order, 20862 
Prunes (dried) produced in— 
California, 2908 
Raisins produced from grapes grown in— 
California, 4583, 6341 
Sheep and lamb promotion and research, 1825 
Soybean promotion and research order, 30922 
Spearmint oil produced in Far West, 8069 
Tobacco inspection: 
Flue-cured tobacco, 13915 
Walnuts grown in— 
California, 17809 
Watermelon research and promotion plan, 14485 


NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 2370, 
5852, 11545, 15888, 16871, 26562, 32072, 
32073 
Beef promotion and research: 
Cattlemen’s Beef Promotion and Research 
Board; certification and nomination, 4943 
Committees; establishment, renewal, termination, 
etc.: 
Burley Tobacco Advisory Committee, 39852 
Flue-Cured Tobacco Advisory Committee, 
34139 
National Organic Standards Board, 35317 
Dry whey; standards, 38235 
Feeder cattle; grade standards, 39587 
Field peas and black-eye peas (frozen); grade 
standards, 7486 
Grants and cooperative agreements; availability, 
etc.: 
Federal-State Marketing Improvement Program, 
1846, 6353 
Lamb Meat Adjustment Assistance Measures 
Program, 31136 
Meetings: 
Burley Tobacco Advisory Committee, 30388 
Flue-Cured Tobacco Advisory Committee, 
30388 
National Organic Standards Board, 11758, 
33802 
Plant Variety Protection Board, 11031 
Tobacco Inspection Services National Advisory 
Committee, 4944, 14521 


Reports and guidance documents; ivailability, etc.: 


Commodity research and promotion programs; 
agency oversight guidelines; comment 
request, 5853 

Shell eggs; grade standards, 38239 


Agricultural Research Service 


RULES 
National Agricultural Library; loan and copying 
fees, 6526 
NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 8332 


Committees; establishment, renewal, termination, 
etc.: 
Agricultural Biotechnology Adviscry 
Comunittee, 5490 
Grants and cooperative agreements; availability, 
etc.: 
Biotechnology Risk Assessment Research 
Program, 11706 
Inventions, Government-owned; availability for 
licensing, 38493 
Meetings: 
Agricultural Biotechnology Advisory 
Committee, 13710 
Patent licenses; non-exclusive, exclusive, or 
partially exclusive: 
Azure Waves Seafood, Inc., 17252 
Cargill, Inc., 8112 
Continentai Eagle Corp., 13355 
Florida Food Products, Inc., 11281 
Genetics & IVF Institute, 20129 
OPisystems Inc., 38493 
University of Hawaii, Honolulu, et al., 25464 
Voith Sulzer Paper Technology North America 
Inc., 13355 
Reports and guidance documents; availability, etc.: 
Dietary Guidelines Advisory Committee; final 
report; meeting, 8333 


Agriculture Department 


See Agricultura] Marketing Service 
See Agricultural Research Service 
See Animal and Plant Health Inspection Service 
See Commodity Credit Corporation 
See Cooperative State Research, Education, and 
Extension Service 
See Economic Research Service 
See Farm Service Agency 
See Federal Crop Insurance Corporation 
See Food and Nutrition Service 
See Food Safety and Inspection Service 
See Foreign Agricultural Service 
See Forest Service 
See Grain Inspection, Packers and Stockyards 
Administration 
See Nationa! Agricultural Statistics Service 
See Natural Resources Conservation Service 
See Risk Management Agency 
See Rural Business-Cooperative Service 
See Rural Housing Service 
See Rural Telephone Bank 
See Rural Utilities Service 
RULES 
Import quotas and fees: 
Dairy tariff-rate quota licensing, 1297, 20063 
Organization, functions, and authority delegations: 
Agency Administrators, 5414 
Correction, 31245 
Under Secretary for Farm and Foreign 
Agricultural Services et al., 12427 
Supplemental standards of ethical conduct for 
Agriculture Department employees, 15825 
Correction, 21239 
Uniform administrative requirements for grants 
and agreements with institutions of higher 
education, hospitals, and other non-profit 
organizations, 14406 
PROPOSED RULES 
Export sales reporting requirements: 
Beef and pork, 11483 
Import quotas and fees: 
Sugar-containing products; tariff-rate quota 
licensing, 14478 
Rural empowerment zones and enterprise 
communities, 24656 
Semi-annual agenda, 22490 
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NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 8331 
Submission for OMB review; comment request, 
1089, 5850, 10760, 12963, 14237, 15612, 
17249, 18272, 20127, 21714, 25901, 
30560, 34138, 36401, 38234 
Committees; establishment, renewal, termination, 
etc.: 
National Agricultural Research, Extension, 
Education, and Economics Advisory Board, 
34637 
Universal Cotton Standards Advisory 
Committee, 32072 
Emergency declarations: 
Pennsylvania— 
Plum pox virus, 112800 
Scrapie in U.S., 14521 
Federal Activities Inventory Reform Act; 
commercial inventory added as result of 
challenge, 6979 
Federal land and resource management: 
Watershed approach; unified Federal policy, 
8834, 21715 
Meetings: 
21st Century Production Agriculture 
Commission, 2111, 10465, 15299, 31874 
National Agricultural Research, Extension, 
Education, and Economics Advisory Board, 
5490, 39587 
Small Farms Advisory Committee, 17480 
Privacy Act: 
Systems of records, 17251 


Air Force Department 


PROPOSED RULES 
Sales and services: 
Visual information documentation program, 419 
NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 2932, 
7531, 10057 
Air Force Institute of Technology; accreditation 
continuation evaluation, 39603 
Commercial activities performance (OMB A-76); 
cost comparison studies, 8344, 34674 
Committees; establishment, renewal, termination, 
etc.: 
Non-Federal entity boards, 14255 
Environmental statements; availability, etc.: 
Dyess and Barksdale Air Force Bases, TX; 
Realistic Bomber Training Initiative, 19364 
Environmental statements; notice of intent: 
Altus Air Force Base, OK, 34153 
Brooks Air Force Base, TX, 37767 
Cape Cod Air Station, MA, et al., 4406 
F-22 Operational Wing; beddown, 11561, 37532 
Global Hawk Remote Operated Aircraft System; 
beddown, 35618 
Inventions, Government-owned; availability for 
licensing, 4406, 36121 
Meetings: 
Air University Board of Visitors, 7531, 7532 
Community College Board of Visitors, 25913 
Scientific Advisory Board, 11041, 11042, 12518 
Patent licenses; non-exclusive, exclusive, or 
partially exclusive: 
Killdeer Mountain Manufacturing, Inc., 31152 
PDR, Inc., 19364 
Science Applications International Corp., 16380 
SMJ Carbon Technology, 21172 
Spectrum Photonics Inc., 11042 
Thorgersen ElectroLuminescence Corp., 3672 
Privacy Act: 
Systems of records, 4809, 7365 
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Senior Executive Service: 
Performance Review Boards; membership, 
40083 


Alcohol, Tobacco and Firearms 
Bureau 


RULES 
Alcohol, tobacco, and other excise taxes: 
Tobacco products— 

Cigarette papers and tubes; tax increase; 
correction, 1676, 15058 

Roll-your-own tobacco; manufacture permit 
requirements; correction, 31079 

Roll-your-own tobacco; manufacturers and 
importers; package use-up rule 
extension, 40050 

Tobacco product importers qualification and 
technical miscellaneous amendments; 
correction, 15058 

Firearms, ammunition, and implements of war; 
importation: 

International movement control of firearms, 
parts and components, and ammunition; 
model regulations implementation, 38194 

Organization, functions, and authority delegations: 
Appropriate ATF officers, 11889 

PROPOSED RULES 

Alcohol; viticultural area designations: 

Lodi, CA, 5828 

Red Mountain, WA, 31853 

Walla Walla Valley and Columbia Valley, WA; 
boundary revision, 35871 

Alcoholic beverages: 

Labeling and advertising; health claims and 
other health-related statements; hearings, 
10434, 24158 

Wine; labeling and advertising— 

Dornfelder; new grape variety name, 12490 

Flavored wine products, 17839 

Alcohol, tobacco, and other excise taxes: 

Tobacco products— 

Importation restrictions, markings, minimum 
manufacturing requirements, and penalty 
provisions, 15115 

Tobacco product importers qualification and 
technical miscellaneous amendments, 
17477 

NOTICES 
Agency information collection activities: 

Proposed collection; comment request, 3532, 
3533, 13821, 13822, 13823, 13824, 13825, 
13826, 20512, 20513, 20514, 20515, 
20516, 20517, 20518, 20519, 20520, 
30668, 30669, 30670, 30671, 30672, 
30673, 37458 

Grants and cooperative agreements; availability, 
ete.: 

Gang Resistance Education and Training 
Program, 37207 

Organization, functions, and authority delegations: 
Subordinate ATF officers, 1673, 12054 


Amtrak Reform Council 


NOTICES 
Meetings, 13937, 30390 


Animal and Plant Health Inspection 
Service 
RULES 
Animal welfare: 
Field study; definition, 6312 


Exportation and importation of animals and animal 
products: 


African horse sickness; disease status ch 
Qatar, 345 


2000 


Animal 


Bovine parts importation from Argentina; 

prohibition, 39782 

Hog cholera; importation and in-transit 
movement of fresh pork and pork products 
from Mexico into U.S., 37268 

Pork and pork products— 

Importation, 1304 

Imports from Sonora and Yucatan, Mexico, 

1529 

Poris of entry— 

Dayton, OH; port designated for exportation 
of horses, 8013, 19294 

Honolulu, HI; limited port of entry 
designation; Hawaii Animal Import 
Center closed, 38177 

Poultry meats and other poultry products from 
Mexico; relief of certain import 
restrictions, 15521 

Rinderpest and foot-and-mouth disease; disease 
status change— 

Japan, 20712 

Korea, 20713 

South Africa, 20333, 37270 

Interstate transportation of animals and animal 
products (quarantine): 

Brucellosis in cattle and bison— 

State and area classifications, 12064 

Johne’s disease in domestic animals; interstate 
movement, 18875 

Land tortoises, 15216 

Pink bollworm, 11203 

Scrapie control pilot projects, 39534 

Tuberculosis in cattle and bison— 

State and area classifications, 5998, 39780 

Livestock and poultry disease control: 
Pseudorabies in swine; indemnity payment, 
20706 
Noxious weeds: 
Weed and seed lists; update, 33741 
Organization, functions, and authority delegations: 
Internal organization, 1298 
Plant-related quarantine, domestic: 

Asian longhorned beetle, 4865, 31245 

Fire ant, imported, 5221, 30337 

Gypsy moth, 6525 

Melon fruit fly, 8633, 39779 

Mexican fruit fly, 20705, 37005 

Oriental fruit fly, 26487 

Pine shoot beetle, 37841 

Plum pox disease; interstate movement of 
articles from Adams County, PA, 
restricted, 35261 

Plant-related quarantine, foreign: 

Grapefruit, lemons, and oranges from Argentina; 
canker-free growing area, 37608 

Gypsy moth host material from Canada, 38171 

Wood chips from Chile, 21120 

Poultry improvement: 

National Poultry Improvement Plan and 
auxiliary provisions— 

Plan participants and participating flocks; new 
program classifications and new or 
modified sampling and testing 
procedures, 8014 

User fees: 

Veterinary services— 

Export certificate endorsements, 16122 

Pet food facility inspection and approval fees, 
38179 

PROPOSED RULES 
Animal welfare: 

Potentially dangerous animals; training and 

handling; policy statement, 8318 
Exportation and importation of animals and animal 
products: 

Bovine spongiform encephalopathy; disease 

status change— 


Denmark, 31290 
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Canine and equine semen; importation, 4173 
Horses from contagious equine meritis (CEM)- 
affected countries— 
Spain; Spanish Pure Breed horses, 17455 
Livestock exported from U.S.; origin health 
certificates; inspection requirements, 20384 
Ports of entry— 
Honolulu, HI; limited port of entry 
designation; Hawaii Animal Import 
Center closed, 12486 
Poultry products from Mexico transiting U.S., 
6040 
Export certification: 
Laboratory seed health testing and seed crop 
field inspection; accreditation standards, 
38218 
Interstate transportation of animals and animal 
products (quarantine): 
Livestock identification, American Identification 
Number System recognition, 11485, 24429 
Scrapie in sheep and goats; movement 
restrictions and indemnity program, 1074 
Tuberculosis in cattle, bison, goats, and captive 
cervids— 
State and area classifications, 11912, 15877, 
25292, 34598 
Irradiation phytosanitary treatment of imported 
fruits and vegetables, 34113 
Noxious weed regulations: 
Update, 14927, 31289 
Plant-related quarantine, domestic: 
Karnal bunt, 20770 
Plant-related quarantine, foreign: 
Fuji variety apples from Korea, 24423 
Mexican Hass avocados, 30365 
User fees: 
Veterinary services— 
Pet food facility inspection and approval fees, 
391 
Viruses, serums, toxins, etc.: 
Autogenous biologics; test summaries, etc., 
12151 
Veterinary biological products; packaging and 
labeling; withdrawn, 34599 
NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 8112, 
15299, 18273, 30388, 31874, 38493 
Animal welfare: 
Farm animals used for nonagricultural purposes, 
5301 
Horse Protection Act— 
Designated Qualified Persons; list of 
individuals trained to detect or diagnose 
sored horses, 39120 
Committees; establishment, renewal, termination, 
etc.: 
National Poultry Improvement Plan General 
Conference Committee, 36884 
Environmental statements; availability, etc.: 
Asian longhomed beetle control program, 4594, 
24445 
Genetically engineered organisms; field test 
permits— 
Kenya; rinderpest vaccine, vaccinia-vectored, 
36661 
Honeybees and honeybee germ plasm 
importation from Australia; pest risk 
assessment, 25701 
Nonregulated status determinations— 
Monsanto Co.; genetically engineered corn, 
38494 
Monsanto Co.; genetically engineered 
potatoes, 11758, 37516 
Wasps, nonindigenous; release into environment 
to suppress papaya mealybugs, 39852 


Environmental statements; notice of intent: 
Unmanufactured wood articles importation from 
Mexico, 13356 
Meetings: 
Commodity pest risk analysis process, 20942 
Exhibition animals; humane care and treatment, 
5303 
Imported fire ant program; reduced funding, 
11281 
National Poultry Improvement Plan General 
Conference Committee, 36885 
National Wildlife Services Advisory Committee, 
30389 
Pine shoot beetle program administration, 39853 
Plant-derived biologics for human and 
veterinary applications, 11975 
Reptile industry; symposium, 37958 
Veterinary biological products, 13357 
Reports and guidance documents; availability, etc.: 
Biotechnological/biological veterinary medicinal 
products; stability testing guideline, 5305 


Antitrust Division 


NOTICES 
Competitive impact statements and proposed 
consent judgments: 
Alcoa Inc. et al., 38574 
AlliedSignal Inc. et al., 15013 
Allied Waste Industries et al., 36224 
American Bar Association, 24226 
AT&T Corp. et al., 38584 
Baroid Corp. et al., 3977, 21027 
Bell Atlantic Corp. et al., 505 
Cargill, Inc., and Continental Grain Co., 15982 
CBS Corp. et al., 14616 
Earthgrains Co. et al., 21018 
Fiat S.p.A. et al., 10109 
Imetai et al., 5891 
Miller Industries, Inc., et al., 13309 
National cooperative research notifications: 
AAF Association, Inc., 40127 
Advanced Lead-Acid Battery Consortium, 
24981, 39427 
Advanced Technology Institute, 39428, 40693 
Aerospace Vehicle Systems Institute, 15174 
Affymetrix, Inc., et al., 24981 
Application Service Provider Industry 
Consortium, Inc., 15174, 30609, 40127 
ATM Forum, 8443, 38594, 39428 
Bethlehem Steel Corp. et al., 8443 
Cable Television Laboratories, Inc., 17535 
Center for Waste Reduction Technologies, 
30610, 38595 
CommerceNet Consortium, Inc., 8444, 17535, 
24982, 38595, 39428, 40128 
Consortium for Integrated Intelligent 
Manufacturing, Planning and Execution, 
8444 
Corporation for National Research Initiatives, 
40129 
Die Products Consortium, 39429, 40129 
Digital Imaging Group, Inc., 6631, 24982, 
40129 
Enterprise Computer Telephony Forum, 15175, 
40130 
Frame Relay Forum, 24985 
Gas Utilization Research Forum, 38595 
General Motors Corp., 24982 
Hart Communication Foundation, 17535 
IAP Research, Inc., 30610 
InfiniBand Trade Association, 38594 
Integrated Shipbuilding Environment 
Consortium, 24983 
Inter Company Collaboration for AIDS Drug 
Development, 24983 


Interoperability Consortium, Inc., 38596 

J Consortium, Inc., 15175, 38596 

Management of Accelerated Technology 
Insertion II, 30610 

MEDAL, L.P., 15176 

Microelectronics & Computer Technology 
Corp., 40130 

Multiserv.ce Switching Forum, 8445, 30611 

National “enter for Manufacturing Sciences, 
Inc., 40130 

Advanced Embedded Passives Technology, 
15176 
Rapid Reliability Assessment Program, 8445 

National Electronics Manufacturing Initiative, 
40131 

National Shipbuilding Research Program, 38596 

National Starch & Chemical Co., 40131 

National Storage Industry Consortium, 39429 

National Warheads and Energetics Consortium, 
40693 

OBI Consortium, Inc., 6631, 24983, 40131 

Ohio Aerospace institute Federated Intelligent 
Product Environment Consortium, 6631 

Petroleum Environmental Research Forum, 
30611, 38597 

Petrotechnica! Open Software Corp., 30612 

Photonic Batch Processing Consortium, 17536 

Portland Cement Association, 15176, 24983 

Project DeepLook, 24984 

Rotorcraft Technology Association, Inc., 30612 

Salutation Consortium, Inc., 6632, 17536, 
24984, 40132 

Secure Digital Music Initiative, 30612 

Siemens Westinghouse, 24984 

Silicon Integration Initiative, Inc., 17536 

SMC Research Consortium, 24984 

Southwest Research Institute, 6632, 8445, 
17536, 38597, 39429, 40132 

Standard MEMS, 15177 

Telemanagement Forum, 15177 

Telematics Suppliers Consortium, Inc., 6632, 
38597, 40132 

Test & Diagnostics Consortium, Inc., 38597 

United Defense, L.P., 15177 

United Technologies Research Center, 30612 

UOP LLC et ai., 6632 

US Nanocorp, Inc., 8445 

VSI Alliance, 6633, 38598, 40694 

Water Heater Industry Joint Research and 
Development Consortium, 30613 

Wireless Application Protocol Forum, Ltd., 
17537, 24985, 40133 


Architectural and Transportation 
Barriers Compliance Board 


PROPOSED RULES 
Americans with Disabilities Act; implementation: 
Accessibility guidelines— 
Buildings and facilities; construction and 
alterations, 12493 
Architectural Barriers Act; implementation: 
Accessibility guidelines— 
Buildings and facilities; construction and 
alterations, 12493 
Electronic and information technology accessibility 
standards, 17346 
Semi-annual agenda, 23420 
NOTICES 
Meetings: 
Access Board, 10762 
Passenger Vessel Access Advisory Committee, 
2112, 17626 
Public Rights-of-Way Access Advisory 
Committee, 2929, 18280 


Army Department 
See Engineers Corps 
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RULES 
Army contracting: 
Contractor manhour reporting requirement, 
13906 
Personnel: 
Army Board for Correction of Military Records, 
17440 
Privacy Act; implementation, 6894 
NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 13955, 
13956, 15136, 17343, 24942, 34452, 38518 
Committees; establishment, renewal, termination, 
etc.: 
Army Emergency Relief Board of Advisors and 
Board of Managers, 10478 
Conference USA and Patriot League Board of 
Directors, 10478 
Environmental statements; availability, etc.: 
Base realignment and closure— 
Camp Kilmer, NJ, 31533 
Fort Chaffee, AR, 33300 
National Park Seminary Historic District, MD, 
33301 
Schofield Barracks Wastewater Treatment Plant, 
HI; effluent treatment and disposal, 31533 
Environmental statements; notice of intent: 
Assembled chemical weapon destruction 
technologies; pilot test facilities; design, 
construction, and operation, 20139 
Fort Knox, KY; Northern Training Complex; 
multi-purpose digital training range and 
expanded maneuver areas, drop zones, and 
loading zones, 31534 
Fort Meade, MD; future development and 
operations, 11292 
Fort Sam Houston, TX; real property master 
plan, 1854 
National Park Seminary Historic District, Forest 
Glen Annex, Walter Reed Army Medical 
Center, MD, 2383 
Pueblo Chemical Depot, CO; chemical agent 
destruction; facility design, construction, 
and operation, 20140 
Meetings: 
Armament Retooling and Manufacturing 
Support Executive Advisory Committee, 
1359, 26191 
Armed Forces Epidemiological Board, 3212, 
18315 
Army Education Advisory Committee, 10478, 
20806 
Science Board, 8126 
Scientific Advisory Board, 15136 
U.S. Military Academy, Board of Visitors, 
4231, 16190 
Military traffic management: 
Freight traffic and guaranteed traffic rules; 
computation of freight charges, 17491 
Freight Traffic Rules Publication No. 1A 
reissued as Publication No. 1B, including 
PowerTrack requirements, 36672 
Patent licenses; non-exclusive, exclusive, or 
partially exclusive: 
Automated decision-aid system for hazardous 
incidents, 24942 
Bulova Technologies, L.L.C., 18316 
Launcher and method for launching disk-shaped 
projectile in edge-on and face-on 
orientations, etc., 24942 
Liquid explosive composition of nitromethane, 
etc., 18316 
Long-term stretcher carry harness, silicon 
carbide chip bonding method, and 
monolithic metal billets fabrication 
methods; technical arts, 4232 


Multifunction strain-temperature gauge and a 
quantum key distribution system; 
encryption and authentication, 4232 

Novel HIV suppressor factor derived from scrub 
typhus, 40083 

Passive bimetallic actuator for heat transfer, 
24943 

Prolonged storage of red blood cells, 24943 

Psuedo-monolithic laser with intracavity optical 
parametric oscillator, 18316 

Purified Micro Environments, 3212 

Transportable glovebox and fumehood, etc., 
3213 

Privacy Act: 

Systems of records, 3213, 3215, 3216, 3219, 
6176, 6178, 7365, 16568, 30974, 35054, 
35618 


Arts and Humanities, National 
Foundation 


See National Foundation on the Arts and the 
Humanities 
Barry M. Goldwater Scholarship and 


Excellence in Education 
Foundation 


NOTICES 
Meetings; Sunshine Act, 9242 


Blind or Severely Disabled, 
Committee for Purchase From 
People Who Are 


See Committee for Purchase From People Who 
Are Blind or Severely Disabled 


Bonneville Power Administration 


NOTICES 
Electric power transmission, acquisition, and 
conservation: 
Federal Columbia River Transmission System— 
2002-2003 transmission rate adjustment, 
14102 
Open access transmission tariff, 14098, 14102 
Environmental statements; availability, etc.: 
Columbia River Basin; fish and wildlife 
implementation plan; meeting, 10066 
Environmental statements; notice of intent: 

Walla Walla County, WA and Umatilla County, 
OR; Stateline Wind Project, 35624 
Floodplain and wetlands protection; environmental 
review determinations; availability, etc.: 

Coeur d’Alene Tribal Trout Production Facility, 
ID; construction, 35625 

Kangly-Echo Lake Transmission Line Project, 
WA, 16380 

Snoqualmie-Lake Tradition, WA; No. | 115- 
kV transmission line; Tanner Electric 
Cooperative tap, 9257 

Meetings: 

Columbia River Basin; regional fish and 
wildlife policy; implementation, 765 
Reports and guidance documents; availability, etc.: 
Subscription power sales contracts; sales to 

customers and customer’s sales of firm 
resources, 14259 


Broadcasting Board of Governors 


RULES 

Exchange Visitor Program; CFR part removed, 
352 

NOTICES 

Meetings; Sunshine Act, 2374, 7348, 11978, 


16561, 24675, 35602 
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Census Bureau 


PROPOSED RULES 
Decennial population information: 
State and local tabulations reports and other 
population information, 38370 
NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 4403, 
4560, 6356, 7487, 7488, 8933, 11037, 
11978, 20943, 20944, 20945, 24912, 
24913, 24914, 30055, 30056 
Submission for OMB review; comment request, 
20946 
Census 2000: 
Accuracy and coverage evaluation; feasibility of 
using statistical methods, 38374 
American Indian and Alaska Native areas 
geographic program; final criteria, 39062 
Non-English speaking respondents; evaluation, 
2578 
Census Information Center Program; expansion; 
participation requirements, 25300 
Meetings: 
Professional Associations Census Advisory 
Committee, 13713 
Privacy Act: 
Systems of records, 3202 
Surveys, determinations, etc.: 
Manufacturers’ shipments, inventories, and 
orders; unfilled orders benchmark survey, 
7828, 16165 
Pollution abatement costs and expenditures 
survey, 8681 
Retail trade; annual, 2112 
Service industries; annual, 2113 
Trade; annual, 2114 


Census Monitoring Board 


NOTICES 
Meetings, 37958 


Centers for Disease Control and 
Prevention 


PROPOSED RULES 
Clinical Laboratory Improvement Amendments: 
Laboratories regulations— 
Cytology proficiency testing; withdrawn, 
14510 
NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 485, 487, 
2630, 4249, 5352, 6602, 6604, 6605, 
11581, 11583, 14284, 14573, 16204, 
16619, 17884, 19772, 21199, 24213, 
25329, 25928, 31327, 36700, 36701, 37790 
Submission for OMB review; comment request, 
1638, 1639, 1640, 3452, 3453, 6606, 9270, 
9271, 19773, 24487, 25731, 25732, 25733, 
25734, 26212, 31328, 32100, 34188, 
34189, 34706, 35094, 35095, 35347, 
35348, 36815, 37563, 37564, 37982, 
40097, 40098 
Breath responsive powered air-purifying 
respirators; approval applications; evaluation 
criteria and standard test procedures, 18336 
Clinical Laboratory Improvement Amendments: 
Human genetic testing, 25928 
Laboratory test systems, assays, and 
examinations; categorization by 
complexity; specific list, 25796 
Committees; establishment, renewal, termination, 


etc.: 


Advisory Committee to Director, 12010 
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Centers 


Clinical Laboratory Improvement Advisory 
Committee, 12997 

Energy-Related Epidemiologic Research 
Advisory Committee, 12997 

HIV and STD Prevention Advisory Committee, 
37393 

Injury Research Grant Review Committee, 
13391, 16920 


Grant and cooperative agreement awards: 


Association of American Medical Colleges, 
37137 
Association of Environmental Health Academic 
Programs, 26835 
Association of State and Territorial Directors 
of Health Promotion and Public Health 
Education, 37138 
Association of State and Territorial Health 
Officials, 25330 
Edward E. Roybal Comprehensive Health 
Center, CA, 34473 
Health Promotion and Disease Prevention 
Research Center, University of Kentucky, 
20466 
Healthy People 2010— 
Hale Empowerment and Revitalization 
Organization, 35095 
Tobacco and chronic disease prevention and 
control, 35096 
Kenya Medical Research Institute, 37394 
Marin County Health and Human Services 
Department, CA, 34474 
Minority Health Professions Foundation, 40099 
Montana Tech University, 31329 
National Center for Natural Products Research, 
Thad Cochran Research Center, University 
of Mississippi, 37394 
National Conference of State Legislatures, 
33327 
National Tuberculosis Controllers Association, 
37395 
Pan American Health Organization; post 
hurricane reconstruction of public 
healthcare system in Central America and 
Caribbean, 4822 
States Helping States Through the Association 
of Food and Drug Officials, 33552 
United Nations Children’s Fund; micronutrient 
malnutrition; prevention and coutrol, 38559 
University of Miami; comprehensive cancer 
control, 35937 
World Health Organization, 38282 
World Health Organization for Hepatitis, 34707 


Grants and cooperative agreements; availability, 


etc.: 
Acquired immune deficiency syndrome— 
Rural Prevention and Education Project, 
38283 

American Indian/Alaska Native Support Centers 
for Tobacco Programs, 39410 

Asthma surveillance and interventions in 
hospital emergency departments, 37139 

Autism spectrum disorders and other 
developmental disabilities; population- 
based surveillance, 25934 

C. Everett Koop Community Health Information 
Center; national model for physician-based 
community health information centers, 
25936 

Cancer prevention and control activities, 21443 

Childhood diabetes; uniform population-based 
approach to case ascertainment, typology, 
surveillance, and research, 37142 

Childhood lead poisoning prevention programs, 
6607, 8150 

Cooperative School Food Safety Programs; 
building schools’ capacity to prevent 
foodborne illness, 38285 


Core State Injury and Traumatic Brain Injury 
Surveillance Programs Development, 35644 
Early hearing detection and intervention 
tracking, research, and integration with 
other newborn screening programs, 26836 
Emerging infectious diseases treatment; new 
medications; development and testing, 
31330 
Epilepsy public awareness and partnership, 
education, and communication, 37146 
Genetic test data— 
Collection, analysis, and dissemination model 
system development, 36446 
Model system development for collection, 
analysis, and dissemination, 37564 
Hemophilia; joint complications prevention; 
patient follow-up study, 24961 
Hispanic and Native American Students; Public 
Health Laboratory Sciences Training 
Program, 33820 
Human immunodeficiency virus (HIV)}— 
Community-based organizations; prevention 
projects, 2178 
Community-based strategies to increase HIV 
testing of persons at high risk in 
communities of color, 39902 
HIV infection and other important health 
problems prevention among youth and 
coordinated school health programs; 
national programs, 4610 
Information Interchange and Technical and 
Financial Assistance for Prevention 
Program, 14979 
National orgai:izations to enable 
postsecondary institutions to prevent 
HIV infection and other important health 
problems among youth, 35939 
Racial/ethnic minority populations; capacity- 
building assistance to improve delivery 
and effectiveness of prevention services, 
1272 
Rural Prevention and Education Project, 
38283 
Infectious Diseases, Postdoctoral Fellowship 
Training Program, 36145, 37149 
Injury Control Research Centers, 37149 
Injury Control Training and Demonstration 
Center, 8710 
Intimate partner violerice and sexual violence 
prevention—— 
Extramural injury research, 7018 
Intimate Partner Violence Surveillance Program, 
36448 
Landmine Survivor Peer Support Networks in 
Five Mine-Affected Countries, 37791 
Laws and policies; research on impact on public 
health, 13391 
Micronutrient status assessment in humans; 
innovative technology development, 26839 
Mind/Body Research Program, 31332 
National Academic Centers of Excellence on 
Youth Violence Prevention, 15642 
National Limb Loss Information Center 
Program, 34476 
National public health information/ 
communication network; operation and 
enhancement, 1159 
National Trauma Information and Exchange 
Program, 31001 
New antimalarial drug development and testing 
program, 25490 
Occupational safety and health— 
Education programs, 13973 
Optimizing Strategies to Provide Sexually 
Transmitted Disease Partner Services 
Program, 32101 


Pediatric and Pregnancy Nutrition Surveillance 
Systems data items enhancement, 33818 

Persons with disabilities; secondary conditions; 
community measurements, 20985 

Prevention Epicenters Program, 33548 

Project CHOICES Efficacy Study, 32105 

Public health law; collaborating centers 
development and operation, 24963 

Public Health Leadership Institute, 25332 

Rhode Island senior citizens; health promotion 
and disease prevention, 31173 

School-Based Injury Prevention Program, 24698 

Sexually Transmitted Diseases/Human 
Immunodeficiency Virus Prevention 
Training Centers, 1899 

Sexual violence and intimate partner violence 
among racial and ethnic minority 
populations; early intervention and 
prevention, 24700 

State-based birth defects surveillance programs 
development and surveillance data use for 
public health program, 32107 

State Cardiovascular Health Programs, 34189 

State unintentional injury intervention programs, 
24965 

Surveillance for invasive fungal infections in 
transplant recipients, 38833 

Tobacco prevention and control; national 
networks, 35348 

Uncomplicated malaria; interdisciplinary 
evaluation of combination therapy, 30123 

Using private provider partnerships to 
strengthen immunization message, 25334, 
36451 

Viral hepatitis prevention and control; 
educational materials and messages and 
training programs, 25486 

Viral hepatitis prevention services; integration 
into existing prevention programs, 31175 

West Nile Virus Surveillance Program, 37982 


Meetings: 


Advisory Committee to Director, 16920 

Aluminum in vaccines; workshop, 14982 

American Indian/Alaska Native governments 
and organizations budget planning and 
priorities, 13391 

Breast and Cervical Cancer Early Detection and 
Control Advisory Committee, 14982 

Childhood Lead Poisoning Prevention Advisory 
Committee, 7022 

Clinical Laboratory Improvement Advisory 
Committee, 14982 

Diabetes Prevention and Control Programs 
Translation Advisory Committee, 10792 

Disease, Disability, and Injury Prevention and 
Control Special Emphasis Panels, 2185, 
7393, 8980, 11065, 20824, 35098, 35099, 
35647, 35648, 37395, 39911 

Elimination of Endemic Measles from United 
States, 9272 

Energy-Related Epidemiologic Research 
Advisory Committee, 4613, 32110, 37153, 
39413 

Guide to Community Preventive Services Task 
Force, 6213, 37565 

Healthcare Infection Control Practices Advisory 
Committee, 24216 

HIV and STD Prevention Advisory Committee, 
488, 7557, 37791 

Human immunodeficiency virus (HIV); 
transmission through transplantation of 
human tissue and organs; Public Health 
Service prevention guidelines, 30413 

ICD-9-CM Coordination and Maintenance 
Committee, 21770 

Immunization Measurement Standards 2000 
National Scientific Panel, 16921 
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Immunization Practices Advisory Committee, 
4613, 37154 
Injury Prevention and Control Advisory 
Committee, 11065, 12011 
Injury Research Grant Review Committee, 
30125 
Los Alamos Historical Document Retrieval and 
Assessment Project Study Team, 9272 
National Center for Environmental Health— 
Nerve agents GA, GB, and VX; safe airborne 
exposure limits; review and evaluation, 
38559 
Vessel Sanitation Program; current status and 
experience with program operations, 
8712 
National Center for Infectious Diseases— 
Scientific Counselors Board, 18108, 24968 
National Institute for Occupational Safety and 
Health— 
Safety and Occupational Health Study 
Section, 1906, 34708 
Scientific Counselors Board, 8713, 38560 
National Vaccine Advisory Committee, 6374, 
26617 
Nutritional Factors and Prevention of Birth 
Defects; workshop, 1906 
Public Health Service Activities and Research 
at DOE Sites Citizens Advisory 
Committee, 3241, 12267, 34195 
Stigma; role in communication with HIV 
positive and negative persons, 30413 
Tuberculosis Elimination Advisory Council, 
4614, 26616 
Organization, functions, and authority delegations: 
Applied Research and Technology Division, 
4976 
Health and Safety Office, Director Office, 
30125 
Reports and guidance documents; availability, etc.: 
Antimicrobial resistance; public health action 
plan, 38832, 40668 


Chemical Safety and Hazard 
Investigation Board 


NOTICES 
Meetings; Sunshine Act, 4945, 5494, 16873 


Children and Families Administration 


See Community Services Office 

See Refugee Resettlement Office 

RULES 

Assets for Independence Demonstration Program; 
individual development accounts for low 
income individuals and families, 10027 

Foster care maintenance payments, adoption 
assistance, and child and family services: 

Title IV-E foster care eligibility reviews and 
child and family services State plan 
reviews, 4020 

Head Start Program: 

Grantees, administrative hearings on adverse 
actions against; timelines and appeals 
process, 4763 

Personal Responsibility and Work Opportunity 
Reconciliation Act of 1996; implementation: 

Temporary Assistance for Needy Families 
Program— 

State child poverty rate determination 
methodology, 39234 

Tribal Temporary Assistance for Needy 
Families and Native Employment Works 
Programs, 8478 


NOTICES 


Adoption and foster care analysis and reporting 
system; State penalty appeals, 31335 


Agency information collection activities: 

Proposed collection; comment request, 1640, 
3241, 3963, 6374, 6375, 12997, 17885, 
24216, 25734, 26214, 37984, 37985, 38835 

Submission for OMB review; comment request, 
301, 1161, 1906, 1907, 2414, 6376, 11318, 
11319, 12267, 16395, 18109, 19774, 
25336, 25337, 26215, 31178, 36702, 38560 

Grant and cooperative agreement awards: 

American Public Human Services Association, 
39413 

InterTribal Bison Cooperative, 36815 

University of Colorado Health Sciences Center, 
18109 

Welfare Information Network, 39414 

Grants and cooperative agreements; availability, 
etc.: 

Adoption Opportunities Program et al., 19904, 
25735, 32110 

Child support enforcement demonstration and 
special projects, 488 

Developmental disabilities— 

Projects of National Significance Program, 
13395, 20988 

Early Head Start— 

Higher Education Faculty Initiative, 32111 

Nationwide expansion competition, 10793, 
18336, 24488 

Family Violence Prevention and Services 
Program— 

Discretionary funds, 8150 

National Domestic Violence Hotline, 14574 

Field initiated child care research projects, etc., 
4496, 13979 

Head Start— 

Federally-recognized Indian reservations and 
Alaska Native villages; enrollment 
expansion, 31557 

Higher Education Faculty Initiative, 32111 

Higher Education Hispanic Service 
Partnerships, 31337 

National Head Start Fellov’s Program, 15336 

University-Head Start Partnerships and 
Graduate Student Head Start Research 
Grants, 9273 

Indian lands; mitigation of environmental 
impacts due to Defense Department 
activities; tribal energy sales feasibility, 
1393 

Native American language projects, 5978 

Runaway and homeless youth programs, 31338 

Republication, 34708 

State Developmental Disabilities Councils and 
Protection and Advocacy Programs; 
Federal allotments, 15338 

Welfare reform outcomes; policy research and 
studies, 10498 

Meetings: 

Medical Child Support Working Group, 13979, 
32112 

President’s Committee on Mental Retardation, 
7022, 26617 

Organization, functions, and authority delegations: 

Departmental Appeals Board member appointed 
as presiding officer for appeal, 12998 

Developmental Disabilities Administration, 
18337 

Family Assistance Office, 8980, 26215 

Legislative Affairs and Budget Office, 30413 

Midwest Regional Hub; restructuring, 8173 

Privacy Act: 
Computer matching programs, 19381 
Senior Executive Service: 

Performance Review Boards; membership, 

18110 
State median income estimates for four-person 
families (2001 FY), 12555 
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Coast Guard 


Civil Rights Commission 


PROPOSED RULES 
Semi-annual agenda, 23424 
NOTICES 
Agency information collection activities: 
Submission for OMB review; comment request, 
7825, 7826, 7827 
Meetings; State advisory committees: 
Alabama, 14940 
Arizona, 5494 
Colorado, 16873 
Connecticut, 25703 
District of Columbia, 35045 s 
Florida, 21717 : 
Hawaii, 12969 
Illinois, 31513 
Indiana, 12969 
Kansas, 14940 
Louisiana, 4800 
Maine, 21717 
Michigan, 11284 
Minnesota, 20431 
Missouri, 14940 
Nevada, 10047 
New Hampshire, 5494 
New Jersey, 35045, 40608 
New York, 4800, 35045 
North Carolina, 3653, 21718 
Ohio, 14940 
Oregon, 11978, 17855 
Rhode Island, 16874, 40078 
South Carolina, 279 
Utah, 34145 
Vermont, 20134 
Virginia, 17855 
Washington, 16874 
West Virginia, 16874 
Wisconsin, 31513 
Meetings; Sunshine Act, 6585, 10048, 18032, 
25905, 36404 


Coast Guard 


RULES 
American Society for Testing and Materials 
(ASTM); standards incorporated by reference; 
update; effective date, 10943 
Anchorage regulations: 
California, 10708, 20085 
Florida, 2876 
New York, 11892 
OPSAIL 2000/International Naval Review 2000, 
New York Harbor et al., NY; regulated 
areas, 33760 
OPSAIL 2000, Baltimore, MD; regulated areas, 
33255 
OPSAIL 2000, Delaware River, PA; regulated 
areas, 32023 
OPSAIL 2000, Hampton Roads, VA; regulated 
areas, 31086 
OPSAIL 2000, New London, CT, 37281 
OPSAIL 2000, San Juan, PR; regulated areas, 
31083 
OPSAIL MAINE 2000, Portland, ME; regulated 
areas, 40516 
Sail Boston 2000, MA, 37854 
Tall Ships Delaware activities, Delaware River, 
DE, 31091 
Drawbridge operations: 
California, 24873, 35825 
Connecticut, 7436, 17443, 24640 
Florida, 11893, 18242, 25646, 31478, 35826, 
37862 
Illinois, 30882 
Louisiana, 5784, 16521, 25446, 29954 
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Coast Guard 


Maine, 25645 

Massachusetts, 710, 2541, 6325, 6326, 17766, 
24638, 24640, 25645, 38205 

Michigan, 15238, 36338 

Mississippi River, IA and IL, 2035, 2036, 2038 

New Jersey, 353, 33449 

New York, 4576, 10713, 20743 

Oregon, 1543, 2539, 39105 

Pennsylvania, 12943 

South Carolina, 19836, 36632 

Wisconsin, 1543 

Outer Continental Shelf activities: 
Platforms in Gulf of Mexico; safety zone, 16823 
Pollution: 

Marine transportation-related facilities and tank 
vessels; response plans; on-water oil 
recovery capacity; cap increases review, 
710 

Non-petroleum oils, marine transportation- 
related facilities handling; response plans, 
40820 

Oil or hazardous material pollution prevention 
regulations for vessels; CFR correction, 
14470 

Single hull tank vessels; phase-out date 
requirements; clarification, 39260 

Ports and waterways safety: 

Atlantic Fleet Weapons Training Facility, 
Vieques, PR; security zone, 26489 

Bailey Cove, Wiscasset, ME; safety zone, 33450 

Cape Elizabeth, ME; safety zone, 21142 

Chelsea River, MA; safety zone, 30883 

Chesapeake Bay, MD; safety zone, 33258 

Chesapeake Bay, VA; safety zone, 35838 

Chickahominy River, VA, 37044 

Cook Inlet, AK; safety zone, 30885, 31479 

Correction, 36788 

Delaware Bay approaches; traffic separation 
scheme, 12944 

East River, Wards Island, NY, 34971 

First Coast Guard District navigable waters; 
regulated navigation area, 35832 

Fort Lauderdale, FL; safety zone, 16826 

Hill Bay, VA; safety zone, 38210 

Hudson River, NY; safety zone, 39299 

Kachemak Bay, AK; safety zone, 24874 

Correction, 26750 

Lake Erie— 

Huron River, OH; safety zone, 39545, 39547 
Maumee River, OH; safety zone, 39549 
Ottawa River, OH; safety zone, 37285 

Port Clinton, OH; safety zone, 39543 

Monongahela River, PA; regulated navigation 
area terminated, 33449 

Naval Station Newport, RI; safety zone, 35279 

New Haven Harbor, CT; safety zone, 39546 

Newport, RI; safety zone, 35278 

New York Harbor, NY, et al.; safety zone, 1065 

New York Harbor, NY; safety zone, 36338 

OPSAIL 2000/Intermational Naval Review 2000, 
New York Harbor et al., NY; regulated 
areas, 33760 

OPSAIL 2000, Baltimore, MD; regulated areas, 
33255 

OPSAIL 2000, Delaware River, PA; regulated 
areas, 32023 

OPSAIL 2000, Hampton Roads, VA; regulated 
areas, 31086 

OPSAIL 2000, New London, CT; safety zone, 
37281, 40520 

OPSAIL 2000, New York Harbor, East River, 
and Hudson River, NY and NJ; safety 
zones, 35827 

OPSAIL MAINE 2000, Portland, ME; regulated 
areas, 40516 

OpSail Miami 2000, Miami, FL; safety zone, 
33770 


Puget Sound, WA; vessel traffic service; radio 
frequencies; effective date, 14863 

Redoubt Shoal, Cook Inlet, AK; safety zone, 
29954 

Safety zones and security zones, etc.; list of 
temporary rules, 8049, 36631 

Sail Boston 2000, MA, 37854 

Saint Pete Beach, FL; safety zone, 16522 

Sandy Hook Bay et al., NY; safety zones, 
36340 

Correction, 39107 

San Juan Harbor, PR; safety zone, 14864, 24874 

Tall Ships Delaware activities, Delaware River, 
DE, 31091 

Tampa Bay, FL; safety zone, 9220 

Tongass Narrows and Ketchikan Bay, AK; 
speed limit; safety zone redesignated as 
anchorage ground, 18242 

Virginia Beach, VA; safety zone, 31813, 38207 

York River, VA; safety zone, 38209 

Regattas and marine parades: 

Annual Suncoast Kilo Run, 21647 

Fireworks display, Severn River, Annapolis, 
MD, marine events, 9103 

First Coast Guard District Fireworks Displays, 
38204 

Harvard-Yale Regatta, 21141 

Maryland Swim for Life, 39104 

Navy Crew Rowing Race, 25446 

OPSAIL 2000/Intemational Naval Review 2000, 
New York Harbor et al., NY; regulated 
areas, 33760 

OPSAIL 2000, Baltimore, MD; regulated areas, 
33255 

OPSAIL 2000, Hampton Roads, VA; regulated 
areas, 31086 

OPSAIL 2000, New London, CT, 37281 

OPSAIL 2000, San Juan, PR; regulated areas, 
31083 

OPSAIL MAINE 2000, Portland, ME; regulated 
areas, 40516 

Safety at Sea Seminar, 15558 

Sail Boston 2000, MA, 37854 

South Carolina Aquarium Grand Opening 
fireworks display, 25644 

Tank vessels: 
Tank barges; emergency control measures, 
31806 
Technical amendments; organizational changes; 
miscellaneous editorial changes, etc., 40052 
Uninspected vessels: 
Passenger vessel safety, 24878 
Vessel inspection: 

Frequency, passenger vessel alternate hull 
examination program, and passenger, 
nautical school, and sailing school vessel 
underway surveys, 6494 

Correction, 11904 
Vocational rehabilitation and education: 
Veterans education— 
Montgomery GI Bill-Active Duty; eligibility 
criteria, etc., 5785 
PROPOSED RULES 
Anchorage regulations: 

California, 1581 

OPSAIL 2000/Intemational Naval Review 2000; 
regulated areas, 5833 

Correction, 7333 

OPSAIL 2000, Baltimore, MD; regulated areas, 
16355 

OPSAIL 2000, Delaware River, PA; regulated 
areas, 16361 

OPSAIL 2000, Hampton Roads, VA; regulated 
areas, 10731 

OPSAIL 2000, New London, CT; regulated 
areas, 16358 


OPSAIL 2000, San Juan, PR— 
Exclusion areas, 2095 
Regulated areas, 16554 
OPSAIL MAINE 2000, Portland, ME; regulated 
areas, 14498 
Sail Boston 2000, MA, 13926 
Tall Ships Delaware activities, DE, 18261 
Texas, 38474 
Boating safety: 
Accidents involving recreational vessels, 
reports; property damage threshold raised, 
38229 
Blood alcohol concentration; Federal standard 
for recreational vessel operators, 14223 
Manufacturing requirements— 
Recreational boats; hull identification 
numbers; rulemaking termination, 40069 
Uninspected passenger vessels, 11410 
Vessel identification system— 
State participation requirements, 7926 
Drawbridge operations: 
Arkansas, 18264 
Louisiana, 30043 
Massachusetts, 1077 
New York, 21683, 24162, 24664 
Virginia, 30938 
Electrical engineering: 
Marine shipboard electrical cable standards, 
6111, 35600 
Correction, 39334 
Great Lakes pilotage regulations: 
Rates update, 20110 
Merchant marine officers and seamen: 
Manning requirements— 
Federal pilotage for foreign-trade vessels in 
Maryland, 6350 
Mariners serving on ships carrying more than 
12 passengers on international voyages; 
training and certification, 37507 


Outer Continentai Shelf activities: 


Regulations revision, 14426 
Correction, 8671 
Regulations revisions, 40559 
Pollution: 

Hazardous substances; marine transportation- 
related facility response plans, 17416 

Single hull tank vessels; phase-out date 
requirements; clarification, 2812 

Ports and waterways safety: 

Atlantic Ocean, Virginia Beach, VA; safety 
zone, 34127 

Boston Harbor, MA; regulated navigation area, 
25458 

Chesapeake Bay, MD; safety zone, 24439 

Los Angeles/Long Beach, CA; approaches; port 
access route study results, 31856 

Lower Mississippi River; Vessel Traffic 
Service, 24616 

Monongahela River, PA; regulated navigation 
area terminated, 1079 

Naval Station Newport, RI; safety zone, 15285 

Newport, RI; safety zone, 15283 

New York Harbor, Western Long Island Sound, 
East and Hudson Rivers, NY; safety zones, 
30376 

OPSAIL 2000/Intemational Naval Review 2000; 
regulated areas, 5833 

Correction, 7333 

OPSAIL 2000, Baltimore, MD; regulated areas, 
16355 

OPSAIL 2000, Delaware River, PA; regulated 
areas, 16361 

OPSAIL 2000, Hampton Roads, VA; regulated 
areas, 10731 

OPSAIL 2000, New London, CT; regulated 
areas, 16358 
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OPSAIL 2000, New York Harbor, NY; safety 
zones, 31293 

OPSAIL 2000, San Juan, PR; exclusion areas, 
2095 

OPSAIL MAINE 2000, Portland, ME; regulated 
areas, 14498 

OPSAIL Miami 2000, Miami, FL; safety zone, 
14502 

Sail Boston 2000, MA, 13926 

Sandy Hook Bay et al., NY; safety zone, 24436 

Skull Creek, Hilton Head, SC; safety zone, 
14501 

Staten Island, NY; safety zone, 21686 

Correction, 25980 

Strait of Juan de Fuca and adjacent waters, WA; 
port access route study, 8917 

Tall Ships Delaware activities, DE, 18261 

United Nations Headquarters, East River, NY; 
dignitary arrival/departure and UN 
meetings; permanent security zones, 36393 

Regattas and marine parades: 

Eighth Coast Guard District annual marine 
events, 24899 

Miami Super Boat Grand Prix, 11274 

OPSAIL 2000/International Naval Review 2000; 
regulated areas, 5833 

Correction, 7333 

OPSAIL 2000, Baltimore, MD; regulated areas, 
16355 

OPSAIL 2000, Hampton Roads, VA; regulated 
areas, 10731 

OPSAIL 2000, New London, CT; regulated 
areas, 16358 

OPSAIL 2000, San Juan, PR, 

Exclusion areas, 2095 
Regulated areas, 16554 

OPSAIL MAINE 2000, Portland, ME; regulated 
areas, 14498 

Port of Boston, MA; Sail Boston, 000 

Sail Boston 2000, MA, 13926 

Vocational rehabilitation and education: 
Veterans education— 
Educational assistance programs; new criteria 
for approving courses, 4914 
NOTICES 
Agesicy information coiiection activities: 

Proposed collection; comment request, 6437, 
7094, 10142, 19952, 20508, 30184, 33399 

Submission for OMB review; comment request, 
7095, 10143, 25015, 25973, 36502 

Aquatic Nuisance Species Task Force; 
recommendations: 

Zebra mussels and other aquatic nuisance 
species; recreational activities to control 
spread; voluntary guidelines, 19953, 25980 

Committees; establishment, renewal, termination, 
etc.: 

Chemical Transportation Advisory Committee, 
12612 

Commercial Fishing Industry Vessel Advisory 
Committee, 19957 

Merchant Marine Personnel Advisory 
Committee, 38314, 39219 

National Boating Safety Advisory Council, 
35996 

National Offshore Safety Advisory Committee, 
12612 

Prince William Sound Regional Citizens’ 
Advisory Council, 800, 25786 

Environmental statements; availability, etc.: 

87-foot coastal patrol boats; acquisition, 7412 

Environmental statements; notice of intent: 

District of Columbia, Prince George’s County, 
MD, and Alexandria and Fairfax County, 
VA, 5925 

Woodrow Wilson Bridge, Potomac River; 
District of Columbia, Prince George’s 


County, MD, and Alexandria and Fairfax 
County, VA, 801 
Freedom of Information Act; implementation: 
Vessel response plan information release on 
Intemet; decision, 314 
Grants and cooperative agreements; availability, 
etc.: 
Recreational boating safety projects, programs, 
and activities, 36215 
Meetings: 
Chemical Transportation Advisory Committee, 
14640, 36218 
Commercial fishing vessel safety listening 
sessions, 10144, 14332, 21233 
High-speed commercial vessel traffic 
management, 19806 
Houston/Galveston Navigation Safety Advisory 
Committee, 21800 
Lower Mississippi River Waterway Safety 
Advisory Committee, 17936 
Marine Transportation System; waterways, 
ports, and their intermodal connections; 
regional dialog sessions, 25414 
Merchant Marine Personnel Advisory 
Committee, 802 
National Boating Safety Advisory Council, 
16684 
National Offshore Safety Advisory Committee, 
15680 
National Preparedness for Response Exercise 
Program; workshop, 40160 
Navigation Safety Advisory Committee, 10848 
Oil Spill Removal Organization Classification 
Program; changes, 17697 
Towing Safety Advisory Committee, 5011 
National Preparedness for Response Exercise 
Program: 
Triennial exercise schedule for 2000, 2001, and 
2002; comment request, 12049 
Reports and guidance documents; availability, etc.: 
Merchant mariners’ proficiency assessment— 
Navigational watch rating skills 
demonstrations; guidelines, 35414 
Survival-craft skills demonstrations; 
guidelines, 25788 


Commerce Department 


See Census Bureau 

See Economic Analysis Bureau 

See Economic Development Administration 
See Economics and Statistics Administration 
See Export Administration Bureau 

See Foreign-Trade Zones Board 

See International Trade Administration 

See Minority Business Development Agency 
See National Institute of Standards and 


Technology 

See National Oceanic and Atmospheric 
Administration 

See National Telecc ications and Information 
Administration 


See Patent and Trademark Office 
See Technology Administration 


RULES . 
Shipping traffic restrictions: 
North Korea; repeal, 38164 

Uniform administrative requirements for grants 
and agreements with institutions of higher 
education, hospitals, and other non-profit 
organizations, 14406 

PROPOSED RULES 

Public information, Freedom of Information Act 
implementation, and Privacy Act 
implementation, 34606 

Semi-annual agenda, 22584 
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NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 30054, 
30055 
Submission for OMB review; comment request, 
2929, 2930, 5854, 6355, 7486, 10762, 
13937, 14241, 14533, 14940, 15613, 
16874, 17255, 19357, 20943, 24912, 
30054, 30563, 30564, 33523, 34145, 
34146, 35602, 36109, 36110, 39864 
Anticybersquatting Consumer Protection Act; 
abusive domain registrations involving 
personal names; dispute resolution issues, 
10763, 18032 
Electronic commerce; laws or regulations posing 
barriers, 4801, 5933, 15898 
Nongovernmental organizations; trade policy 
advice, procedures for obtaining; comment 
request, 19423 
Privacy Act: 
Systems of records, 19868, 21168, 24177, 
24178, 37757 
Voting age population; 1999 census count, 12508 


Commission of Fine Arts 


NOTICES 


Meetings, 1145, 5616, 11558, 16896, 31150, 
36890 


Committee for Purchase From People 
Who Are Blind or Severely 
Disabled 


RULES 
Organization, functions, and authority delegations: 
Mailing address change, 35286 

NOTICES 

Procurement list; additions and deletions, 115, 
116, 1094, 2372, 2374, 3415, 3416, 5492, 
5493, 5494, 6981, 8335, 8336, 10046, 10047, 
11546, 11548, 12968, 14532, 15896, 15897, 
17254, 18280, 18281, 20134, 21395, 21396, 
24911, 26178, 26179, 30562, 30563, 34144, 
35319, 36662, 36663, 37756, 39122, 40607, 
40608 


Committee for the Implementation of 
Textile Agreements 


NOTICES 

Cotton, wool, and man-made textiles: 
Bangladesh, 2587, 39878 
Belarus, 15315, 19879, 30570 
Cambodia, 17488, 30571 
China, 31885 
Costa Rica, 2587, 25467 
Dominican Republic, 15132, 16379, 24457, 

32079 

Fiji, 24458 
Guatemala, 2588 
India, 31886 
Indonesia, 32079, 38813 
Korea, 17488 
Macau, 33523 
Macedonia, 2588 
Malaysia, 6175 
Mauritius, 2589, 37525 
Nepal, 19741, 30572 
Oman, 16188 
Pakistan, 4230, 14544, 37962 
Philippines, 10477, 21170, 38245 
Romania, 30572, 32080, 37525 
Singapore, 25709 
Sri Lanka, 39134 
Taiwan, 30957 
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CITA 


Thailand, 8343, 16188, 21171 
Turkey, 26186 
United Arab Emirates, 30393 
Export visa requirements; certification, waivers, 
etc.: 
Japan, 10054 
Romania, 6175 
Special access and special regime programs: 
OshKosh B’Gosh; participation requirements 
violation, 11040 
Quitman Manufacturing; participation 
requirements violation, 11040 
Textile and apparel categories: 
Illegal transshipment; entry denial— 
Companies list from which Customs shall 
deny entry to textiles and textile 
products; removals, 2589 
Mexico and Canada— 
Filament viscose rayon yarn, 11040, 31886 


Commodity Credit Corporation 


RULES 
Agricultural disaster and market assistance, 36550 
Loan and purchase programs: 
1999 crop and market loss assistance, 7942 
Correction, 10933, 13865 
Farm Storage Facility Loan Program, 30345 
Foreign markets for agricultural commodities; 
development programs (Foreign Market 
Development Cooperator Program), 9995 
Peanuts, 8245 
NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 3200, 
15300, 36662, 36885, 38240 
Submission for OMB review; comment request, 
37517 
Cotton import quotas, special; announcements, 
15889 
Grain cleaning equipment; installation and 
improvement; hearing, 3408 
Grants and cooperative agreements; availability, 
etc.: 
Market Access Program, 112 
Upland cotton domestic user/exporter agreement, 
37358 


Commodity Futures Trading 
Commission 


RULES 
Commodity Exchange Act: 
Electronic signatures by customers, participants, 
and clients of registrants, 12466 
Futures commission merchants and introducing 
brokers; minimum financial requirements, 
21309 
Commodity pool operators and commodity trading 
advisors: 
Advisors that provide advice by means of 
various media; registration exemption, 
12938 
Commodity pool operator definition; exclusion 
of certain otherwise regulated persons, 
24127 
Correction, 25980 
Reporting requirements: 
Large trader reports; reporting levels changes, 
14452 
PROPOSED RULES 
Commodity Exchange Act: 
Bilateral transactions; exemption, 39033 
Clearing organizations; regulatory framework, 
39027 
Commodity interest transactions; intermediaries 
regulatory framework, 39008 
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Contract market rule review procedures, 3623 
Futures commission merchants and introducing 
brokers; minimum financial requirements 

Subordination agreements; net capital 
treatment, 35304 

Large commodity pool operators; public 
reporting requirements, 20395 
Minimum financial requirements for futures 
commission merchants and introducing 
brokers, 6569 
Multilateral transaction execution facilities, 
market intermediaries and clearing 
organizations; regulatory framework, 38986 
Meetings, 39039 
Commodity pool operators and commodity trading 
advisors: 
Commodity pool operator definition; exclusion 
of certain otherwise regulated persons, 
10939 
Correction, 12318 
Qualified eligible participants offerings and 
qualified eligible clients advising; 
exemptions, 11253 
Semi-annual agenda, 23772 
NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 4405, 
26815, 26816, 26817, 26818 
Submission for OMB review; comment request, 
10772, 10773, 38516, 38517, 38814 
Committees; establishment, renewal, termination, 
etc.: 
Global Markets Advisory Committee, 7363 
Contract market proposals: 
BrokerTec Futures Exchange, L.L.C.— 
U.S. Treasury notes and bonds, 36667 
Cantor Financial Futures Exchange, Inc.— 
Five-year and ten-year agency notes, 8683 
Chicago Board of Trade— 

Corn, oats, rice, soybeans, wheat, gold, and 
silver, contract terms and conditions, 
36416, 40082 

Dow Jores Composite Average, 24918 

Chicago Mercantile Exchange— 

Block trading procedures, 18312 

Five year and ten year agency notes, 6361 

FORTUNE e-S0 Index, 11292 

Lean hogs, 3667 

Live cattle, 3668 

London Clearing House; cross-margining 
program, 3669 

Coffee, Sugar & Cocoa Exchange— 

Peruvian coffee; discount, delivery port, etc., 

5325 
Merchants’ Exchange of St. Louis, L.L.C.— 
Illinois Waterway and St. Louis Harbor barge 
rates, 4805 
Minneapolis Grain Exchange— 
Durum wheat, quality specifications, 6591 
New York Cotton Exchange— 

Cotton No. 1; stocks simultaneously included 
in both Exchange-certified stocks and 
Commodity Credit Corporation loan; 
prohibition, 17859 

U.S. Dollar Index; physical delivery from 
cash settlement, 26187 

Meetings: 
Global Markets Advisory Committee, 8683 
Technology Advisory Committee, 18977 
Meetings; Sunshine Act, 4807, 10055, 11988, 
15898, 16379, 18977, 24186, 24187, 31150, 
35331 
Privacy Act: 
Systems of records, 33524 
Reports and guidance documents; availability, etc.: 
Average price calculations by futures 
commission merchants, 4807, 11369 


Community Development Financial 
Institutions Fund 


NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 17550, 
37459 
Grants and cooperative agreements; availability, 
etc..: 
Community Development Financial Institutions 
Program, 342 
Meetings: 

Bank Enterprise Award Program; regulations 
revision; regional meetings, 36121 
Community Development Advisory Board, 

7102, 25790 


Community Services Office 


NOTICES 
Grants and cooperative agreements; availability, 
etc.: 
Discretionary programs, 38336 
Training, Technical Assistance, and Capacity- 
Building Program, 35353 


Comptroller of the Currency 


RULES 

Consumer financial information; privacy 
requirements, 35162 

Corporate activities: 

National banks; financial subsidiaries and 

operating subsidiaries, 12905 
PROPOSED RULES 
Consumer financial information; privacy 
requirements, 8770 
Corporate activities: 
National banks; financial subsidiaries and 
operating subsidiaries, 3157 
Debt cancellation contracts; bank sales, 4176 
Electronic banking; facilitation of national banks’ 
use of new technologies, 4895 
Federal Deposit Insurance Act: 

Customer information safeguard standards 
establishment; and safety and soundness 
standards Year 2000 guidelines rescission, 
39472 

Gramm-Leach-Bliley Act; implementation: 

Community Reinvestment Act (CRA)-related 
agreements; disclosure and reporting, 
31962 

Independent trust banks; assessment formula, 
15111 
Risk-based capital: 
Recourse and direct credit substitutes, 12320 
NOTICES 
Agency information collection activities: 

Proposed collection; comment request, 16242, 
18148, 20847, 26658, 34801, 37460 

Submission for OMB review; comment request, 
1229, 5392, 8761, 11633 

National banks: 
Preemption applications, etc._— 
Auctioneers; application of Pennsylvania 
laws, 15037 
West Virginia Insurance Sales Consumer 
Protection Aci; preemption 
determination; comment request, 35420 
Preemption opinion request: 

National banks and certificates of deposit; 
auction format use to market and sell over 
Internet, 2455 
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Congressional Budget Office 


NOTICES 
Balanced Budget and Emergency Deficit Control 
Reaffirmation Act (Gramm-Rudman- 
Hollings): 
Sequestration preview report for 2001 FY; 
transmittal to Congress and OMB, 5857 


Consumer Product Safety 
Commission 


RULES 
Flammable Fabrics Act: 
Carpets and rugs; surface flammability 
standards; laundering procedure, 12929 
Children’s sleepwear (sizes 0-6X and 7-14); 
flammability standards; laundering 
procedure, 12924 
Correction, 19818 
Technical changes; correction, 1435 
Mattresses and mattress pads; flammability 
standards; laundering procedure, 12935 
PROPOSED RULES 
Automatic residential garage door operators; safety 
standard, 37318 
Poison prevention packaging: 
Child-resistant packaging requirements— 
Household products containing low-viscosity 
hydrocarbons, 93 
Semi-annual agenda, 23780 
NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 290, 
6361, 24187 
Submission for OMB review; comment request, 
4231, 5616, 5617, 12973, 24188, 25313, 
25537 
Child-restraint systems on various children’s 
products; buckle requirements; petition, 439 
Federal Hazardous Substances Act: 
Candle wicks containing lead and candles 
containing such wicks; petition requesting 
ban, 19742 
Mattresses; standards, labeling, and identification 
tags; petitions, 36890 
Meetings: 
Chronic Hazard Advisory Panel; diisononyl 
phthalate, 24458, 34446 
Commission agenda and priorities/Government 
Performance and Results Act; hearing, 
19742 
Meetings; Sunshine Act, 3208, 4946, 6362, 10773, 
18074, 26188, 31303, 35612, 37765, 37963 
Natural rubber latex (NRL); request for petition 
to declare NRL a strong sensitizer, 15133, 
33525 
Non-wood baseball bats; performance 
requirements; petition, 37525 
Settlement agreements: 
B&B Amusements, Inc., et al., 18977 
Hasbro, Inc., 10055 
Lancaster Colony Corp., 3670 
Platt Electric Supply, Inc., 12216 
Red Rock Trading Co., Inc., et al., 36670 
Standard Mattress Co., 16896 
Tacoma Electric Supply, Inc., 13949 


Cooperative State Research, 
Education, and Extension Service 


RULES 
Grants: 
Agricultural research, education, and extension 
formula funds; stakeholder input 
requirements for recipients, 5993 
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Land grant institutions (1890 and 1862); 
agricultural research and extension 
activities; matching funds requirements for 
formula funds, 21630 

NOTICES 

Agency information collection activities: 

Proposed collection; comment request, 24909, 
31138 

Grants and cooperative agreements; availability, 

ete.: 

1890 Institution Teaching and Research 
Capacity Building Program, 4556 

Biotechnology Risk Assessment Research 
Program, 11706 

Community Food Projects Program, 31374 

Food and Agricultural Sciences National Needs 
Graduate Fellowship Program, 6132 

Initiative for Future Agriculture and Food 
Systems Program, 11838, 17752 

Integrated Research, Education, and Extension 
Competitive Grants Program— 

National Food Safety Initiative, 18838 
Pest Management, 18822 
Water Quality, 18852 

Small Business Innovation Research Program, 
36268 

Special Research Programs— 

Citrus Tristeza Research, 11720 

Pest Management Alternatives Program; Food 
Quality Protection Act issues, 11712 

Potato Research, 11696 


Copyright Office, Library of Congress 
RULES 
Copyright office and procedures: 
General copyright provisions and copyright 
claims registration; technical amendments, 
39818 
Freedom of Information and Privacy Acts 
implementation and copyright arbitration 
royalty panels; policies and procedures, 
39819 
PROPOSED RULES 
Copyright claims registration: 
Photographs; group registration, 26162 
Copyright office and procedures: 
Cable compulsory license; network station 
definition, 6946 
Litigation; public information, 3404 
Sound recordings, public performance; service 
definition, 14227, 17840, 33266 
Digital Millennium Copyright Act: 
Circumvention of copyright protection systems 
for access control technologies; exemption 
to prohibition, 6573, 14505, 25894 
NOTICES 
Cable royalty funds: 
Cable statutory license; rates adjustment, 10564 
Copyright Arbitration Royalty Panel: 
Digital performance right in sound and 
ephemeral recordings; voluntary negotiation 
period initiation, 2194 
List of arbitrators, 2439 
Digital audio recording technology royalties 
(1995-1998); distribution, 19025, 37412 
Digital Millennium Copyright Act: 
Electronic commerce development; report to 
Congress, 35673 


Corporation for National and 
Community Service 


PROPOSED RULES 
Semi-annual agenda, 23426 


Customs 


NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 16189, 
17628, 18314, 26188, 33525, 35906 
Submission for OMB review; comment request, 
7857, 11041, 24918, 24919, 36890, 37362 
Foster Grandparent and Senior Companion 
Programs; income eligibility levels, 17629 
Grants and cooperative agreements; availability, 
ete.: 
AmeriCorps* programs— 
AmeriCorps State Competitive and National 
programs, and Learn and Serve America 
K-12 School-based programs, 24920, 
26189, 30572 
District of Columbia, 8684 
Learn and Serve America and AmeriCorps* 
State/National, 7857 
North Dakota and South Dakota, 17631 
AmeriCorps* VISTA programs— 
Indian Tribal needs, 15316 
Nationwide grants, 15133 
National service programs; outreach to 
individuals with disabilities, 10774 
Organizations that support service days or 
events that include persons with 
disabilities, 39370 
Senior Companion Projects, 21726 
Meetings; Sunshine Act, 10057, 36121 


Council on Environmental Quality 


NOTICES 

Trade agreements; environmental review; 
Executive Order 13141 implementation; 
comment request, 8756 


Crime and Security in U.S. Seaports, 
Interagency Commission 


NOTICES 
Meetings, 1908 


Customs Service 


RULES 
Air commerce: 
User fee airports; revised list, 31263 
Commercial testing laboratories accreditation; 
commercial gaugers approval, etc.; correction, 
10007 
Customs bonded warehouses: 
Duty-free stores; permissible locations, 31260 
Customs brokers: 
Licensing and conduct, 13880 
Customs forms; technical corrections, 16513 
Drawback: 
False drawback claims; penalties, 3803 
Financial and accounting procedures: 
Customs duties, taxes, fees, and interest, 
underpayments and overpayments interest, 
31261 
Fines, penalties, and forfeitures: 
Tarrif Act section 592 violations; imposition 
and mitigation of penalties; guidelines, 
39087 
Inspection, search, and seizure: 
Controlled substances; summary forfeiture, 
33254 
Merchandise, special classes: 
Archaeological and ethnological material 
from— 
El Salvador, pre-Hispanic cultures, 12470 
Import sanctions— 
Toxic Substances Control Act; chemicals 
importation; certifications, 10701 
Softwood lumber shipments from Canada, 
33251 
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Customs 


Organization and functions; field organization, 
ports of entry, etc.: 

Gramercy, LA; port of entry boundary 
description, 21138 

Puget Sound, WA; port limits extension, 31262 

Tariff-rate quotas: 
Sugar-containing products; export certificates, 
5430 
Vessels in foreign and domestic trades: 
Boarding of vessels, etc., 2868 
PROPOSED RULES 
Articles conditionally free, subject to reduced 
rates, etc.: 

Civil aircraft merchandise; duty-free entry, 
40067 

Country of origin marking, 4193, 17473 
Customs bonds: 

Articles subject to exclusion orders issued by 
International Trade Commission, bond 
procedures, 6062 

Educational and scientific institutions; instruments 
and apparatus: 

Florence Agreement Program; procedures 
changes, 30555 

Organization and functions; field organizations, 
ports of entry, etc.: 

Milwaukee and Racine, Wi, ports consolidation, 
16354 

Vessels in foreign and domestic trades: 

Large yachts imported for sale; duty deferral, 

37501 
NOTICES 
Agency information collection activities: 

Proposed collection; comment request, 320, 321, 
322, 8473, 8475, 14337, 14338, 14339, 
14340, 14341, 25790, 25791, 25792, 25793 

Automation program test: 

Electronic filing and status of protests; 
implementation, 39224 

Electronic processing of quota-class apparel 
merchandise, 806 

Prototype— 

Conclusion, 6688 
Funding continuation, 17002 
Reconciliation, 36505 

Committees; establishment, renewal, termination, 
etc.: 

COBRA Fees Advisory Committee, 6254 

Customs COBRA Fees Advisory Committee, 
38884 

Country of origin marking: 

Producers’ goods and consumers’ goods; 

distinction, 13827, 36505 
Customhouse broker license cancellation, 
suspension, etc.: 

A&A Customs Brokerage Services, Inc., et al., 
10152, 11367 

Airgo Freight Inc. et al., 17003 

Charlton, Joseph; retraction, 15685 

Customs bonds: 
Authorized facsimile signatures and seals; 
approval to use, 4016 
Customs brokerage, cartage, and lighterage 
districts; geographic boundaries, 14011, 
15686, 18151 
Generalized System of Preferences: 

Duty-free claims, etc.; preferential trade 

program renewal, 11367 
General program test: 
Accompanied (international) in-transit baggage; 
transfer procedures, 9054, 17550 
Test modification, 37828 
International trade prototype; general test 
operations and development suspended, 
13415 
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IRS interest rates used in calculating interest on 
overdue accounts and refunds, 1227, 20265 
Privacy Act: 
Systems of records, 40727 
Uruguay Round Agreements Act (URAA): 
Foreign entities violating textile transshipment 
and country of origin rules; list, 17003 
Y2K failures; agency point of contact, 20266 


Defense Department 


See Air Force Department 
See Army Department 
See Defense Information Systems Agency 
See Defense Logistics Agency 
See Engineers Corps 
See Navy Department 
See Uniformed Services University of the Health 
Sciences 
RULES 
Acquisition regulations: 
Activity names and addresses update, 14380 
Audit of Federal operations and programs 
(OMB Circular A-73), 32041 
Cargo preference-subcontracts for commercial 
items, 14400 
Caribbean Basin countries, 19859 
Class deviation authority delegation, 6551 
Construction and service contracts in 
noncontiguous States, 14402 
Contract action reporting requirements update, 
39707 
Cost accounting standards; waiver, 36034 
Debarment investigation and reports; correction, 
4864 
Federal Prison Industries waiver threshold, 
14400 
Foreign acquisition, 19849 
Government-unique specifications and 
standards; offeror alternatives (OMB 
Circular A-119), 6553 
Indian organizations and Indian-owned 
economic enterprises; utilization, 19858 
Institutions of higher education; Federal 
contracts and grants, 2056 
Manufacturing Technology Program, 2057, 
19859 
Mentor-protege program improvements, 6554 
Correction, 30191 
NAFTA procurement threshold, 36034 
Paid advertisements, 2055 
People’s Republic of China, 6553 
Production surveillance and reporting, 39722 
Progress payments for foreign military sales 
contracts, 39722 
Research, development, test, and evaluation 
budget category; definitions, 32040 
Technical amendments, 14397, 39704 
Uncompensated overtime source selection 
factor, 39721 
Utility privatization, 2058, 32040 
Correction, 19818 
Civilian health and medical program of uniformed 
services (CHAMPUS): 
TRICARE program— 
Automatic enrollment of families of E-4 and 
below in TRICARE Prime, 39804 
Collection from third party payers of reasonable 
costs of healthcare services, 7724 
Federal Acquisition Regulation (FAR): 
Caribbean Basin Trade Initiative, 24321 
Civilian Agency Acquisition Council and 
Defense Acquisition Regulations Council 
issuances; introduction; correction, 4633 
Competition under multiple award contracts, 
24317 


Cost accounting standards coverage; 
applicability, thresholds, and waiver, 36028 

FAR drafting principles, 36015 

Federal Procurement Office policy letters; 
rescission, 36014 

Foreign acquisition; policies and procedures; 
correction, 4633 

General records schedules, 36021 

Indian organizations and Indian-owned 
economic enterprises utilization, 24322 

Introduction, 16274, 24316, 36012 

Ocean transportation by U.S.-flag vessels, 
24324 

Price reasonableness and commerciality 
determination, 24320 

Progress payments and related financing 
policies, 16276 

Recycled products and environmentally 
preferable services; supporting procurement 
requirements, 36016 

SBA’s 8(a) Business Development Program; 
correction, 4633 

Small Business Competitiveness Demonstration 
Program, 16275 

Small business opportunities; Federal supply 
schedules, 36023 

Small entity compliance guide, 16286, 24325, 
36031 

Technical amendments, 16285, 24325, 36030 

Trade agreements thresholds, 3602 

Yugoslavia and Afghanistan acquisitions; 
restrictions, 36027 

Freedom of Information Act, implementation: 

National Imagery and Mapping Agency, 38201 

Grant and agreement regulations: 

Uniform administrative requirements for grants 
and agreements with institutions of higher 
education, hospitals, and other non-profit 
organizations, 14406 

Personnel: 

Former operatives incarcerated by Democratic 

Republic of Vietnam; compensation, 34588 
Privacy Act; implementation:, 7732 

Defense Commissary Agency, 39806 

Defense Threat Reduction Agency, 18894 

National Reconnaissance Office, 20372 

Transactions other than contracts, grants, or 
cooperative agreements for prototype projects, 
35576 

Vocational rehabilitation and education: 

Veterans education— 

Educational Assistance Test Program; 
increased allowances, 13693, 18151 

Montgomery GI Bill-Active Duty; eligibility 
criteria, etc., 5785 

PROPOSED RULES 

Acquisition regulations: 

Contract drawings, maps, and specifications, 
6574 

Cost accounting practices; changes; meeting, 
4940 

Foreign military sales contract line items; 
closeout, 19865 

Information disclosure; withdrawn, 19866 

Pollution control and clean air and water, 32065 

Production surveillance and reporting, 2109 

Profit incentives to produce innovative new 
technologies, 32066 

Profit policy, 6574 

Transportation acquisition policy, 2104 

Civilian health and medical program of uniformed 
services (CHAMPUS): 

National Institutes of Health-sponsored clinical 
trials; coverage methodology, 34627 

TRICARE program— 

Claimcheck denials; appeals process 
establishment, 2085 

Professional services in low-access locations; 
payments, 34423 
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Federal Acquisition Regulation (FAR): 
Advance payments for non-commercial items, 
25614 
Competitive negotiated acquisitions; discussion 
requiremeats, 17582 
Contract action and contracting action 
definitions, 34894 
Contractor responsibility, labor relations costs, 
and costs relating to legal and other 
proceedings, 40830 
Cost accounting standards administration, 20854 
Deferred research and development costs, 4328 
Drafting principles, 4346 
Energy efficiency of supplies and services, 
30310 
Government property, 1438 
Information technology; interagency acquisition 
by executive agent; withdrawn, 33428 
Liquidated damages, 2272 
Procurement integrity rewrite, 16758 
Semi-annual agenda, 23756 
Time-and-materials or labor-hours, 3762 
Privacy Act; implementation 
Defense Commissary Agency, 18938 
National Reconnaissance Office, 2912 
Semi-annual agenda, 22676 
Vocational rehabilitation and education: 
Veterans education— 
Educational assistance programs; new criteria 
for approving courses, 4914 
NOTICES 
Acquisition regulations: 
Comprehensive small business subcontracting 
plans negotiation; test program, 7509 
Agency information collection activities: 
Proposed collection; comment request, 120, 
7512, 7513, 8125, 10775, 11558, 11559, 
13724, 15319, 16566, 17631, 19743, 
20805, 26189, 31150, 39602 
Submission for OMB review; comment request, 
3208, 3209, 5617, 7513, 8684, 11560, 
14245, 14246, 16566, 21729, 26586, 
26587, 31151, 34152, 34153, 36417, 
37765, 37766, 39372, 39373 
Arms sales notification; transmittal letter, etc., 

5618, 7513, 7518, 7521, 7527, 13724, 13729, 

14246, 14250, 16566, 24922, 24926, 24930, 

30958, 34664, 34669, 35613, 36418, 37526, 

38246, 38251, 38255, 38259, 39879 

Civilian health and medical program of uniformed 
services (CHAMPUS): 
Cancer Treatment Clinical Trials Demonstration 
Project; extension, 439 
TRICARE program— 

Designated Provider Program; continuous 
open enrollment demonstration project; 
military retirees and family members, 
17632 

Pharmacy Redesign Pilot Program, 18979 

Committees; establishment, renewal, termination, 
etc.: 
Historical Advisory Committee, 8126 
National Defense University Board of Visitors 
et al., 13953, 30962 
Regional Security Centers Board of Visitors, 
34446 
Comprehensive small business subcontracting 
plans negotiation; test program, 3942 
Courts-Martial Manual; amendments, 17633, 
30963, 30964, 39883 
Defense Production Act: 
Defense trade offsets; reducing or eliminating 
adverse effects; information request, 15318 
Environmental statements; availability, etc.: 
National Missile Defense System; deployment, 
11560 


Federal Acquisition Regulation (FAR): 
Agency information collection activities— 
Proposed collection; comment request, 12219, 
13953, 14950, 14951, 17489, 17490, 
25315, 25316, 26818, 35617 
Submission for OMB review; comment 
request, 1145, 6998, 6999, 30965, 
31887, 33810, 36422, 37122 
Freedom of Information Act; implementation: 
Discharge review boards and correction boards 
decisional documents; on-line database 
accessibility, 440 
Grants and cooperative agreements; availability, 
National Security Education Program; 
institutional grants, 5622 
New Challenge Program, 19744 
Meetings: 
Ballistic Missile Defense Advisory Committee, 
9253 
Capabilities for Domestic Response to Terrorist 
Attacks Involving Weapons of Mass 
Destruction Advisory Panel, 7531, 39887 
Defense Acquisition University Board of 
Visitors, 7364, 30092 
Defense Intelligence Agency Joint Military 
Intelligence College Board of Visitors, 
30966 
Defense Intelligence Agency Science and 
Technology Advisory Board, 2596, 11561, 
16567, 20806, 35331, 35332, 37530 
Defense Partnership Council, 1853, 9254, 
26190, 31151, 38518 
Defense Policy Board Advisory Committee, 
36423 
Defense Science Board, 13954 
Dependents’ Education Advisory Council, 
17636 
Early Intervention and Education for Infants, 
Toddlers, Preschool Children, and Children 
with Disabilities Domestic Advisory Panel, 
20435 
Education Benefits Board of Actuaries, 26190 
Electron Devices Advisory Group, 9254, 9255, 
20435, 20436, 35332 
Gulf War chemical and biological incidents 
investigations; special oversight board, 
12973, 30966 
Healthcare Quality Initiatives Review Panel, 
13954, 18980, 40615 
Historical Records Declassification Advisory 
Panel, 12974 
Military Justice Joint Service Committee; 
Courts-Martial Manual annual review, 
37530 
Military Personnel Testing Advisory Committee, 
9255 
National Defense University Board of Visitors, 
3210, 30093, 31152 
National Security/21st Century, U.S. 
Commission, 121, 38518 
National Security Education Board, 31533 
Nuclear Weapons Surety Joint Advisory 
Committee, 291, 16567 
Overseas Dependents’ Schools National 
Advisory Panel, 4946 
President’s Information Technology Advisory 
Committee, 5326, 26190 
President’s Security Policy Advisory Board, 
17636 
Regional Security Studies Centers Board of 
Visitors, 24936, 25315 
Retirement Board of Actuaries, 26190 
Science Board, 6176, 7364, 18980 
Science Board task forces, 121, 1853, 3210, 
3672, 4406, 6592, 37531, 37766, 38263, 
39887, 40615 
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Scientific Advisory Board, 6176 
Threat Reduction Advisory Committee, 26191 
U.S. Strategic Command Strategic Advisory 
Group, 5327 
United States Commission on National Security/ 
21st Century, 10775, 24935 
Wage Committee, 7365, 26191, 30966, 37531 
Women in Services Advisory Committee, 3210, 
13954 
Privacy Act: 
Systems of records, 291, 3210, 4947, 9255, 
17636, 24935, 30966, 31888 
Reciprocal procurement memoranda of 
understanding; implementation reviews, 
30573 
Reports and guidance documents; availability, etc.: 
Interim Range Rule Risk Methodology (IR3M), 
36423 
Senior Executive Service: 
Performance Review Board; membership, 38263 
Small disadvantaged businesses; price evaluation 
adjustment; one-year suspension, 4948 
Travel per diem rates, civilian personnel; changes, 
122, 2590, 4949, 10776, 17638, 24937, 34447 


Defense Information Systems Agency 


NOTICES 
Privacy Act: 
Systems of records, 21729 
Senior Executive Service: 
Performance Review Board; membership, 12518 


Defense Logistics Agency 


RULES 
Privacy Act: 
Systems of records, 18900 
PROPOSED RULES 
Acquisition regulations: 
Altemative dispute resolution, 31131 
Privacy Act; implementation, 3167 
NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 9256 
Grants and cooperative agreements; availability, 
etc.: 
Procurement technical assistance centers, 15137 
Privacy Act: 
Computer matching programs, 6179, 13733, 
35619 
Systems of records, 3220, 3222, 3223, 4811, 
16571, 30975 
Senior Executive Service: 
Performance Review Board; membership, 30975 


Defense Nuclear Facilities Safety 
Board 


RULES 
Freedom of Information Act; implementation: 
Fee schedule, 35810 
NOTICES 
Meetings; Sunshine Act, 4236, 12533, 31152 
Recommendations: 
Configuration management, vital safety systems, 
14255 
Fissionable and other nuclear material that for 
safety reasons should not be permitted to 
remain unremediated; stabilization and safe 
storage, 4237 


Delaware River Basin Commission 


NOTICES 
Meetings and hearings, 3672, 10058, 24684, 
36123 
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Drug 


Drug Enforcement Administration 


RULES 
Schedules of controlled substances: 
Exempt anabolic steroid products, 3124 
Correction, 5024 
Gamma-butyrolactone; placement into List I, 
21645 
Gamma-hydroxybutyric acid; placement into 
Schedule I, 13235, 30541 
Correction, 17440, 17552 


PROPOSED RULES 
Records, reports, and exports of listed chemicals: 
Red phosphorus, 4913 
NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 31192, 
31193 
Submission for OMB review; comment request, 
2986, 16418 
Privacy Act: 
Systems of records, 24986 
Schedules of controlled substances; production 
quotas: 
Schedules I and 
2000 aggregate, 6635 
Applications, hearings, determinations, etc.: 
Abud-Sanchez, Danilo, M.D., 30613 
American Radiolabeled Chemical, Inc., 34498 
Ansys Diagnostics, Inc., 8206, 34498 
B.I. Chemicals, Inc., 6395, 8737, 11801, 38859 
Cambridge Isotope Lab, 8206 
Cavanagh, James Garvey, M.D., 5661 
Cedarburg Laboratories, Inc., 6633 
Celgene Corp., 16962, 39430 
Chattem Chemicals, Inc., 6633, 11801, 35396 
Chemic Laboratories, Inc., 34498 
Chirex Cauldron, 16963 
Chirex Technology Center, Inc., 6634, 38859 
Dolin, Michael G., M.D., 5661 
Doughton, Robert P., M.D., 30614 
Dupont Pharmaceuticals, 30614 
Eli-Elsohly Laboratories, Inc., 24985 
Ganes Chemicals Inc., 6634, 36466 
Glaxo Wellcome, Inc., 6395 
Golden, Robert M., M.D., 5663 
Harline, Wesley G., M.D., 5665 
Henderson, Judy L., D.V.M., 5672 
High Standard Products, 6634 
Hutchinson, Archibald W., M.D., 5675 
Irix Pharmaceuticals, Inc., 6634 
Isotec Inc., 8738, 33353 
ISP Freetown Fine Chemicals, Inc., 4998 
Johnson Matthey, Inc., 30614 
Jones, Kenneth Leroy, M.D., 5676 
Knoll Pharmaceuticals, 16963 
Leach, Richard Eaton, M.D., 5677 
Lifepoint, Inc., 6635, 30615 
Lilly Del Caribe, Inc., 16963 
Lipomed, Inc., 30615 
Lonza Riverside, 24986, 35397 
Lusskin, Brett L., M.D., 5678 
Mallinckrodt, Inc., 6396, 24226, 26635, 30616 
Marshall, Charles W., D.P.M., 5678 
Medeva Pharmaceuticals CA, Inc., 16964 
Miller, Melvin John, M.D., 5679 
Neujahr, Theodore A., D.V.M., 5680 
Norac Co., Inc., 4999 
Noramco, Inc., 36466 
Noramco of Delaware, Inc., 8207, 34498 
Novartis Pharmaceutica! Corp., 8207, 33354 
Nycomed, Inc., 11801 
Organichem Corp., 15178, 36467, 39430 
Orpharm, Inc., 8207, 34499 
Patterson, Michael Alan, M.D., 5682 
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Penick Corp., 39430 

Pharmacia & Upjohn Co., 16964 

Polaroid Corp., 24227 

Pressure Chemical Co., 17675 

Radian International LLC, 33354, 38860 

Redard, Edson W., M.D., 30616 

Roche Diagnostics Corp., 24227 

Salsbury Chemicals, Inc., 38860 

Saxton, Paul W., D.O., 5686 

Sigma Aldrich Research Biochemicals, Inc., 
35397 

Sigma Chemical Co., 33355 

Stepan Co. Natural Products Department, 24228 

Van Nostrand-Perkins, C., M.D., 5689 

Wildlife Laboratories, Inc., 38861 


Economic Analysis Bureau 


NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 6357, 
38808, 39864 


Economic Development 
Administration 


RULES 

Economic adjustment grant requirements; 
revolving loan fund projects and property, 
2530 

Economic Development Administratiun Reform 
Act of 1998; implementation; correction, 
2017 


NOTICES 
Grants and cooperative agreements; availability, 
etc.: 

Economic development assistance programs; 
unemployment and underemployment in 
economically depressed areas, etc., 3764 

National technical assistance, training, research, 
and evaluation projects, 3772, 14182, 
35804 

Trade adjustment assistance eligibility 
determination petitions: 

Bulk-Tainers Corp. et al., 34437 

Hampton Research & Engineering, Inc., et al., 
10765 

Mearthan, Inc., et al., 39597 

Southern Glove Mfg. Co., Inc., et al., 24179 

Sunshine Cap Co. et al., 5494 

Yates Foil USA, Inc., et al., 16561 


Economic Research Service 


NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 26177, 
39854 


Economics and Statistics 
Administration 


NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 7489 
Meetings: 
2000 Census Advisory Committee et al., 14242 
Economic Analysis Bureau Advisory 
Committee, 18033 


Education Department 


RULES 
Elementary and secondary education: 
Safe and Drug-Free Schools and Communities 
Act Native Hawaiian Program, 8850 
Postsecondary education: 
Federal Perkins Loan Program, 18001 
Effective date correction, 26136 


Federal Supplemental Educational Opportunity 
Grant Program; relief from specific 
statutory and regulatory provisions, 4886 

Gaining Early Awareness and Readiness for 
Undergraduate Programs (GEAR UP) 
Program, 24756, 39814 

Minority Science and Engineering Improvement 
Program, 7674 

Student assistance general provisions, etc.— 

Technical amendments, 38728 

Teacher Quality Enhancement Program, 1780, 
19606 

William D. Ford Federal Direct Loan Program; 
correction, 37045 

Special education and rehabilitative services: 

Projects with Industry Program, 18214 

Correction, 36632 

State Vocational Rehabilitation Services 
Program, 35792 

Uniform administrative requirements for grants 
and agreements with institutions of higher 
education, hospitals, and other non-profit 

organizations, 14406 

PROPOSED RULES 
Civil Rights Restoration Act; implementation: 

Nondiscrimination on basis of race, color, 
national origin, sex, disability, and age; 
conforming amendments to regulations, 
26464 

Freedom of Information Act; implementation, 

36760 

Grants: 

Direct grant programs; discretionary grants; 

application review process, 20698, 37090 
Postsecondary education: 

Developing Hispanic-Serving Institutions 
Program, 15115 

Gaining Early Awareness and Readiness for 
Undergraduate Programs (GEAR UP) 
Program, 5844 

Higher Education Act— 

Negotiated rulemaking committees on issues 
under Title IV; intent to establish; 
correction, 1582 

Strengthening Historically Black Colleges and 
Universities Program, 15115 

Strengthening Institutions Program, 15115 

Teacher Quality Enhancement Grants Program, 
6936 

Semi-annual agenda, 22708 
Special education and rehabilitative services: 

Assistance to States for education of children 
with disabilities, 30314 

Special Demonstration Programs, 39252 

State Vocational Rehabilitation Services 
Program, 10620, 39492 

NOTICES 
Agency information collection activities: 

Proposed collection; comment request, 127, 440, 
441, 2596, 2932, 3944, 4240, 5327, 6593, 
7001, 7368, 7532, 8348, 10059, 10479, 
11042, 11293, 11563, 11988, 12220, 
12221, 13734, 14951, 15138, 15319, 
16192, 16576, 16577, 16578, 17647, 
17648, 18075, 18980, 18981, 20807, 
25710, 26588, 26820, 30394, 31534, 
34678, 35907, 35908, 36123, 36124, 
36675, 36891, 37122, 37123, 37963, 
38264, 39374, 39603, 40084 

Submission for OMB review; comment request, 
1360, 3426, 3945, 3946, 4241, 4242, 4407, 
5328, 7002, 7003, 7368, 7369, 7532, 7858, 
8685, 8950, 10060, 10479, 11043, 11563, 
12221, 12222, 12976, 12977, 13957, 
15138, 15320, 15619, 16193, 16901, 
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16902, 16903, 17647, 17860, 19880, 
20808, 24459, 25317, 25468, 25913, 
26278, 31535, 31890, 33308, 34679, 
35056, 35332, 35333, 35334, 35908, 
35909, 36676, 37767, 37768, 37964, 
38264, 38520, 39604 
Committees; establishment, renewal, termination, 
etc.: 
Institutional Quality and Integrity National 
Advisory Committee, 7370 
Elementary and secondary education: 
Elementary and Secondary Education Act— 
Waivers, 25468 
Grants and cooperative agreements; availability, 
ete.: 
Bilingual education and minority languages 
affairs— 
Field-Initiated Research Program, 14730, 
18317 
Foreign language assistance program; local 
educational agencies, 5170 
Foreign language assistance program; State 
educational agencies, 5146 
Systemwide improvement program, 6272 
Training for All Teachers Program, 2788 
Career Resource Network State Grants, 30798 
Centers for Independent Living Program, 5857, 
37532 
Developing Hispanic-Serving Institutions 
Program, 3946 
Educational research and improvement— 
Comprehensive school reform research, 
21284 
Education Improvement Fund; comprehensive 
school reform capacity building grants, 
20316 
Field-Initiated Studies Education Research 
Program, 10926 
Jacob K. Javits Gifted and Talented 
Education Program, 37230 
Ready-To-Learn Television Program, 25816, 
34154 
Regional Technology in Education Consortia 
Program, 10922 
Telecommunications Demonstration Project 
for Mathematics, 3548 
Effective Teacher Preparation National Awards 
Program, 3427, 19572 
Eisenhower Regional Mathematics and Science 
Education Consortia Program, 11728 
Elementary and secondary education— 
Advanced Placement Incentive Program, 6872 
Alaska Native Education Program, 2933 
Arts in Education Competitive Program, 
32080 
Elementary School Counseling Demonstration 
Program, 20888, 20890 
Migrant Education Even Start Program, 
34566 
Montana and Oklahoma; local educational 
agencies; comprehensive local reform 
assistance, 7682 
Native Hawaiian Curriculum Development, 
Teacher Training and Recruitment 
Program, 15139, 37682 
Native Hawaiian Family-Based Education 
Centers Program et al., 37684 
Public Charter Schools Program, 6302 
Reading Excellence Program, 8685, 20882, 
20884 
Safe and Drug-Free Schools and 
Communities National Programs, 3948, 
7370, 7372, 7420, 7424, 16088, 18188, 
18192, 18196, 18200, 18204, 36124 
Smaller Leaming Communities Program, 
31386, 34680 


Emergency Immigrant Education Program, 3225 

Even Start Statewide Family Literacy Initiative, 
4342 

High School Equivalency Program and College 
Assistance Migrant Program, 2934 

Impact Aid Program, 10480 

Indian education programs— 

Discretionary professional development 
programs, 25152 

Elementary and secondary school reform 
programs, 21731 

Even Start Family Literacy Program, 30574 

Professional Development Program, 12058, 
25148 

Strengthening Institutions Program et al., 
5328 

Individuals with disabilities— 

Various special education programs, 26821 

Jacob K. Javits Gifted and Talented Education 
Program, 6520, 16290 

Leveraging Educational Assistance Partnership 
Program et al., 15620 

Life Skills for State and Local Prisoners 
Program, 20034 

National Institute on Disability and 
Rehabilitation Research— 

Alternative Financing Program and 
Alternative Financing Technical 
Assistance Program, 35768, 35770, 
37964 

Disability and Rehabilitation Research 
Projects and Centers Program, 2770, 
26588 

Field Initiated competition, 39500 

Rehabilitation Research and Training Centers, 
9182, 31752, 31757, 36596 

Spinal Cord Injuries Program et al., 14346, 
14355 

Postsecondary Education Improvement Fund— 

Higher education collaboration between U.S. 

and European Community, 3225 
Postsecondary education— 

Alaska Native and Native Hawaiian-Serving 
Institutions Program, 39136, 39887 

Federal Work-Study Programs, 35622 

Gaining Early Awareness and Readiness for 
Undergraduate Programs, 5329, 24764, 
31536 

Minority Science and Engineering 
Improvement Program, 7676 

Teacher Quality Enhancement Program, 
18075, 19615 

TRIO Dissemination Partnership Program, 
10779 

Special education and rehabilitative services— 

Assistance to States for education of 
individuals with disabilities, 9090 

Children with disabilities programs, 3060, 
33309 

Individuals with disabilities; various 
programs, 25156, 31303 

Native Hawaiian Family-Based Education 
Centers Program et al., 37684 

Rehabilitation and other services for 
individuals with disabilities; special 
demonstration program, 40615 

Rehabilitation Short-Term Training Program, 
7678, 7679 

Special demonstration programs, 35334 

State Vocational Rehabilitation Unit In- 
Service Training Program, 13734 

Upward Bound Program; participant expansion 
initiative, 35238 
Meetings: 
Education Statistics Advisory Council, 26823 
Federal Interagency Coordinating Council, 6594, 
25318 
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Foreign Medical Education and Accreditation 
National Committee, 6191 

Indian Education National Advisory Council, 
2141, 10481 

Institutional Quality and Integrity National 
Advisory Committee, 17648 

National Assessment Governing Board, 8951, 
24188 

National Commission on Mathematics and 
Science Teaching for 21st Century, 7003, 
20956, 39605 

National Educational Research Policy and 
Priorities Board, 1360, 7858, 11293, 31152 

National postsecondary education agenda; 

regional meetings and comment request, 
11990 

Postsecondary Education Improvement Fund 
National Board, 6594, 39887 

President’s Advisory Board on Tribal Colleges 
and Universities, 441, 6191 

President’s Advisory Commission on 
Educational Excellence for Hispanic 
Americans, 11989, 36424 

President’s Board of Advisors on Historically 
Black Colleges and Universities, 127, 
6192, 18076 

School-to-Work Opportunities Advisory 
Council, 31304 

Student Financial Assistance Advisory 
Committee, 15140 

Web-Based Education Commission, 3431, 4633, 
16194, 16579, 31891, 37363 

Postsecondary education: 

Accrediting agencies and State approval 
agencies for vocational and nurse education 
institutions; national recognition; comment 
request, 2598, 37123 

Federal Family Education Loan Program— 

Federal need analysis methodology for 2001- 
2002 award year, 34454 

Voluntary flexible agreements; participation, 
4812 

Federal Pell Grant Program— 

Federal need analysis methodology for 2001- 
2002 award year, 34454 

Federal Perkins Loan Program— 

Federal need analysis methodology for 2001- 
2002 award year, 34454 

Federal Supplemental Educational Opportunity 
Grant Program— 

Federal need analysis methodology for 2001- 
2002 award year, 34454 

Federal Work-Study Program— 

Federal need analysis methodology for 2001- 
2002 award year, 34454 

Student financial assistance; community 
service expenditure requirements waiver, 
34458 

National Direct and Federal Perkins Student 
Loan Programs; Directory of Designated 
Low-Income Schools; teacher cancellation 
benefits; availability, 3950 . 

William D. Ford Federal Direct Loan 
Program— 

Federal need analysis methodology for 2001- 
2002 award year, 34454 
Income contingent repayment plan formula; 
annual update, 34006, 39374 
Privacy Act: 
Computer matching programs, | 1043, 12222 
Systems of records, 11294, 38265 
Reports and guidance documents; availability, etc.: 
Special education and rehabilitative services— 
Blind and visually impaired students; 
education policy statement, 36586 
Special education and rehabilitative services: 

Blind vending facilities under Randolph- 
Sheppard Act— 

Arbitration panel decisions, 25710, 26591, 
26823, 30093, 30575 
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Education 


Individuals with Disabilities Education Act 
(IDEA)— 
Correspondence; quarterly list, 9178, 11369, 
14545, 14547, 19636, 36038 
State educational agencies; submission of 
expenditure and revenue data, etc., 6362 


Electronic Commerce Advisory 
Commission 


NOTICES 
Meetings, 7824, 13936, 16163, 18031 


Emergency Oil and Gas Guaranteed 
Loan Board 


RULES 
Emergency Oil and Gas Guaranteed Loan 
Program; implementation: 
Application deadline, 6888 
Conforming changes, 24105 
National Environmental Policy Act; 
implementation: 
Loan guarantee decisions; information 
availability; correction, 1758 


NOTICES 
Agency information collection activities: 
Submission for OMB review; comment request, 
24685 


Emergency Steel Guarantee Loan 
Board 


RULES 
Emergency Steel Guarantee Loan Program; 
implementation: 
Application deadline, 6888 
Conforming changes, 24102 
National Environmental Policy Act; 
implementation: 
Loan guarantee decisions; information 
availability; correction, 1757, 1758 
NOTICES 
Agency information collection activities: 


Submission for OMB review; comment request, 
24686 


Employment and Training 
Administration 


RULES 


Birth and adoption unemployment compensation, 
37210 


PROPOSED RULES 


Birth and adoption unemployment compensation, 
2080 


NOTICES 

Adjustment assistance: 
Alaska Petroleum Contractors, 32127 
Alliant Tech Systems et al., 16220 
AlliedSignal, 8742 
Althin Medical, Inc., et al., 24994 
Apparel Sales & Printing, Inc., 24995 
ARCO Permian, 17677 
Arctic Pipe Inspection et al., 2434 
Avent Inc., 30445 
Baker Atlas, 2434 
Barry Callebaut USA, Inc., 5690, 13991 
Bayer Diagnostics, 20488 
Beloit MillPro Service Center, 40137 
Bigsby Accessories, Inc., et al., 30445 
Boeing Co., 2435, 13991 
Bugbee & Niles Co., Inc., 32128 
Bunnies by the Bay et al., 521 
Burlen Corp., 5692 
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Cadillac Curtain Corp., 17314 

California Shirt Sales, Inc., 24995 

Calvin Klein, 32128 

Case Corp., 16220 

Casual Coat et al., 521 

Centrilift, 13992 

Chavez Signs, Inc., 40137 

Chemall, Inc., 36470 

Chester County Sportswear, 5692 

Chevron Chemical et al., 523 

Chevron Products Co., 19387 

Chick Orchards, Inc., 40137 

Cluett, Peabody & Company, Inc., 16221 

CNG Transmission Corp. et al., 34734 

Colby Footwear, Inc., et al., 35398 

Cominco Ltd., 32128 

Condor DC Power Supplies, Inc., 16221 

Cooper Energy Services et al., 5690 

Cooper Energy Services, 25947, 36468 

Court Metal Finishing, Inc., 21472 

Cross Creek Apparel, Inc., 25944, 36471 

Crouse-Hinds Division of Cooper Industries, 
2435 

Cumberland Apparel, 20488 

Deluxe Corp., 35399 

DeZurik Corp., 37577 

DMI Furniture, Inc., 8742 

Enaid Sportswear, Inc., 19387 

Energy Knits Co. et al., 15356 

Epic Components Co., 34735 

F.G. Montabert, 13992 

Fahnos Apparel, Inc., 25945 

Flynt Fabrics, Inc., et al., 7563 

Forge Products Corp. et al., 36469 

Fort James Operating Co., 37578 

Foster Wheeler et al., 5692 

Fox Point Sportswear et al., 5693 

Freeport-McMoRan Sulphur, L.L.C., 16222 

Gaudette Leather Goods, Inc., 13992 

Georgia Pacific Corp., 19387 

Georgia Pacific Corp. et al., 17314 

GL&V/Dort-Oliver, Inc., 17677 

Glenoit Corp., 7565 

GPM, 37578 

Great American Knitting Mills, 7566 

Guidant Intermedics, 5694 

Hamilton Sundstrand et al., 40137 

Hampton Industries, Inc., 40138 

Hart Metals, Inc., 2435 

Hewlett Packard Co. et al., 7566 

Honeywell, Inc., et al., 40134 

House of Perfection, Inc., 34735 

Interplast Universal Industries, 8744 

Ithaca Industries, Inc., 36471 

Joshua L. Bailey Co., Inc., 35399 

Justin Boot Co., 16222 

Katz Lace Corp., 32129 

Kellogg Co., 17311, 21473 

Key Manufacturing Co., 17315 

Lawson Mardon Thermoplate Corp., 7567 

LeToumeau, Inc., 2436 

Levi Strauss & Co., 7567 

Liz Claibome, 35399 

London International Group, LLC, 13992 

London International Group, LLC, et al., 7567 

Lone Star Steel Co., 2436 

Lucky Star Industries, 24996 

Marathon Ashland Pipe Line LLC, 8743 

Masonite Corp., 19387 

McCain Foods, 20489 

Milco Industries, 34735 

Mitchell Energy & Development Corp. et al., 
10111, 31605 

Mobile Energy Services Corp., 8745 

Moltrup Steel Products Co., Inc., 524 

Motor Coils Manufacturing, 35397 


Motorola, Inc., et al., 5694 

Mulay Plastics, 36471 

Muskin Leisure Products, Inc., 2436 

New Monarch Machine Tool, Inc., 25945 

ON Semiconductor, 13992 

Outboard Marine Corp., 25945 

PacifiCorp, 19386 

Peninsula Light Metals et al., 32129 

Pennzoil-Quaker State et al., 30446 

Philadelphia Gear Corp. et al., 16222 

Philips Lighting Co., 19387 

PMC Specialties Group et al., 32130 

Radionic’s, Inc., et al., 19388 

Ray-Ban Sun Optics, 524 

Renfro Corp. et al., 16223 

Reo Plating, Inc., et al., 25946 

RHI Refractories et al., 35400 

Robotex, Inc., 525 

Rochester Button Co., 25947 

S. Bent & Bros., Inc., 20489 

Scientific Research Co., 40138 

Shelby Yarn Co. et al., 21473 

Shell Chemical Co., 40139 

Sherman Lumber Co., 25948 

Siebe Automotive, 13992 

Simonds Industries et al., 17312 

Simpson Pasadena Paper Co., 37578 

Smurfit-Stone Container Corp., 8743 

Sony Magnetic Products Inc. of America, 5695 

Sony Magnetic Products Inc. of America, et 
al., 2432 

Spring Ford Industries, Inc., 17677 

Swank, Inc., 31605 

Thaw Corp., 21471 

Thomas Energy Services, 16224 

Timbergon, 21472 

Tony Lama Boot Co., 15357 

Transsoutherm Leasing et al., 40139 

Tultex, Corp., 21472 

United Technologies Automotive, Inc., 8745 

Vesuvius Premier Refractories, 25947 

Vinson Timper Products et al., 37579 

Wagener Manufacturing Co., 7568 

Weathervane Window, Inc., et al., 14626 

Weiser Lock, 19389 

Western Moulding Co. et al., 8743, 34732 

Westwood Lighting, 40137 

Whistler Corp. of Massachusetts, 5695 

Whizard Protective Ware Corp., 31606 

William Carter Co., 13993 

Williams Cutting Service, Inc., 13995 

Wolverine Tube, Inc., 7568 

Wolverine Tube, Inc., et al., 30442 

Zin Plas et al., 19389 

Agency information collection activities: 

Proposed collection; comment request, 8448, 
11803, 13016, 13018, 14629, 15357, 
17537, 18125, 18131, 21803, 24510, 
26636, 31606, 31607, 33358, 35126, 36726 

Alien temporary employment labor certification 
process: 

Agriculture and logging; adverse effect wage 
rates, meal charges, and maximum travel 
subsistence reimbursement, 5696 

Environmental statements; availability, etc.: 

Carville, LA; new Job Corps Center at former 
Gillis W. Long Hansen’s Disease Center, 
31349 

Exeter, RI; new Job Corps Center, 13019 

Gillis W. Long Hansen’s Disease Center, LA; 
Job Corps Center, 16224 

Hartford, CT; new Job Corps Center off 
Overlook Terrace, 18132 

Wilmington, DE; new Job Corps Center at 9 
Vandever Avenue, 18132 

Federal-State unemployment compensation 
program: 

Extended benefit periods; changes, 15358 
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Unemployment insurance program letters— 
Acceptable narrative reasons for separations; 
consolidated list amended to include 
separations from Army, 8746 
Grants and cooperative agreements; availability, 
etc.: 
Job Training Partnership Act— 
Comprehensive incumbent/dislocated worker 
retraining demonstration program, 16638 
H-1B technical skill training programs, 16658 
Skills Shortages, Partnership Training/System 
Building Demonstration Program, 10547, 
17315 
National Farmworker Jobs Program, 33828 
Quality Child Care Initiative, 30623 
Wagner-Peyser Act— 
Basic labor exchange activities; State 
planning allotments, 34735 
Workforce Investment Act allotments and 
Wagner-Peyser Act preliminary planning 
estimates for States, 8236 
Work Incentive Program, 33830, 35673 
Labor surplus areas classifications: 
Annual list 
Additions, 14630 
Meetings: 
Migrant and Seasonal Farmworker Employment 
and Training Advisory Committee, 16226 
Native American Employment and Training 
Council, 25365 
Registered Apprenticeship Federal Committee, 
13993, 35400 
NAFTA transitional adjustment assistance: 
3-1, Inc., 31608 
Ametek Aerospace, 21472 
AMP, Inc., 16226 
Avent Inc., 30447 
Barry Callebaut USA, Inc., 5690, 13991 
Cadillac Curtain Corp., 17315 
Case Corp., 16220 
Cerplex, 24996 
Competitive Engineering et al., 37580 
Cooper Energy Services et al., 5690 
Cooper Energy Services, 25947, 36468 
Court Metal Finishing, Inc., 19390, 21472 
Dana Corp. et al., 32126 
Delphax Corp., 19390 
DeZurik Corp., 37577 
Diana Knitting Corp., 19391 
Flynt Fabrics, Inc., et al., 7563 
Fort James Operating Co., 36471 
Furniture Crafters, 40140 
General Electric Co., 525 
GL&V/Dorr-Oliver, Inc., 17678 
Glacier Gold Compost, Inc., 37581 
Homemaker Industries, Inc., 25947 
Honeywell, Inc., et al., 40134 
House of Perfection, Inc., 34738 
Johnson Controls, Inc., 40140 
Justin Boot Co., 13993 
Kellogg Co., 17311, 21473 
Lambda Electronics, Inc., 525 
Levi Strauss & Co., 7568, 15359 
Marathon Ashland Pipe Line LLC, 13994 
McCain Foods, 19391 
McMoRan Exploration Co., 13994 
Mid-American Electro-Cords, 36472 
‘Mineral Ridge Resources, Inc., 25949 
Motor Coils Manufacturing, 35397 
Muskin Leisure Products, Inc., 2437 
Nocona Boot Co., 15360 
PacifiCorp, 19386 
Philips Electronics North America Corp., 5697 
Renewable Energies et al., 19391 
Ritvik Holdings, Inc., 15360 
S. Bent & Bros., Inc., 19393 


Sara Lee Sock Co., 525 
Shelby Yarn Co. et al., 21473 
Sherman Lumber Co., 25948 
Siebe Automotive, 13992 
Simonds Industries et al., 17312 
Smurfit-Stone Container Corp., 13994 
Sony Magnetic Products of America, Inc., et 
al., 2432 
Superior-Essex, 16227, 25948 
Swiss-M-Tex et al., 30447 
Talon, Inc., 25948 
Tandycrafts, Inc., 19393 
Tektronix, Inc., 24996 
Thaw Corp., 21476 
Timbergon, 20489 
Todd Products Corp., 15358 
Tony Lama Boot Co., 15360 
Tultex Corp. et al., 5698 
Tweco Products, 13995 
VDO North America, LCC, 20489 
Victor Equipment Co., 8745 
Victor Equipment Co. et al., 10111 
Weathervane Window, Inc., et al., 14626 
Weiser Lock, 19393 
Wester Moulding Co. et al., 34732 
Westwood Lighting, 40137 
Whistler Corp. of Massachusetts, 5699 
William Carter Co., 13995 
Williams Cutting Service, Inc., 13995 
Wolverine Tube, Inc., 7569 
Wolverine Tube, Inc., et al., 30442 
Reports and guidance documents; availability, etc.: 
Workforce Investment Act; unified planning 
guidance, 2464 
Unemployment compensation for ex- 
servicemembers: 
Remuneration schedules, 4842 
Workforce Investment Act; implementation: 
Lower living standard income level 
determination, 30630, 34820 
One-Stop service delivery system; resource 
sharing and cost allocation methodologies, 
39760 


Employment Standards 
Administration 


NOTICES 
Agency information collection activities: 

Proposed collection; comment request, 3254, 
7397, 13794, 20203, 31608, 38302 
Minimum wages for Federal and federally-assisted 
construction; general wage determination 

decisions, 137, 1180, 2437, 3483, 4566, 5699, 

7060, 8448, 10113, 11605, 13024, 14630, 
15926, 17315, 18352, 20204, 21476, 24996, 
26237, 30637, 31929, 34233, 35401, 36727, 
37800, 39203, 40701 


Energy Department 


See Bonneville Power Administration 
See Energy Efficiency and Renewable Energy 
Office 
See Energy Information Administration 
See Federal Energy Regulatory Commission 
See Hearings and Appeals Office, Energy 
Department 
See Southeastern Power Administration 
See Southwestern Power Administration 
See Western Area Power Administration 
RULES 
Acquisition regulations: 
Management and operating contracts; financial 
management clauses, 21371 
Mentor-Protege Program, 21367 
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Assistance regulations: 

Uniform administrative requirements for grants 
and agreements with institutions of higher 
education, hospitals, and other non-profit 
organizaticns, 14406 

Assistance to foreign atomic energy activities: 

Miscellaneous amendments, 16124 

Correction, 26278 

Contractor employee protection program; criteria 
and procedures, 6314 

Correction, 9201 

Defense nuclear facilities; disposal of real property 
for economic development, 10685 

Nuclear activities; procedural rules; general 
statement of enforcement policy, 15218 


PROPOSED RULES 
Acquisition regulations: 
Cost principles and various clauses; changes, 
37335 
Management and operating contracts, 13418 
Nuclear waste repositories: 
Yucca Mountain Site, NV; suitability guidelines 
Correction, 11755 
Hearings, 2361 
Semi-annual agenda, 22716 
NOTICES 
2002 Solar Decathlon; sponsorship and support 
request, 38521 
Agency information collection activities: 
Submission for OMB review; comment request, 
11044, 35623 
Atomic energy agreements; subsequent 
arrangements, 15141 
Committees; establishment, renewal, termination, 
etc.: 
Environmental Management Advisory Board, 
4813 
Environmental Management Site-Specific 
Advisory Board, 33312 
Secretary of Energy Advisory Board, 16380 
Defense Nuclear Facilities Safety Board 
recommendations: 
Configuration management, vital safety systems, 
32082 
Fissionable and other nuclear material that for 
safety reasons should not be permitted to 
remain unremediated; stabilization and safe 
storage, 38268 
Nuclear material stabilization and storage, 
16194 
Electricity export and import authorizations, 
permits, etc.: 
British Columbia Power Exchange Corp., 3432 
California Power Exchange Corp., 24460 
Citizens Power Sales LLC, 16579 
CMS Marketing, Services & Trading Co., 35057 
Constellation Power Source, Inc., 2935 
Dominion Resources, 36676 
Enron Power Marketing, Inc., et al., 1607 
H.Q. Energy Services (U.S.) Inc., 36892 
Idaho Power Co., 31153 
Merchant Energy Group of the Americas, Inc., 
39137 
NRG Power Marketing, Inc., 10780 
Sempra Energy Trading Corp., 15621 
Tractebel Energy Marketing, Inc., 6363 
Williams Energy Marketing & Trading Co., 
4954 
Environmental statements; availability, etc.: 
Idaho high-level waste and facilities disposition, 
3432, 9257 
Jacksonville, FL; JEA circulating fluidized bed 
combustor project, 40616 
Los Alamos National Laboratory, NM; 
conveyance and transfer of land tracts 
administered by DOE, 4813, 14952 
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Surplus plutonium disposition; mixed oxide 
fuel, 1608 
Waste management program— 

Nevada Test Site, NV; low-level waste and 
mixed low-level waste treatment and 
disposal, 10061 

Yucca Mountain, NV; spent nuclear fuel and 
high-level radioactive waste disposal; 
geologic repository, 442, 6192 

Environmental statements; notice of intent: 

Los Alamos National Laboratory Technical 
Area 18 Missions, NM; relocation, 25472 

Scoping meeting postponed due to fire, 31536 

Scoping meeting rescheduled, 34155 

Federalism; intergovernmental consultation; policy 
statement, 13735 

Floodplain and wetlands protection; environmental 
review determinations; availability, etc.: 

Kentucky Pioneer Gasification Combined Cycle 
Demonstration Project, KY; electric-power 
generating plant design, construction, and 
operation, 20142 

Miamisburg Environmental Management 
Project, OH; new soil staging area, 39888 

Roane County, TN; Clinch River floodplain 
strip adjoining Boeing property, 25711 

Weldon Spring Site, MO— 

Groundwater interceptor trench construction, 
2142 

Grant and cooperative agreement awards: 
Jim Walter Resources, Inc., et al., 12977 
Grants and cooperative agreements; availability, 
ete.: 

2001 Future Energy Challenge; low-cost 
prototype inverters, 3951 

Advanced materials in advanced industrial gas 
turbines, 3436 

Advanced microturbine systems; cooperative 
research and development, 6193 

Advanced Natural Gas Reciprocating Engines 
Program, 36677 

Alternative fuel vehicle user infrastructure 
projects, 39378 

Aluminum Visions of the Future, 30094 

Atmospheric Chemistry Program Science Team, 

13736 
Biobased Products and Bioenergy Technologies, 
L140 

Biobased products industry; multidisciplinary 
education and training programs, 30395 

Biomass cofiring opportunities, 8350 

Chemical and Biological Nonproliferation 
Program, 33312 

Energy Efficient Building Equipment and 
Envelope Technologies, Round, II, 4242 

Enhanced Geothermal Systems Project, 20145 

Environmental Management Program, 1147 

Experimental Program to Stimulate Competitive 
Research, 20437 

Forest products industry; black liquor/biomass 
gasification development and 
demonstration, 762 

Glass industry; economic competitiveness 
enhancement, energy consumption 
reduction, and environmental impacts 
reduction, 4814, 25475 

High-energy density and laser-matter interaction 
studies, 17861 

High Pressure Combustion Kinetics; 
universities, private energy equipment 
researchers, developers, or manufacturers, 
5858 

Historically black colleges and universities and 
other minority institutions; support of 
advanced fossil resource utilization 
research, 1854 
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Human Genome Program; ethical, legal, and 
social implications, 2384 
Hybrid power systems, 15899 
Integrated Assessment of Global Climate 
Change Research Program, 10481 
Magnetic fusion energy sciences; theoretical 
research, 34459 
Medical Applications Program, 14549 
Oil industry; preferred upstream management 
practices; identification and demonstration, 
19364 
Petroleum Industries Vision of the Future, 
15141 
Radiation health effects studies in Russian 
Federation, 8688 
Renewable bioproducts industry; research, 
development, and demonstration of 
technologies, etc., 24686 
Sciences and engineering training for Native 
Americans, African Americans, Hispanic 
Americans, Asian-Pacific Americans, 
women, and disabled students, 17650 
Solar/converter technology advancement; 
university research, 12223 
Steel Visions of the Future, 38268 
Terrestrial Carbon Processes; research, 14551 
Tribal Colleges and Universities; Potential 
Applications of Renewable Energy 
Technologies; Feasibility Studies, 15321 
U.S. chemical industry; Vision 2020 cost-shared 
research and technology development 
projects, 21405 
University photovoltaic research, education, and 
collaboration, 2143 
Uranium and thorium; active processing sites; 
reimbursement for costs of remedial action, 
2143 
Weatherization Training and Program 
Enhancement, 36125 
Inventions, Government-owned; availability for 
licensing, 5859 
Los Alamos National Laboratory, NM; Cerro 
Grande fire; emergency activities in response 
to major disaster conditions, 38522 
Meetings: 
Asia-Pacific Economic Cooperation Energy 
Ministers Conference, 17861 
Basic Energy Sciences Advisory Committee, 
6195 
Biological and Environmental Research 
Advisory Committee, 18320 
Environmental Management Advisory Board, 
14258 
Environmental Management Site-Specific 
Advisory Board— 
Fernald Site, OH, 12979, 39888 
Hanford Site, WA, 764, 14961, 31305 
Idaho National Engineering and 
Environmental Laboratory, ID, 1149, 
12978, 39379 
. Kirtland Area Office (Sandia), NM, 4816, 
11564, 17491, 26825, 36126, 39378 
Los Alamos National Laboratory, NM, 1148, 
5859, 12979, 18320, 26824, 31891, 
36125 
Nevada Test Site, NV, 4815, 15621, 32082 
Oak Ridge Reservation, TN, 2144, 7859, 
15622, 20957, 31304, 39379 
Paducah Gaseous Diffusion Plant, KY, 1148, 
4816, 10781, 16580, 26826, 34155, 
39889 
Pantex Plant, TX, 6364, 12980, 18320, 
26826, 36126, 40617 
Rocky Flats, CO, 4815, 7533, 15622, 20956, 
32082, 38527 
Savannah River Site, SC, 763, 12980, 26825, 
39889 
Semi-Annual Chairs, 5860 


Fusion Energy Sciences Advisory Committee, 
764, 39380 
High Energy Physics Advisory Panel, 7533, 
37364 
Hydrogen Technical Advisory Panel, 4817 
International Energy Agency Industry Advisory 
Board, 14258 
National Coal Council, 20145 
National Petroleum Council, 34156 
Nonproliferation and National Security Advisory 
Committee, 31153 
Nuclear Energy Research Advisory Committee, 
12981, 20439 
Secretary of Energy Advisory Board, 765, 2935, 
3673, 5624, 10484, 11771, 20145, 20146, 
30577, 37125, 38269, 38528 
Natural gas exportation and importation: 
BC Gas Utility Ltd., 25475 
Burbank, CA, Public Service Department, et al., 
26827 
Ductos de Nogales, USA, LLC, et al., 30976 
Enron Canada Corp. et al., 2599 
Petrocom Energy Group, Ltd., et al., 14553 
Phillips Alaska Natural Gas Corp. et al., 1856, 
25475 
RDO Foods Co., 14259 
Sonat Energy Services Co., 1857 
Texaco Natural Gas Inc. et al., 38269 
Wessely Marketing Corp. et al., 7534 
Powerplant and industrial fuel use; new electric 
powerplant coal capability: 
Self-certification filings— 
Cleco Evangeline LLC et al., 1620 
Gateway Power Project, L.P., et al., 26195 
Newington Energy, LLC, et al., 39137 
Reliant Energy Channelview LP, 8688 
Reliant Energy Desert, LLC, et al., 15623 
Southaven Power, LLC, 4954 
Presidential permit applications: 
Brownsville Public Utilities Board, 40618 
Central Power & Light et al., 7859 
Reports and guidance documents; availability, etc.: 
Pantex Plant— 
Safe storage of pits; implementation plan, 
7004 
Power Outage Study Team findings from 
summer 1999; workshops, 298 
Trespassing on Department property: 
Idaho Operations Office properties and 
facilities; designation as off-limits areas, 
30094 


Energy Efficiency and Renewable 
Energy Office 


RULES 
Energy conservation: 
Commercial and industrial equipment, energy 
efficiency program-— 
Electric motors; test procedures, labeling, and 
certification requirements; correction, 
2227 
Electric and hybrid vehicle research, 
development, and demonstration program; 
petroleum-equivalent fuel economy 
calculation, 36986 
Energy savings performance contracting; 
technical amendments, 39784 
State Energy Program; Special Projects funding, 
25265 
PROPOSED RULES 
Commercial and industrial equipment; energy 
conservation program: 

Commercial heating, air conditioning, and water 
heating equipment; workshop, 30929 
Consumer products; energy conservation program: 
Central air conditioners and central air 

conditioning heat pumps— 
Energy conservation standards, 8074 
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Dishwashers; test procedures, 2077 
Fluorescent lamp ballasts; energy conservation 
standards, 14128 
Water heaters; energy conservation standards, 
25041 
Energy conservation: 
Alternative fuel transportation program— 

Alternative fueled vehicle acquisition 
requirements for private and local 
government fleets, 1831 

Commercial and industrial equipment, energy 
efficiency program— 

Commercial heating, air conditioning, and 
water heating equipment, efficiency 
standards, 10984 

CSA International; nationally recognized 
certification program for electric motor 
efficiency; petition, 24429 

Weatherization assistance program for low- 
income persons, 4332 
NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 31891, 
36679 
Building Energy Codes Program; standard analysis 
workshop, 6195 
Consumer products; energy conservation program: 
Representative average unit costs of energy 
sources— 

Electricity, natural gas, heating oil, propane, 

and kerosene, 5860 
Grants and cooperative agreements; availability, 
ete.: 
Energy efficiency science initiative, 7860 
Hydrogen Program; technical analysis efforts, 
9258 
State science initiative for applied research, 
development, and demonstration projects, 
6197 
Meetings: 
Appliance Energy Efficiency Standards 
Advisory Committee, 10066 
State Energy Advisory Board, 16381 


Energy Information Administration 


NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 3438, 
8126, 12534, 21172, 21731, 31305, 34687, 
40618, 40620 
Submission for OMB review; comment request, 
15142, 20957, 25318, 26195, 37533 
Meetings: 
American Statistical Association Committee on 
Energy Statistics, 16381 


Engineers Corps 


RULES 
Administrative appeal process, 16486 
Navigation regulations: 
Columbia and Snake Rivers, OR and WA; 
restricted area boundary adjustments, 4124 
Water resources development projects; public use, 
6896 
Correction, 26136 


PROPOSED RULES 
Danger zones and restricted areas: 
New River, NC; U.S. Marine Corps waterbome 
refueling training operation in Morgan Bay 
sector, 33426 
Permits for discharges of dredged or fill material 
into U.S. waters: 
Fill material and discharge of fill material; 
definitions, 21292, 37738 


NOTICES 
Environmental statements; availability, etc.: 
Anacostia River and tributaries, DC and MD, 
Northwest Branch Watershed, MD; 
withdrawn, 20807 
Biloxi, MS; Destination Broadwater Resort 
project, 34677 
Coconino County, AZ; Rio de Flag flood 
control study, 4232 
Guadalupe River Project, CA; modifications, 
38519 
Los Angeles County, CA; main channel 
deepening project, 24943 
Madison, IL; Madison Site Feasibility Study; 
radiological contamination cleanup, 4604 
Orange County, CA; Upper Newport Bay 
Ecosystem Restoration Project, 40083 
Raritan Bay and Sandy Hook Bay, NJ; 
hurricane and storm damage reduction 
study, 12974 
San Jose, CA; Coyote Creek at Rock Springs 
flood damage reduction study, 34678 
Upper North Branch Potomac Watershed, MD; 
withdrawn, 20807 
Environmental statements; notice of intent: 
Barataria Basin, LA; wetland restoration and/ 
or creation; feasibility study, 26192 
Black Warrior and Tombigbee Rivers, AL; 
operation and maintenance dredging 
activities, 16190 
DeLong Mountain Terminal, AK; navigation 
improvements, 12976 
Eastern Arkansas Region Comprehensive Study, 
AK, 5622 
Everglades National Park, FL; modified waier 
deliveries project, 26193 
John Redmond Lake, KS; water storage 
reallocation study, 18316 
Kankakee River Basin, IL and IN; flood control 
and ecosystem restoration measures, 26194 
Lafourche, Jefferson and Plaquemines Parishes, 
LA; barrier shoreline restoration, 24944 
Logan County, WV; Hobert Mining, Inc.’s 
mining activities, 5623 
Los Angeles County, CA; Santa Clara River, 
Newhall Ranch specific plan, etc., 4232 
Marshall and Livingston Counties, KY; 
Kentucky Lock Addition Project, 30573 
Monterey County, CA; Salinas Valley Water 
Project, 11561 
New Jersey Turnpike Authority; permit 
application to discharge fill material into 
U.S. waters, 24945 
Norco Bluffs, Santa Ana River, CA; toe bluff 
stabilization, 7367 
Ohio River Ecosystem Restoration Program 
(main stem system study), 36674 
Pocahontas County, WV; Marlinton local flood 
protection project, 16191 
Rio Puerto Nuevo, PR; Kennedy-Bechara 
segment of flood control project, 13956 
Rueter-Hess Reservoir, Parker, CO, 1359 
San Jose and Santa Clara, CA; Guadalupe River 
Flood Protection Project, 21401 
St. Louis County, MO; Missouri River flood 
plain developments, 4234 
Tillamook County, OR; Tillamook Bay and 
estuary flood damage reduction and 
ecosystem restoration, 34452 
White River Basin, AR and MO; White River 
Minimum Flow Project, 34453, 36509 
Yolo County, CA; flood reduction investigation, 
26194 
Harbor Maintenance Trust Fund status; annual 
report to Congress, 7367 
Meetings: 
Coastal Engineering Research Board, 31889 
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Future water resources challenges; regional 
listening sessions, 34453, 36675 

Inland Waterways Users Board, 13957, 40084 

J. Bennett Johnston Waterway Project, LA; 
public forum, 17643 

Nationwide permits (NWPs); issuance, reissuance, 
and modifications, 12818, 14255 

Patent licenses; non-exclusive, exclusive, or 
partially exclusive: 

Concrete armor unit for protecting coastal and 
hydraulic structures and shorelines; various 
countries, 4235 

Telescoping weir, 10478 

Reports and guidance documents; availability, etc.: 

Regulatory guidance letters, 12518 

Wetland banking agreements: 
Pennsylvania, 20240 


Environmental Protection Agency 


RULES 
Acquisition regulations: 
Contract disputes; award fee, 31498 
Miscellaneous amendments, 37289 
Air pollutants, hazardous; national emission 
standards: 

Amino/phenolic resins production, 3276 

Correction, 8768 

Major sources; requirements for control 
technology determinations, 21363, 34010, 
34012 

Polyether polyols production, etc., 26491 

Polymers and resins (Groups I and IV), 38030 

Secondary aluminum production, 15690 

Air pollution; standards of performance for new 
stationary sources: 

Industrial-commercial-institutional steam 
generating units; correction, 13242 

Municipal solid waste landfills; correction, 
18906 

Petroleum and organic liquid storage vessels; 
slotted guidepoles; regulatory 
interpretation, 2336 

South Dakota, 32033 

Air pollution control: 

Indian tribes; air quality planning and 
management, clarification, 1322 

Interstate ozone transport reduction— 

Nitrogen oxides budget trading program; 
Section 126 petitions; findings of 
significant contribution and rulemaking, 
2039, 2674 

Operating permits programs; interim approval 
expiration dates; extension, 7290, 32035 

Withdrawn, 16523 

State operating permits programs— 

Georgia, 36358 

Montana, 37049 

North Carolina, 38744 

Tennessee, 36362 

Air pollution control; new motor vehicles and 
engines: 

Heavy-duty engines and light-duty vehicles and 
trucks; test procedures; and gaseous fueled 
vehicles and engines; emission standard 
provisions, 8275 

Light-duty vehicles and trucks and heavy-duty 
engines— 

Original equipment manufacturers and 
aftermarket conversion manufacturers; 
optional certification streamlining 
procedures, 11898 

New nonroad spark-ignition handheld engines 
at or below 19 kilowatts; Phase 2 emission 
standards, etc., 24268 

Tier 2 motor vehicie emission standards and 
gasoline sulfur control requirements, 6698 

Correction, 10598 
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Air programs: 
Accidental release prevention— 
Flammable substances used as fuel or held 
for sale as fuel at retail facilities, 13243 
Outer Continental Shelf regulations— 
California; consistency update, 15867 
Pesticide products; State registration— 
Large municipal waste combustors 
constructed on or before September 20, 
1994; Federal plan requirements, 33461 
Stratospheric ozone protection— 
Essential-use allowances; allocation, 716, 
10025, 40524 
Ozone-depleting substances; substitutes list, 
19327, 24387, 37900 
Transportation conformity rule; grace period 
deletion, 18911 
Volatile organic compound (VOC) emission 
standards— 
Architectural coatings, 7736 
Air programs; approval and promulgation; State 
plans for designated facilities and pollutants: 
Alabama, 18909, 36067 
Arizona, 38740 
Connecticut, 21354 
Delaware, 20086 
Georgia, 10022 
Idaho, 16320, 21358 
Indiana, 16323 
Mississippi, 18252 
New Hampshire, 6008 
Oklahoma, 25447 
Oregon, 21361 
Pennsylvania, 18249, 34104 
Tennessee, 8854, 8857 
Various States, 38732 
West Virginia, 37046 
Air programs; State authority delegations: 
Arizona, 11231 
Various States, 20754 
Washington, 10391 
Wyoming, 1323 
Air quality implementation plans: 
Ozone transport reduction— 
Nitrogen oxides emissions; State budgets; 
findings of significant contribution and 


rulemaking; technical amendment, | 1222 


Preparation, adoption, and submittal— 
Requirements; technical amendment, 8656 
Air quality implementation plans; approval and 
promulgation; various States: 
Alabama, 30358 
Alaska, 17444 
Arizona, 19992, 36353, 36788 


California, 2046, 2052, 4357, 4887, 5259, 5262, 


5433, 8057, 10713, 10944, 12118, 12472, 
13694, 14212, 15240, 15864, 17768, 
17771, 18008, 18009, 18901, 18903, 
20912, 20913, 21347, 30355, 31093, 
31267, 33259, 34101, 36349 

Colorado, 34399 

Connecticut, 12474, 12476, 37833 

Delaware, 2048, 12481 

Florida, 2880 

Georgia, 4133, 13239, 18245, 39821 

Illinois, 14, 8064, 19838 

Indiana, 2883, 4126, 8851, 19319, 21351, 
29959, 36343, 36346 

Iowa, 9221, 32030 

Plan identification; effective date note; CFR 
correction, 6327 

Kansas, 1545, 39551 

Kentucky, 7437, 12948, 37879 

Maine, 20749 

Maryland, 2334, 5245, 5252, 16320 

Massachusetts, 19323 
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Minnesota, 32028 

Missouri, 1787, 8060, 17164, 21649, 31480, 
31482, 31485, 31489, 37833 

Montana, 16, 21350 

Nebraska, 3130 

New Hampshire, 12476, 37833 

New Mexico, 7290, 14873, 33455 

New York, 20905, 20909, 24875, 37833 

North Carolina, 8053 

Ohio, 34395, 35577, 37879 

Oregon, 15244, 29956, 33772 

Pennsylvania, 20746, 35840, 38168 

Rhode Island, 12474, 12476, 37833 

South Dakota, 5264, 32033 

Tennessee, 1068, 2877 

Texas, 11468, 18003 

Utah, 37286 

Virginia, 8051, 21315 

Washington, 19836 

West Virginia, 2042 

Wisconsin, 36351 

Air quality planning purposes; designation of 
areas: 

Arizona, 36353 

Colorado, 34399 

Indiana, 2883, 29959 

Kentucky, 37879 

Ohio, 35577, 37879 

Grants and other Federal assistance: 

Uniform administrative requirements for grants 
and agreements with institutions of higher 
education, hospitals, and other non-profit 
organizations, 14406 

Hazardous waste: 

identification and listing— 

Exclusions, 2337, 8874, 21651, 31096 

Filter cake sludge, 18918 

Fossil fuels combustion wastes; regulatory 
determination, 32214 

Organobromine production wastes, 14472, 
36365 

Waste water treatment sludges from metal 
finishing industry; 180-day accumulation 
time, 12378 

Hazardous waste program authorizations: 

Louisiana, 10411 

Minnesota, 33774 

Missouri, 10405 

Montana, 26750 

North Dakota, 2897 

Oklahoma, 16528, 29981 

South Dakota, 26755 

West Virginia, 29973 

Pesticide programs: 

Foreign pesticide producing establishments; 
submission of reports; address change, 
4576 

Pesticides; tolerances in food, animal feeds, and 
raw agricultural commodities: 

Acrylic graft copolymer, 8867 

Azinphos-methyl, 38748 

Azoxystrobin, 25860 

Bentazon, 12122 

Bifenthrin, 3860 

Clodinafop-propargyl, 38765 

Cloquintocet-mexyl, 38757 

Cucurbitacins, 15248 

Cyprodinil, 36790 

Cyromazine, 25857 

Dicamba, 30543 

Dichlormid, 16143 

Diclosulam, 1212S 

Dimethyl silicone polymer with silica, etc., 

10946 
Emamectin benzoate, 1796, 10025 
Ethoxylated propoxylated (C12-C15) alcohols, 
10401 


Correction, 19662 


Fenhexamid, 19842 

Fenpropathrin, 11234, 24392 

Fludioxonil, 25652 

Furilazole, 8859 

Glufosinate ammonium, 17170 

Harpin protein, 25660 

Imidacloprid, 7737, 11243, 36367 

Lambda-cyhalothrin; brassica, head and stem 
subgroup; CFR correction, 7744 

Malathion, etc.; consolidation, 33692 

Mancozeb, 33489 

Mepiquat chloride, 1790 

Methyl bromide, etc.; consolidation, 33703 

Myclobutanil, 29963 

N,N-diethyl-2-(4-methylbenzyloxy)ethylamine 
hydrochloride, 1809 

Polyoxyethylated sorbitol fatty acid esters, 
10396 

Polyvinyl acetate, carboxy! modified sodium 
salt, 11736 

Prallethrin, 39304 

Prohexadione calcium, 25655 

Pyridate, 25647 

Spinosad, 1802, 17773 

Tebufenozide, 33472 

Thiabendazole, 24398 

Trichoderma harzianum Rifai strain T-, 9, 
38753 

Vinclozolin, 33260 

Zinc phosphide, 8872 


Reporting and recordkeeping requirements, 15090, 


39301 


Solid wastes: 


Municipal solid waste landfill permit programs; 
adequacy determinations— 
Kansas, 1814 
Missouri, 1814 
Nebraska, 1814 
Rhode Island, 7294 
West Virginia, 16523, 36792 
Products containing recovered materials; 
comprehensive procurement guideline, 
3070 


Superfund program: 


National oil and hazardous substances 
contingency plan— 

National priorities list update, 19, 1070, 2903, 
2905, 5435, 13697, 14475, 18925, 
30482, 31821, 37483, 38774 

Toxic chemical release reporting; community 
right-to-know— 

Phosphoric acid, 39552 


Toxic substances: 


Polychlorinated biphenyls (PCBs)— 
Authorizations; CFR correction, 5442 
Preliminary assessment information and health 
and safety data reporting— 
Nonylphenol ethoxylates added, etc., 1548 
Significant new uses— 
Ethane, 2-chloro-1,1,1,2-tetrafluoro, etc., 
30913 
Halogenated benzyl ester acrylate, etc., 354 
Water pollution; effluent guidelines for point 
source categories: 
Builders’ papér and board mills, 15091 
Landfills, 3008 
Correction, 14344 
Waste combustors, 4360 
Correction, 33423 
Water pollution control: 
Great Lakes System; water quality guidance— 
Selenium criterion maximum concentration; 
partial revocation, 35283 
National Pollutant Discharge Elimination 
System— 
Program regulations streamlining; Round 
Two, 30886 
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Ocean dumping— 

Disposal sites management criteria, CFR 
correction, 30545 

Gulf of Mexico, mouth of Atchafalaya Bay, 
LA; final site designation, 31492 

Underground injection control program— 

Class V wells; requirements for motor vehicle 
waste and industrial waste disposal wells 
and cesspools in ground water-based 
areas; correction, 5024 

Water quality standards— 

Human health and aquatic life water quality 
criteria applicable to Rhode Island, 
Vermont, District of Columbia, Kansas, 
and Idaho; withdrawn, 19659 

Water programs: 
Clean Water Act— 
State and Tribal water quality standards; 
review and approval, 24641 
Oil pollution prevention and response; non- 
transportation-related facilities, 40776 
Water quality planning and management; listing 
requirements, 17166 
Water quality standards— 

California; priority toxic pollutants; numeric 

criteria establishment, 31682 
Water supply: 
National primary drinking water regulations 

Chloroform; maxiinum contaminant level goal 
removed, 34404 

National primary drinking water regulations— 

Interim enhanced surface water treatment 
Tule, Stage | disinfectants and 
disinfection byproducts rule, and State 
primacy requirements; revisions, 20304, 
37052 

Lead and copper, 1950 

Public notification requirements, 25982, 
38629, 40520 

Public water systems; unregulated 
contaminant monitoring regulation, 
11372 

Reporting and recordkeeping requirements, 
40522 

Underground injection control program— 

Alabama; Class II program revision, 2889 

PROPOSED RULES 
Acquisition regulations: 
Business ownership representation, 39115 
Inspector General Office Hotline posters within 
contractor work areas; display 
requirements, 25899 
Air pollutants, hazardous; national emission 
standards: 
Aerospace manufacturing and rework facilities, 
3642 
Boilers and industrial furnaces; data availability, 
39581 
Pharmaceuticals production, 19152 
Polyether polyols production, etc., 26544 
Primary copper smelters, 39326 
Pulp and paper production, 3907 
Radionuclides other than radon from DOE 
facilities and from Federal facilities other 
than NRC licensees and not covered by 
Subpart H, 29934 
Hearing, 39112 
Synthetic organic chemical manufacturing 
industry and other processes subject to 
equipment leaks negotiated regulation, 
3169 
Vegetable oil production; solvent extraction, 
34252 
Wet-formed fiberglass mat production, 34278 
Air pollution control: 
Operating permits programs; interim approval 
expiration dates; extension, 7333 


State operating permits programs— 
Georgia, 36398 
Montana, 37091 
North Carolina, 38802 
Tennessee, 36398 
Air pollution control; new motor vehicles and 
engines: 

Heavy-duty engine and vehicle standards and 
highway diesel fuel sulfur control 
requirements, 35430 

Air programs: 

Accidental release prevention requirements; risk 
management programs; distribution of off- 
site consequence analysis information, 
24834 

Ambient air quality standards, national— 

Northern Ada County/Boise, ID; PM-10 
standards nonapplicability finding 
rescinded, 39321 

Outer Continental Shelf regulations— 

California; consistency update, 34129 

Pesticide products; State registration— 

Large municipal waste combustors 
constructed on or before September 20, 
1994; Federal plan requirements, 33504 

Tier 2/gasoline sulfur refinery projects; BACT 
and LAER; guidance, 16364 

Air programs; approval and promulgation; State 
plans for designated facilities and pollutants: 

Alabama, 18956 

Arizona, 38801 

Connecticut, 21383 

Delaware, 20109 

Georgia, 10043 

Idaho, 16365, 21383 

Indiana, 16365 

Mississippi, 18266 

New Hampshire, 6102 

Oklahoma, 25460 

Oregon, 21384 

Pennsylvania, 18266 

Tennessee, 8924 

Various States, 38800 

West Virginia, 37091 

Air programs; State authority delegations: 

Arizona, 11278 

Air quality implementation plans: 

Interstate ozone transport reduction— 
Nitrogen oxides emissions; stay of 8-hour 
portion of findings of significant 

contribution and rulemaking, 11024 

Preparation, adoption, and submittal— 

Air quality models; guidelines, 21506, 31858 

Consolidated emissions reporting, 33268 

Air quality implementation plans; approval and 
promulgation; various States: 

Alabama, 30387 

Arizona, 19964, 36807, 37926 

Arkansas, 26792 

Califomia, 732, 2557, 2921, 4208, 5297, 5465, 
6091, 8082, 8676, 11027, 11275, 12494, 
12495, 13709, 15286, 15287, 15883, 
16864, 17229, 17231, 17841, 18947, 
20421, 20423, 20426, 21382, 31120, 
31297, 33280, 36397, 37926 

Colorado, 34427 

Connecticut, 12494, 40560 

Delaware, 12499 

Florida, 2921, 14506, 19865, 38232 

Georgia, 4210, 13260, 18266, 18947 

Idaho, 4466, 8679 

Illinois, 104, 8103, 11525, 19864, 20404 

Indiana, 2924, 4207, 8923, 19353, 21382, 
30045, 36396, 36397 

Kansas, 1583 

Kentucky, 3630, 7470, 12958, 14510 
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Maine, 20789 
Maryland, 2367, 5296, 37739 
Massachusetts, 19353 
Minnesota, 32057 
Missouri, 1841, 8083, 8092, 8094, 8097, 20404, 
21688 
Montana, 104 
Nebraska, 3168 
Nevada, 37324 
New Mexico, 10437, 14931 
New York, 421 
North Carolina, 8082 
Ohio, 3630, 14510, 34427 
Oregon, 15287, 30045 
Pennsylvania, 20788, 31507, 35875, 38169 
Rhode Island, 12494 
Source-specific plans— 
Navajo Nation, AZ and NM, 4244 
South Dakota, 5298 
Tennessee, 1080, 2920 
Texas, 2560, 18014 
Utah, 37323 
Virginia, 8081, 21381 
Wisconsin, 36398 
Air quality planning purposes; designation of 
areas: 
Arizona, 31859 
California, 37926 
Colorado, 34427 
Indiana, 2924, 30045 
Kentucky, 3630, 14510 
Ohio, 3630, 14510 
Freedom of Information Act; implementation, 
19703 
Hazardous waste: 
Identification and listing— 
Exclusions, 3188 
Mixture and derived-from rules; treatment, 
Storage, or disposal, 20934 
Land disposal restrictions— 
Miscellaneous changes, 37932 
Polychlorinated biphenyls; underlying 
hazardous constituent in soil; Phase IV 
standards deferral, 7809 
Project XL program; site-specific projects— 
IBM semiconductor manufacturing facility, 
Essex Junction, VT, 37739 
International Paper Androscoggin Mill pulp 
and paper manufacturing facility, ME, 
31120 
Steele County, MN, 26550 
Hazardous waste program authorizations: 
Hawaii, 38802 
Louisiana, 10440 
Minnesota, 33797 
Missouri, 10440 
Montana, 26802 
North Dakota, 2925 
Oklahoma, 16557, 30046 
West Virginia, 30046 
Permits for discharges of dredged or fill material 
into U.S. waters: 
Fill material and discharge of fill material; 
definitions, 21292, 37738 
Pesticide programs: 
Pesticide container and containment standards, 
9234 
Pesticides and ground water strategy; State 
management plan regulation; metolachlor 
and S-metalachlor equivalency, 8925, 
15884 
Registration review; procedural regulations, 
24586 
Pesticides; tolerances in food, animal feeds, and 
Taw agricultural commodities: 
Azoxystrobin, 425 
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Fenthion, etc., 17236 
Methyl parathion, 35307 
Radiation protection programs: 

Idaho National Engineering and Environmental 
Laboratory— 

Transuranic radioactive waste proposed for 
disposal at Waste Isolation Pilot Plant; 
waste characterization program 
documents availability, 20109 

Semi-annual agenda, 23430 
Sewage sludge; use or disposal standards: 

Dioxin and dioxin-like compounds; numeric 

concentration limits, 1676, 11278 
Solid wastes: 

Altemative liner performance, leachate 
recirculation, and bioreactor landfills; 
information and data request, 18014 

Municipal solid waste landfill permit programs; 
adequacy determinations— 

Kansas, 1842 

Missouri, 1842 

Nebraska, 1842 

Virgin Islands, 26546 

West Virginia, 36807 

Superfund program: 

National oil and hazardous substances 
contingency plan— 

National priorities list update, 1081, 2925, 
2926, 5468, 5844, 18956, 25292, 26803, 
30489, 31864, 32058, 38476, 38806 

Toxic substances: 

Asbestos worker protection, 24806 

Methyl Tertiary Buty] Ether (MTBE); 
elimination or limitation as a fuel additive 
in gasoline, 16094 

Polychlorinated biphenyls (PCBs)— 
Non-liquid PCBs; use authorization and 

distribution in commerce, 18018 
Water pollution; effluent guidelines for point 
source categories: 

Coal mining, 19440 
Meetings, 34996 

Metal products and machinery; meetings, 6950, 

11755 
Oil and gas extraction; synthetic-based and 
other non-aqueous drilling fluids, 21548 
Meeting, 20789 
Water pollution control: 
Ocean dumping; site designations— 
Coos Bay, OR, 17240 
Water programs: 
Water quality planning and management; listing 
requirements, 4919 
Water supply: 
National primary drinking water regulations— 
Arsenic; maximum contaminant level, 38888 
Ground Water Rule, 25894 
Ground water systems; waterborne pathogens 
from fecal contamination; public health 
risk reduction, 30194, 37331 

Interim enhanced surface water treatment 
tule, Stage | disinfectants and 
disinfection byproducts rule, and State 
primacy requirements; revisions, 20314, 
37092 

Long Term | Enhanced Surface Water 
Treatment and Filter Backwash Rule, 
17842, 19046 

Public water systems; unregulated 
contaminant monitoring regulation, 
11386 

Radionuclides; maximum contaminant level 
goal, levels, and monitoring 
requirements, 21576 

Radon-222; maximum containment level goal; 


NOTICES 
Agency information collection activities: 

Proposed collection; comment request, 1366, 
1861, 2162, 2608, 3443, 3680, 4245, 5633, 
7390, 7544, 8699, 8964, 10782, 11304, 
11305, 11306, 12224, 12225, 12227, 
13748, 13962, 15149, 15633, 16589, 
17258, 17498, 19750, 20451, 20813, 
20819, 21177, 21415, 21763, 24692, 
25322, 25323, 25324, 25325, 26196, 
26829, 36109, 30585, 31550, 31894, 
31896, 34690, 37128, 37131, 37778, 39142 

Reporting and recordkeeping requirements, 
8139, 15150, 19751, 34171 

Submission for OMB review; comment request, 
2388, 2609, 3957, 3958, 4421, 4422, 4423, 
7004, 7390, 7545, 8700, 12229, 12230, 
12231, 12548, 13961, 14965, 15151, 
16913, 16914, 16915, 17263, 17499, 
20452, 20453, 20454, 21416, 24194, 
26603, 30402, 30403, 31307, 31308, 
31551, 33316, 33317, 34172, 35922, 
35923, 35924, 37971, 39612, 39894, 
40091, 40092 

Air pollutants, hazardous; national emission 
standards: 

Connecticut and Massachusetts; constructed or 
reconstructed major sources; maximum 
achievable control technology 
determinations, 8140 

Electic utility steam generating units; additional 
information solicitation, 10783 

Maximum achievable control technology 
standards— 

Indiana, 17264 
Air pollution; standards of performance for new 
stationary sources: 

Storage Tank Emission Reduction Partnership 
Program; slotted guidepoles at petroleum 
and organic liquid storage vessels, 19891 

Air pollution control: 
Acid rain program— 
Nitrogen oxide emissions; administrative 
review petitions, 4424 
Nitrogen oxide emissions, apportionment 
methods; approval petition, 26198 
Citizens suits; proposed settlements— 
Chemical Manufacturers Association, 10784 
Pharmaceutical Research & Manufacturers of 
America et al., 452 
South Coast Air Quality Management 
District, 10784 
Clean Air Act grants— 
Nevada, 17264 

Clean Air Excellence Awards Program; 
establishment, 10490 

State operating permits programs— 

Louisiana, 26830 
Nevada, 1369 

Air pollution control; new motor vehicles and 
engines: 

Urban buses (1993 and earlier modei years); 
retrofit/rebuild requirements; equipment 
certification— 

Engelhard Corp., 4959 
Air programs: 

Ambient air monitoring reference and equivalent 
methods— 

DKK Corp, Model GFS-112E U.V. 
Fluorescence SO2 Analyzer, 2610 

DKK Corp. Model GUX-113E Ozone 
Analyzer, etc., 11308 

URG-MASS100 Single PM 2.5 FRM 


public health protection, 39113 
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State implementation plans; adequacy status for 
transportation conformity purposes— 
Connecticut, 37778 
Delaware, 56440 
District of Columbia, 36439 
Georgia, 10490 
Illinois, 38277, 38825 
Indiana, 38277 
Kentucky, 40093 
Maryland, 8701, 36439, 36441 
Nevada, 4965 
New Hampshire, 10785 
New Jersey, 26605, 36689 
New York, 16196, 36690 
Ohio, 34174 
Pennsylvania, 3230, 36438 
Texas, 1862, 37368 
Virginia, 36439 
Wisconsin, 38277 
Air quality; prevention of significant deterioration 
(PSD): 
Knauf Fiberglass, GmbH, Shasta Lake, CA, 
19753 
Permit determinations, etc.— 
ConAgra Soybean Processing Co., IN, 14966 
Committees; establishment, renewal, termination, 
etc.: 
Environmental Financial Advisory Board, 15633 
Environmental Policy and Technology National 
Advisory Council, 18091, 37972 
EPA-USDA Committee to Advise on 
Reassessment and Transition; meeting, 
30585, 35925 
Local Government Advisory Committee, 453 
Scientific Counselors Board, 18991, 26606 
Confidential business information and data 
transfer, 2945, 2946, 3231, 4245, 10491, 
11574, 11777, 11998, 12232, 12549, 15152, 
17869, 19378, 19753, 20455, 30586, 38825, 
39897 
Environmental statements; availability, etc.: 
Agency statements— 
Comment availability, 1150, 2389, 3449, 
4606, 5634, 7006, 8361, 10076; 11574, 
12991, 14558, 15903, 17266, 18321, 
20157, 21417, 24953, 26198, 30587, 
31899, 34175, 35336, 36691, 37779, 
39146, 40630 
Weekly receipts, 1150, 2390, 3448, 4605, 
5635, 7005, 8360, 10075, 11575, 12992, 
14558, 15903, 17265, 18321, 20155, 
21418, 24952, 26198, 30587, 31898, 
34174, 35337, 36690, 37779, 39146, 
40629 
Coastal nonpoint pollution control programs; 
States and territories— 
Rhode Island, 14543 
Environmental statements; notice of intent: 
Coastal nonpoint pollution control programms; 
States and territories— 
California, 25311 
Lower Owens River Project, CA, 4817 
Meramec River and Wetlands Protection 
Project, MO, 30587 
Peace River Intake Facility, FL; expanded water 
treatment and aquifer storage/recovery 
facilities, 14559 
Tampa Bay Regional Reservoir and Pipeline, 
FL, 18991 
Grants and cooperative agreements; availability, 
etc.: 
Brownfields Showcase Communities, 14273 
Chesapeake Bay Program, 6371, 30588 
Childhood blood-lead screening and lead 
awareness (educational) outreach for Indian 


Sampler, etc., 26603 


tribes, 8967 
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Drinking water; source water protection; 
watershed or resource-based planning 
approach, 30404 

Environmental Justice Office Small Grants 
Program, 1630 

Great Lakes international coastal wetlands 
monitoring program, 12233 

Great Lakes Priorities and Funding Guidance, 
2391 

Investigator-initiated grants program, 13964, 
35337 

National Watershed Forum; watershed 
protection and restoration, 24693 

Regional Pesticide Environmental Stewardship 
Program, 15328 

State and Tribal Assistance Grants, 15330 

Storage Tank Emission Reduction Partnership 
Program; petroleum and organic liquid 
vessels; slotted guidepoles, 2391 

Superfund Redevelopment Pilot Program, 10492 


Hazardous pollutants assessment; benchmark dose 


software; availability, 35925 


Hazardous waste: 


Land disposal restrictions; exemptions— 
E.I. du Pont de Nemours & Co., Inc., 39387 
Exxon Mobil Corp., 21419 
FMC Corp., 12233, 34694 

Project XL program; site-specific projects— 
IBM copper metallization project, Essex 

Junction, VT, 37780 
International Paper Predictive Emissions 
Monitoring Project, ME, 7546 
United States Postal Service Project, CO, 
7547 


Integrated risk information system: 


Health effects of chronic exposure to chemical 
substances; information request, 1863, 
31309 


Meetings: 


Acephate, disulfoton, and methamidophos; 
revised pesticide risk assessment, 
stakeholders, 3231 

Acute Exposure Guideline Levels for Hazardous 
Substances National Advisory Committee, 
18092 

Agricultural Worker Protection Program, 
National Assessment; workshops, 24953 

Air emissions, CERCLA federally permitted 
release definition; interim guidance, 4966 

Alternative-fueled vehicles; infrastructure issues, 
18093 

Children’s cancer risk; information needs; 
workshop, 14966 

Children’s Health Protection Advisory 
Committee, 13965 

Clean Air Act Advisory Committee, 2611, 
18094, 31170, 39388 

Dioxin reassessment documents; toxicity 
equivalence factors for dioxin and related 
compounds, etc.; peer review workshop, 
36898 

Effluent Guidelines Task Force, 2611, 20456 

Electric utility steam generating units; hazardous 
air pollutants, 18992 

Electronic submission of environmental reports, 
31171 

Endocrine Disruptor Screening Program; 
priority-setting workshop, 31900 

Environmental Financial Advisory Board, 7547, 
7548 

Environmental Laboratory Advisory Board, 
5635, 12244, 24695, 38826 

Environmental Policy and Technology National 
Advisory Council, 1151, 24469 

EPA-Intemational City/County Management 
Association; Superfund relocation policy, 
8141 


FIFRA Scientific Advisory Panel, 5636, 14275, 
31310, 36133 
Good Neighbor Environmental Board, 30988 
Gulf of Mexico Program Citizens Advisory 
Committee, 16197 
Gulf of Mexico Program Focus Teams, 34175 
Gulf of Mexico Program Management 
Committee, 20456 
Gulf of Mexico Program Policy Review Board, 
7006 
Hazardous waste combustion facilities; human 
health risk assessment protocol document; 
peer review, 30406 
Local Government Advisory Committee, 7548, 
18992, 21178, 35338 
Microbial and Disinfectants/Disinfection 
Byproducts Advisory Committee, 133, 
7548, 30407 
Mississippi River/Gulf of Mexico Watershed 
Nutrient Task Force, 26606 
National Drinking Water Advisory Council, 
7548, 15634, 16197, 20457, 20820, 31552, 
34466, 39613 
National Environmental Education Advisory 
Council, 37781 
National Environmental Justice Advisory 
Council, 18993 
National Strategy to Develop Regional Nutrient 
Criteria; stakeholders, 30588 
Northeast United States Ozone Transport 
Commission, 4424 
Ozone Transport Commission, 1865, 31311 
Pesticide Program Dialogue Committee, 14277, 
26199 
Phosmet, revised pesticide risk assessment; 
stakeholders, 4561 
Resource Conservation and Recovery Act 
program— 
Visions for the Future, 37368 
Science Advisory Board, 1866, 3681, 4966, 
5637, 7549, 7870, 10493, 12550, 16916, 
16917, 18095, 26820, 30589, 32089, 
33318, 35338, 35632, 35926, 36134, 
36442, 36691, 37543, 39388, 39614 
Science Advisory Board et al., 37544 
Ecicnutic Counselors Board Executive 
Committee, 3959, 4967, 7006, 24470 
State and Tribal Toxics Action Forum, 10494, 
37369 
State FIFRA Issues Research and Evaluation 
Group, 3682, 19754, 34176, 37781 
Strategic SDWA compliance planning for small 
systems workshops, 38278 
Styrene-acrylonitrile trimer, toxicology testing 
initiative; peer review workshop, 4968 
Superfund Recycling Equity Act; stakeholders, 
37370 
Tribal Pesticide Program Council, 3449 
U.S. Government Representative to Commission 
for Environmental Cooperation— 
Governmental Advisory Committee, 1370 
National Advisory Committee, 1369 
Voluntary Children’s Chemical Evaluation 
Program; stakeholder involvement process, 
30989 
Voluntary children’s health chemical testing 
program; stakeholder involvement process, 
2163, 16590 
Westem Regional Air Partnership; workshops, 
40630 
Municipal solid waste landfill permit programs; 
adequacy determinations: 
Alaska, 453 
Guam, 35927 
Pesticide data submitters list; availability, 24470 
Pesticide, food, and feed additive petitions: 
Acetochlor Registration Partnership et al., 3682 
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AgrEvo USA Co., 3690, 8143, 38543 
AgriPhi, Inc., et al., 25717 
American Cyanamid Co., 12244, 16594, 19756 
Aventis CropScience USA, 31904 
Aventis CropScience USA, et al., 40632 
BASF Corp., 21427 
Bayer Corp., 7008, 11052, 16598 
Biotechnologies for Horticulture, Inc., 38550 
BioTEPP, Inc., 17869 
Bird Shield Repellent Corp., 3693 
Ecolab Inc., 18322, 18324 
Elanco Animal Health, 25721 
Gustafson LLC, 8970 
Interregional Research Project (No. 4), 2612, 
16602, 17872, 38535 
LignoTech USA, Inc., 19759 
McLaughlin Gormley King Co. et al, 16608 
Milliken Chemical, 20968 
Monsanto Co. et al., 1370 
Mycogen Seeds, 11311, 37545 
Natural Plant Products S.A., 33318 
Novartis Crop Protection, Inc., 2949, 5639, 
18328, 20972, 24471, 31908 
Prophyta Biologischer Pflanzenschutz GmbH, 
3696 
Rohm & Haas Co., 14278 
Tomen Agro, Inc., et al., 10078 
Vinclozolin, 34179 
Zeneca Ag Products, 30591 
Pesticide programs: 
Organophosphates; risk assessments and public 
participation in risk management— 
Acephate and methamidophos, 8702 
Chlorpyrifos; meeting, 30110 
Chlorpyrifos-methyl and trichlorfon, 24954 
Coumaphos, 24468 
Diazinon, 31902 
Dircrotophos, 37371 
Disulfoton, 12992 
Ethyl parathion and fenitrothion, 11050 
Malathion, 30407 
Mevinphos, 40631 
Mevinphos and phosalone, 1867 
Phosmet, 14967 
Phostebupirim and tetrachlorvinphos, 16197 
Pirimiphos-methyl, 16592 
Pesticide data submitter rights for data 
submitted in support of tolerance actions; 
paper availability, 2947, 19755 
Restricted use pesticides; applicators 
certification; State plans— 
Delaware, 34178 
Treated articles exemption; clarification, 7007 
Worker protection standards— 
Roses harvested by hand cutting; early entry 
prohibition; exception request, 36134 
Pesticide registration, cancellation, etc.: 
AgrEvo Environmental Health et al., 4969 
American Cyanamid Co., 30111 
Azinphos-methyl, 20966 
Bio-Care Technology, 10077 
BioTEPP, Inc., et al., 35928 
Burkholderia cepacia strain Ral-3, 6369 
Camas Technologies, Inc., 2948 
Cyanazine, 771 
CYTEC Industries Inc., 15634 
Decco/Elf Altochem North America, Inc., et al., 
7870 
Dow AgroSciences, 1869 
Dragon Chemical Corp. et al., 37372 
DuPont Agricultural Products et al., 34702 
Foliar Nutrient, Inc., 30112 
Formetanate hydrochloride, 6208 
ISK Biosciences Corp. et al., 16199 
ISP Fine Chemicals, Inc., 11310 
Monsanto Co., 8142 
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EPA 


Mycogen Seeds et al., 26199, 38826 
Novartis Crop Protection, 1887 
Ortho Group et al., 1889 
Pesticide reregistration performance measures 
and goals, 37375 
Risk assessments availability, 39898 
Sankyo Co., Ltd., 34176 
Verdant Brands, Inc., et al., 24477 
Pesticides; emergency exemptions, etc.: 
Acibenzolar, 12248 
Buprofezin, 31312 
Fluazinam, 13965 
Tebufenozide, etc., 3699 
Thiabendazole, 10785 
Thiamethoxam, 31910 
Pesticides; experimental use permits, etc.: 
AgriPhi, Inc., 20976 
American Cyanamid Co. et al., 25724 
Dow Agrosciences LLC, 10081 
J.P. BioRegulators, Inc., et al., 11057 
Monsanto Co., 6370, 38828 
Mycogen Corp., 11575 
Pesticide tolerance reassessment and reregistration; 
public participation process; comment 
request, 14200, 24955 
Project XL (excellence and leadership) innovative 
technologies projects: 

Elmendorf Air Force Base, AK, 5868 

Georgia-Pacific Corporation Big Island, VA, 
project; final agreement, 26606 

International Paper Project, ME, 25920 

Labs21 program; improved environmental 
performance at laboratories; policy or 
regulatory flexibility as incentive, 35929 

Naval Station Mayport, FL; beneficial reuse of 
dredged material, 25327 

Progressive Auto Insurance Co.; pay-as-you- 
drive auto insurance program, 39614 

Reports and guidance documents; availability, etc.: 

Acute exposure guideline levels; values, 14186 

Air emissions; CERCLA federally permitted 
release definition, 12551, 39615 

Altemative dispute resolution; policy statement, 
13383 

Annual Compliance Assistance Activity Plan; 
comment request, 11313 

Civil rights; EPA assistance recipients 
administering environmental permitting 
programs, and investigation of 
administrative complaints challenging 
permits, 39650 

Community involvement in suppiemental 
environmental projects, 40639 

Dioxin and dioxin-like compounds and other 
persistent bioaccumulative toxic chemicals; 
community right-to-know toxic chemical 
release reporting, 37548 

Federal Financial Accounting Standards— 

CERCLA enforcement discretion exercised in 
anticipation of full cost accounting, 
35339 

Food Quality Protection Act; science policy 
issues— 

Choosing Percentile of Acute Dietary 
Exposure as Threshold of Regulatory 
Concern, 15330 

Non-detected/non-quantified pesticide 
residues; value assignments, 17266 

Performing aggregate exposure and risk 
assessments, 459 

Pesticide chemicals that have common 
mechanism of toxicity; cumulative risk 
assessment, 40644 

Pesticides; import tolerances and residue data 
for imported food; comment request, 
35069 

Pesticides; refining anticipated residue 
estimates in acute dietary probabilistic 
risk assessment, 39147 


Freshwater invertebrates, toxicity and 
bioaccumulation of sediment-associated 
contaminants; measurement methodology, 
16200 

Hazardous substances; acute exposure guideline 
levels; values and executive summaries, 
39264 

Hazardous waste combustion facilities; 
screening level ecological risk assessment 
protocol, 7012 

Indoor residential insecticide product label 
statements, 16614 

Insect repellents labeling guidance, 30113 

Lakes and reservoirs; nutrient critical technical 
guidance manual, 33322: 

Minimum risk pesticides; clarification of 
composition, labeling, food tolerances, and 
State regulation issues, 33542 

One-hour ozone attainment demonstrations, 
8703 

Pesticide registrants— 

First aid instructions, 20978 

Mandatory and advisory labeling statements, 
31313 

Voluntary pesticide resistance management 
labeling based on mode/target site of 
action on pest, 30115 

Pesticide Registration Notice; pests of 
significant public health importance; list, 
16615, 36442 

QTRACER Program for tracer-breakthrough 
curve analysis for karst and fractured-rock 
aquifers; and lexicon of cave and karst 
terminology, 5643 

Residential/household use pesticide product 
labels; disposal instructions; guidance for 
pesticide registrants, 37383 

Resource Conservation and Recovery Act 
cleanup reforms; corrective action guidance 
documents; schedule and comment request, 
15904 

Sector Facility Indexing Project; evaluation 
report; Intemet availability, 34704 

Self-policing incentives; discovery, disclosure, 
correction, and prevention of violations 
(audit policy); policy statement, 19618 

Small business compliance policy, 19630 

Superfund probabilistic risk assessment to 
characterize uncertainty and variability; 
guidance, 7550 

Tribal drinking water operator certification 
program guidelines; comment request, 
16917 

U.S. greenhouse gas emissions and sinks (1990- 
1998); inventory, 11314 

Senior Executive Service: 
Performance Review Board; membership, 32088 
Solid wastes: 

Recovered materials advisory notice; 

availability, 3082, 5933 
Superfund; response and remedial actions, 
proposed settlements, etc.: 

7-7 Merger, Inc., Site, OH, 16392 

Bates Mill Site, MN, 3233 

Blackberry Valley Drum Site, SC, 20821 

C&J Disposal Site, NY, 18096 

Carolina Creosoting Corp. Site, NC, 13384 

Casmalia Disposal Site, CA, 13967, 36900 

Colorado School of Mines Research Institute 
Site, CO, 15904 

Danmark Site, FL, 13749 

Double A Metals Site, IL, 21178 

East Multnomah County Groundwater 
Contamination Site, OR, 20158 

Former Witter Co. Site, MO, 5340 

Hoxie Crash Site, KS, 34180 
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Superfund program: 


Toxic and hazardous substances control: 


Jeanette Faye Burris Estate State Wide Metal 
Recycling Site, IA, 12994 

Lakewood Battery Site, GA, 5644 

Lancaster Plating Site, NC, 36900 

Landia Chemical Co. Site, FL, 40093 

Lawton Property Site, MI, 20457 

Lyman Dyeing and Finishing Site, SC, 19897 

Nahant Marsh Site, IA, 32090 

National Zinc Site, OK, 18995 

North Penn Area | Site, PA, 31315 

Organic Chemical, Inc. Site, MI, 20457 

Peele-Dixie Wellfield Site, FL, 4819 

Prospective purchaser agreements— 

Oronogo-Duenweg Mining Belt Site, MO, 
2953 

Rutledge Property/Rock Hill Chemical Co. Site, 
SC, 13969 

San Fernando Valley Crystal Springs Site, CA, 
24696 

San Fermando Valley Pollock Site, CA, 37549 

Solvent Recovery Corp. Site, KS, 18332 

South Bay Asbestos Site, CA, 31911 

Strother Field Industrial Park Site, KS, 8362 

Surrette America Battery Removal Site, NH, 
7013 

Syosset Landfill Site, NY, 12552 

Tri-County/Elgin Landfill Site, IL, 31315 

Tulalip Landfill Site, WA, 37782 

U.S. Radium Site, NJ, 20458 

Union Pacific Railroad Wallace-Mullan Branch, 
ID, 26831 

Uniroyal Hill Street Site, IN, 3709 

Vacant Lot Site, IL, 37973 

Westgate Mobile Home Site, SC, 8974 

West Site/Hows Comer Site, ME, 37973 

WICO Site, St. Thomas, VI, 773 


Emergency Planning and Community Right-To- 
Know Act— 

Report preparations; training courses, 10083 
Federal Agency Hazardous Waste Compliance 
Docket; Federal facilities; list update, 

36994 

Prospective purchaser agreements— 
Avtex Fibers Site, VA, 7871 
Clear Creek/Central City Site, CO, 8973 
Copley Square Plaza Site, OH, 34180 
Gary Lagoons Site, IN, 10787 
Industri-Plex Site, MA, 1386 
Metro Container Corp. Site, PA, 7552 
North Penn Area 7 Site, PA, 39617 
Redding Life Care, LLC, 16391 
Solar Paints and Vamishes Site, WI, 37781 
Standard letter, checklist, and model 

agreement; availability, 1381 

Vacant Lot Site, IL, 37972 
Yurgin Motors Site, NJ, 20979 


1,1,2-trichloroethane; enforceable consent 
agreement and testing consent order, 37550 
Asbestos-containing materials in schools; State 
waiver requests— 
Oklahoma, 1387, 25921 
Texas, 8974 
Chemical testing— 
Data receipt, 4606 
Section 21 petition receipt, 2164 
Citizens’ petitions— 
People for Ethical Treatment of Animals et 
al., 18097 
Lead-based paint activities in target housing and 
child-occupied facilities; State and Indian 
Tribe authorization applications— 
California, 8704 
Cherokee Nation, 3960 
Illinois, 10787 
Kansas, 2396, 20458 
Michigan, 21178 
Minnesota, 25923 
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New chemicals— 

Receipt and status information, 3709, 10086, 
14969, 15635, 21422, 37554, 37559 

Test marketing exemptions, 12249 

Premanufacture exemption approvals, 37974, 
37976 

State implementation plans; adequacy status for 
transportation conformity purposes— 

Arizona, 18101 

Test guidelines; availability and comment 
request, 1891 
Test marketing exemption approvals, 18101 
Water pollution; discharge of pollutants (NPDES): 
Alaska— 

Log transfer facilities; general permits, 11999 

Mechanical placer mining and medium-size 
suction dredging; general permits, 2400 

Seafood processors; general permit, 21432, 
24957 

Maine et al.— 

Non-contact cooling water discharges; general 
permits, 24195 

Water treatment facility discharges; general 
permits, 40650 

State programs— 
Maine, 39899 
New York; letter from EPA, 24957 
Storm water discharges from construction 
activities; general permit, 25122 
Storm water multi-sector general permit for 
industrial activities, 17010 
Texas; ready-mixed concrete plants, concrete 
products plants, and associated facilities; 
general permit, 2165 
Water pollution control: 
Clean Water Act— 

Class I administrative penalty assessments, 
12994 

Class II administrative penalty assessments, 
21764 

State Revolving Fund Program; labor 
standard provisions, 38828 

Effluent guidelines plan (biennial), 37783 
Great Lakes System; water quality guidance— 
Wisconsin; letter availability, 38830 
Marine discharges of vessel sewage, prohibition; 
petitions, etc.— 

Arizona, 32093 

New Jersey, 17500, 32091 

New York, 17501, 37385 

Utah, 32093 

Marine sanitation device standard; petitions— 

Massachusetts, 37788 

Sludge management (biosolids) program 
applications— 

Wisconsin, 26607 

Total maximum daily loads— 

Mermentau and Vermilion/Teche river basin, 
LA; determinations that TMLDs are not 
needed, 19762, 25924 

Total maximum daily loads for copper in 
Arthur Kill and Kill Van Kull, 
withdrawal; and for nickel in 
Hackensack River, establishment, 2398 

Virginia— 

Continuing planning process; availability, 

4972 
Water quality criteria: 
Ambient water quality criteria— 

Dissolved oxygen (saltwater); Cape Cod to 
Cape Hatteras, 2954 

Water supply: 
Public water supply supervision program— 

South Dakota, 26831 


Environmental Quality Council 


See Council on Environmental Quality 


Equal Employment Opportunity 
Commission 


RULES 
Americans with Disabilities Act: 
Mitigating measures used by persons with 
impairments; Title I interpretive guidance, 
36327 
PROPOSED RULES 
Federal sector equal employment opportunity: 
Americans with Disabilities Act 
nondiscrimination standards; applicability 
to Section 501 of Rehabilitation Act, 11019 
Semi-annual agenda, 23600 
NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 11058, 
15153, 15907 
Submission for OMB review; comment request, 
2617, 35931, 35932, 37133 
Meetings; Sunshine Act, 2400, 5644 


Executive Office of the President 


See Council on Environmental Quality 

See Management and Budget Office 

See National Drug Control Policy Office 

See National Education Goals Panel 

See National Partnership for Reinventing 
Government 

See Presidential Commission on Assignment of 
Women in the Armed Forces 

See Presidential Documents 

See Science and Technology Policy Office 

See Trade Representative, Office of United States 


Export Administration Bureau 


RULES 
Export administration regulations: 
Administrative enforcement proceedings, 14862 
Editorial clarifications and revisions, 14858 
Encryption commodities or software; export and 
reexport to individuals, commercial firms, 
and other non-government end-users in all 
destinations, 2492 
High performance computers; License Exception 
CTP revisions, 12919 
Correction, 13879 
India and Pakistan; entity list; entities removed, 
license policy revised, and list reformatted, 


North Korea; easing of export restrictions, 
38148 
Restrictive trade practices or boycotts; editorial 
clarifications and revisions, 34942 
Export licensing: 
Commerce Control List; revisions and 
clarifications, 34073 
Commerce control list— 
Microprocessors controlled by ECCN 3A001 
and graphics accelerators controlled by 
ECCN 4A003; License Exception CIV 
eligibility expansion, 37039 
NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 20946, 
20947, 34438 
Export privileges, actions affecting: 
Boone, David Sheldon, 39348 
Hua Ko Electronics Co. Ltd., 1356 
Thane-Coat, Inc., et al., 21169 
Meetings: 
Information Systems Technical Advisory 
Committee, 2579, 17855, 39598 
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Materials Processing Equipment Technical 
Advisory Committee, 19358 
Materials Technical Advisory Committee, 26179 
President’s Export Council, 1587, 6358, 7829, 
21718, 25466 
Public key infrastructures for advanced network 
technologies; workshop, 19358 
Regulations and Procedures Technical Advisory 
Committee, 11761, 34146 
Transportation and Related Equipment 
Technical Advisory Committee, 35045 
National Defense Stockpile; market impact of 
proposed disposal of excess commodities, 
15613 


Export-Import Bank 


NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 5644, 
40664 
Meetings: 
Advisory Committee, 12000, 34705 
Sub-Saharan African Advisory Committee, 
26612 


Farm Credit Administration 


RULES 

Fann credit system: 
Federal regulatory review, 21128 
Loan policies and operations— 

Participations in loans from non-System 
lenders, 24101, 26278, 33743 
Miscellaneous amendments; correction, 8023 
Standards of conduct and loan policies, 40486 

PROPOSED RULES 
Farm credit system: 
Disclosure to shareholders— 
Annual reporting requirements, 14494 
Federal Agricultural Mortgage Corporation; 
risk-based capital requirements, 1676, 9223 
Loan policies and operations, etc.— 
Loans to designated parties; approval, 14491 
Other financial institutions lending, 21151, 
39319 
Organization— 
Stockholder vote on like lending authority, 
26776 
Termination of FCS charter to become 
financial institution under another 
Federal or State chartering authority; exit 
fee calculation, 5286 
Semi-annual agenda, 23790 
NOTICES 
Meetings; Sunshine Act, 1389, 1892, 3962, 4819, 
7872, 12250, 19378, 24212, 25482, 35633, 
37789 
Reports and guidance documents; availability, etc.: 
Farm Credit System institutions; official names; 
policy statement, 30117 


Farm Credit System Insurance 
Corporation 

PROPOSED RULES 

Semi-annual agenda, 23798 

NOTICES 

Reports and guidance documents; availability, etc.: 

Secure base amount and allocated insurance 
reserve accounts; policy statement, 5340 


Farm Service Agency 


RULES 
Farm marketing quotas, acreage allotments, and 
production adjustments: 
1999 crop and market loss assistance, 7942 
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Farm 


Peanuts, 8245, 16117 
Program regulations: 
Real estate and chattel appraisals; regulatory 
streamlining; correction, 14432 
Servicing and collection— 
Disaster set-aside program, 31248 
Special programs: 
Lamb Meat Adjustment Assistance Program, 
38409 


PROPOSED RULES 
Farm marketing quotas, acreage allotments, and 
production adjustments: 
Commodity programs; farm reconstitutions, 
5444 
Program regulations: 
Loans to Indian Tribes and tribal corporations, 
17206 


NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 1585, 
3200, 14522, 15300, 18274, 19867, 30389, 
37112 
Meetings: 
Beginning Farmers and Ranchers Advisory 
Committee, 15890 
National Drought Policy Commission, 1355, 
3408, 5306, 7824, 17620, 25464 
Warehouse Act fees: 
Cotton, etc., 39347 
Warehouses, licensed; cancellations and/or 
terminations; list availability, 20430 


Federal Aviation Administration 


RULES 
Administrative regulations: 

Air traffic and related services for aircraft that 
transit U.S.-controlled airspace but neither 
take off from, nor land in, U.S.; fees, 
36002 

Air carrier certification and operations: 

Antidrug and alcohol misuse prevention 
programs for personnel engaged in 
specified aviation activities; office 
addresses corrected, 18886 

Correction, 26128 

Digital flight data recorder requirements for 
Airbus airplanes; comment request; 
correction, 2295 

International Aviation Safety Assessment 
Program, 33751 

Pressurized fuselages; repair assessment, 24108 

Correction, 35703 

Smoking prohibition on scheduled passenger 
flights, 36776 

Terrain awareness and warning system, 16736 

Aircraft products and parts; certification 
procedures: 

Changed products; type certification procedures, 
36244 

Airmen certification: 

Pilots, flight instructors, and ground instructors 
outside U.S.; licensing and ‘raining; 
comments disposition, 2022 

Airports: 
Passenger facility charges, 34536 
Air traffic operating and flight rules, etc.: 

Ethiopia; flights within territory and airspace; 
prohibition, 31214 

Grand Canyon National Park, AZ; special flight 
rules in vicinity— 

Commercial air tour limitation, 17708 

Special flight rules (SFAR No. 50-2); 
effective date delayed, 5396 

Special flight rules area and flight free zones; 
modification of dimensions, 17736, 
33751 


Helicopter operations under instrument flight 
rules; flight plan requirements, 3540 

National parks air tour management, 34368 

Reduced vertical separation minimum, 5936 

Serbia-Montenegro; flights within territory and 
airspace; prohibition removed (SFAR No. 
84), 16112 

Special visual flight rules, 16114 

Effective date, 31798 
Airworthiness directives: 

AeroSpace Technologies of Australia Pty Ltd., 
5421 

Aerospatiale, 10381, 15226 

Agusta S.p.A., 346, 4100, 20081, 21634 

Airbus, 204, 211, 213, 697, 1537, 3799, 5243, 
5739, 5751, 5756, 8642, 9209, 9212, 
11204, 12075, 12077, 12080, 14853, 
15534, 16802, 19308, 20070, 20076, 
20078, 20715, 30536, 30874, 33441, 
34055, 34059, 34069, 34938, 37017, 
37019, 37026, 37028, 37029, 37272, 
37476, 37845, 37853, 39072, 39077 

Air Tractor Inc., 35267 

Alexander Schleicher GmbH & Co., 10934, 
12072 

AlliedSignal Inc., 15531 

Allison Engine Co., 26121, 36317 

Ayres Corp., 14847, 36055 

Bell, 8032, 10385, 10937, 12071, 16804, 32021 

Bob Fields Aerocessories, 12463 

Boeing, 1, 205, 1051, 2285, 2289, 3801, 4356, 
4757, 5222, 5229, 5235, 5238, 5742, 5746, 
5753, 6444, 6534, 8640, 8645, 8845, 9215, 
10693, 10695, 11861, 13871, 14834, 
14838, 14848, 17583, 18879, 18881, 
18883, 19296, 19302, 19306, 19310, 
21633, 24383, 24384, 24631, 25278, 
25281, 25829, 25833, 30532, 33444, 
34048, 34061, 34063, 34928, 34932, 
34935, 35563, 37011, 37015, 37022, 
37843, 37848, 39076, 39079, 39788 

Bombardier, 1765, 2019, 3379, 4354, 4755, 
5745, 14822, 20075, 37014 

British Aerospace, 207, 1763, 4349, 5228, 9214, 
14845, 14850, 15230, 37025 

British Aerospace Jetstream, 30863 

Cameron Balloons, Ltd., 8653 

Cessna, 2844, 4351, 8649, 10377, 15232 

CFE Co., 691 

CFM International, 16309, 37031 

Commander Aircraft Co., 34941 

Construcciones Aeronauticas, S.A. (CASA), 
12081 

Dassault, 10691, 13668, 34926, 37480 

de Havilland, 4095 

Dornier, 4353, 11859, 14828, 19313 

Empresa Brasileira de Aeronautica S.A., 5425, 
9217, 17586, 30539, 39541 

Eurocopter Deutschland GmbH, 2017, 3796, 
15858, 24872, 31255 

Eurocopter France, 5741, 7427, 12462, 13875, 
14209, 15857, 20721, 20894, 31256, 
32015, 32016, 32018, 33743, 35819, 
36059, 37271 

Fairchild, 1540, 8037, 14825 

Fokker, 695, 2287, 9211, 12073, 20074, 20719, 
30529, 35817, 37274 

General Electric Aircraft Engines, 1771, 8039 

General Electric Co., 692, 5759, 5761, 6533, 
10698, 12460, 15536, 21636, 21638, 
21642, 37009, 39536 

Gulfstream, 20072, 32011 

Harbin Aircraft Manufacturing Corp., 5419 

Hoffmann Propeller Co., 8844 

Honeywell, 12085, 14831, 20717, 35566 

Industrie Aeronautiche e Meccaniche, 7717, 
19305 


International Aero Engines AG, 36783 

Israel Aircraft Industries, Ltd., 8848, 16311, 
32013, 34054 

Kaman Aerospace Corp., 3583 

Learjet, 16129, 24870 

Lockheed, 20347, 25280, 36053 

Maule Aerospace Technology, Inc., 26735 

McDonnell Douglas, 2861, 2863, 3794, 4870, 
5241, 7719, 8024, 8025, 8027, 8028, 8030, 
8031, 8035, 8651, 10379, 11459, 17763, 
20320, 20321, 20322, 20324, 20326, 
20327, 20329, 20330, 21134, 25437, 
25627, 26124, 26738, 30534, 31253, 
34322, 39539 

MD Helicopters Inc., 7428, 10938, 26122, 
31259 

Mitsubishi, 5422, 30865 

New Piper Aircraft, Inc., 15537, 33745 

Partenavia Costruzioni Aeronauticas S.p.A., 
7716 

Pilatus Aircraft Ltd., 1767, 5428, 35270 

Pratt & Whitney, 2864, 37473 

Raytheon, 1538, 4754, 5749, 12082, 24381, 
30538 

REVO, Inc., 34065 

Robinson Helicopter Co., 17987, 20895, 21136 

Rolladen Schneider Flugzeugbau GmbH, 1769 

Rolls-Royce Ltd., 39286 

Rolls-Royce ple, 4760, 7720, 12084, 14207, 
20714, 30527, 35814 

Saab, 209, 1761, 1762, 37478, 37851 

Short Brothers, 3798 

Short Brothers & Harland Ltd., 4761 

Sikorsky, 13877, 39074 

SOCATA—Groupe AEROSPATIALE, 5427 

Turbomeca, 19298, 19299, 19300 

Twin Commander Aircraft Corp., 5424 

Airworthiness standards: 

Special conditions— 

Airbus A-300 Model B2-1A, B2-1C, B4-2C, 
B2K-3C, B4-103, B2-203, B4-203 
airplanes, 19294 

Ayres Corp. Model LM-200 Loadmaster 
airplane, 1758 

Boeing Model 727-200 and 727-200F series 
airplanes, 13666 

Boeing Model 747-200 (E-4B) series 
airplanes, 25435 

Boeing Model 777 series airplanes, 16305 

Cessna Aircraft Co. Model 525A airplane, 
7283 

Cessna Model 172/K/L/M/N’/P airplane, etc., 
37006 

McDonnell Douglas DC-9-30 series airplanes, 
16128 

McDonnell Douglas Model MD-10-10/10F 
and MD10-30/30F airplanes, 9996 

Raytheon Aircraft Co. Model 4000 airplane, 
35813 

Transport category airplanes— 

Mode ‘‘C’’ transponders with single Gillham 

code altitude input; withdrawn, 21133 
Class B airspace, 19826, 36060 
Class C airspace, 6535, 8849, 16130 
Class D airspace, 1308, 1309, 2537, 4102, 5762, 

6320, 7287, 8269, 8655, 15859, 15860, 

20852, 25439, 30877, 30878, 32023, 33749, 

39081, 40492 

Class E airspace, 348, 349, 699, 700, 1774, 2538, 

2539, 3381, 3382, 4103, 4871, 4872, 4873, 

4874, 5762, 5763, 5764, 5765, 5766, 5768, 

5769, 5770, 5999, 6000, 6320, 7722, 8043, 

8044, 8045, 8046, 8270, 8656, 9998, 10386, 

10387, 10700, 10701, 11369, 11866, 12630, 

12917, 12918, 14344, 14855, 14856, 14857, 

15860, 15861, 16130, 16131, 16808, 17133, 
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19315, 19316, 19317, 19827, 19828, 20349, 
20350, 20351, 20723, 20724, 20852, 21301, 
21302, 21303, 21304, 21305, 21306, 21644, 
25439, 25440, 26126, 26128, 30541, 30877, 
30879, 30880, 33250, 33614, 33749, 33750, 
34392, 36602, 37035, 37277, 37694, 37695, 
37696, 37833, 38720, 38721, 38722, 38723, 
39081, 39082, 39083, 39084, 39085, 39790, 
39791, 39792, 39793, 40167 

Colored Federal airways, 17588, 35822 

Federal airways, 8271, 19818 

IFR altituGes, 2291, 14442, 26740 

Jet routes, 11461, 12918, 17589, 35822, 37277 

Low airspace areas, 38723 

Restricted areas, 9999, 21306, 35273, 37038 

Standard instrument approach procedures, 350, 
2023, 2025, 4875, 4877, 4879, 6321, 6324, 
10000, 10001, 10004, 13669, 13671, 13673, 
15540, 15541, 15544, 17990, 17991, 20896, 
20898, 20901, 25838, 25842, 31427, 31798, 
35274, 35275, 37278, 37279, 39794, 39796 

VOR Federal airways, 35272, 35822 


PROPOSED RULES 
Air carrier certification and operations: 

Airports serving scheduled air carrier operations 
in aircraft with 10-30 seats; certification 
requirements, 38636 

Antidrug program and alcohol misuse 
prevention program for employees of 
foreign air carriers engaged in specified 
aviation activities; withdrawn, 2079 

Aviation security screening companies, 560 

Meetings, 4912, 15113 
Emergency medical equipment, 33720 
Airmen certification: 
Advanced Qualification Program, 37836 
Airports: 
Passenger facility charges; withdrawn, 18932 
Air traffic operating and flight rules, etc.: 

Automatic pressure altitude reporting (Mode C) 
transponders; suspension of certain aircraft 
operations from requirement; withdrawn, 
2077 

Airworthiness directives: 

Agusta S.p.A., 1838, 25692 

Airbus, 91, 254, 397, 1350, 1833, 4386, 6563, 
6566, 7316, 7465, 9223, 9225, 12957, 
14218, 16151, 16157, 17822, 17824, 
18258, 19348, 20105, 20921, 20922, 
21154, 21157, 30033, 31113, 34993, 
36801, 37084, 37315, 39825 

Allison Engine Co., 24135 

Ayres Corp., 7789 

Bell, 11006, 15882, 25694, 26783, 31291 

Bell Helicopter Textron Canada, 20927 

Boeing, 250, 401, 4179, 4900, 4904, 4906, 
5455, 5459, 8667, 13919, 14216, 17827, 
20924, 21675, 24889, 25696, 30019, 
30553, 31837, 34420, 34604, 36095, 
36803, 37494, 37497, 38450, 39574, 39828 

Bombardier, 2362, 6565, 17206, 17208, 24887 

British Aerospace, 729, 18260, 39831 

Cessna, 1075, 38448 

CFM International, S.A., 3621, 11505 

Construcciones Aeronauticas, $.A., 399 

Dassault, 21679 

Dornier, 16153, 37500, 40553 

Empresa Brasileira de Aeronautica S.A., 4897, 
4902, 19345, 20388, 35590, 39576 

Eurocopter Canada Ltd., 37924 

Eurocopter Deutschland GMBH, 5453, 6925, 
13251, 18010, 21673 

Eurocopter France, 1353, 3165, 6927, 8894, 
10724, 10727, 12489, 15880, 16352, 20104 

Fairchild, 7794 

Fokker, 251, 5456, 6046, 8075, 13923 


General Electric Aircraft Engines, 25892 
General Electric Co., 8892, 17471 
Gulfstream, 37313, 37314 

Honeywell International, Inc., 11942 
International Aero Engines, 40555 

Israel Aircraft Industries, Ltd., 3617, 40551 
Learjet, 36391, 39578 

Lockheed, 7801 

McDonnell Douglas, 2555, 4182, 4184, 4186, 


4188, 4190, 4781, 4782, 4784, 4786, 4788, 


4790, 4792, 4793, 7796, 17818, 19350, 
20390, 24882, 24894, 30021, 30025, 
30028, 31109, 36799 

MD Helicopters, Inc., 35869 

New Piper Aircraft, Inc., 16845 

Pratt & Whitney, 11940, 15878, 26152 

Raytheon, 1836, 3619, 15278, 26149, 30031, 
37311, 37723, 37922 

Rolls-Royce Ltd., 1840 

Rolls-Royce plc, 1831, 15584 


Saab, 395, 13921, 16154, 16158, 21677, 30023, 


37087 
Schweizer Aircraft Corp., 26781 
Short Brothers, 31839, 40549 
Sikorsky, 15280, 21159 
Turbomeca, 34602 
Airworthiness standards: 
Special conditions— 


Cessna Model 172/K/L/M/N/P airplanes, etc., 


17613 

Hamilton Sunderstrand model NP2000 
constant speed propeller, 16542 

Morrow Aircraft Corp. Model MB-300 
airplane, 30936 

Raytheon Aircraft Co. Model 4000 airplane, 
13703 

Transport category airplanes— 

Powerplant installations; fire protection 

requirements, 36978 
Class C airspace, 24136 


Class D airspace, 402, 8321, 8322, 10730, 14497, 


20931, 25455, 26154, 30678, 38224, 38225, 
39111 

Class E airspace, 4192, 4909, 4910, 4911, 5804, 
7320, 8321, 8322, 8324, 8325, 8326, 9227, 
10730, 12957, 13704, 14497, 15282, 17616, 
19699, 19700, 19701, 20931, 20932, 21681, 
24138, 24139, 24140, 25457, 25455, 26155, 
26156, 26157, 26158, 26160, 26785, 26786, 
26787, 26788, 30036, 30678, 32046, 32047, 
33796, 35301, 35302, 37089, 37725, 37726, 
37727, 37833, 38226, 38227, 39470 

Federal airways, 8896, 21682, 31504, 36805, 
39833 

Jet routes, 12153, 13707, 15586, 35303 

Low airspace areas, 13705 

Restricted areas, 24141, 24142 


Transport airplane fuel tank system design review, 
flammability reduction, and maintenance and 


inspection requirements, 5024, 8006 
VOR Federal airways, 39834 
NOTICES 
Advisory circulars; availability, etc.: 
Aircraft products and parts 
Aircraft engines, electrical and electronic 
engine control systems, 4296 
Terrain awareness and warming system; 
installation in Part 23 airplanes, 39977 
Aircraft— 
Fire extinguishing system components; 


recommended method for FAA approval, 


3519 

Normal, utility, acrobatic, and commuter 
category airplanes; powerplant guide, 
11632 


Systems and equipment guide for certification 


of Part 23 airplanes, 39978 
Turbojet, turboprop. and turbofan engine 
induction system icing, 3752 
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Airport Lighting Equipment Certification 
Program, 31049 

Bird ingestion certification standards, 21064 

Focused inspection of safety critical turbine 
engine parts as piece-part opportunity; 
continued airworthiness instructions, 14641 

Imported civil aircraft, engines, propellers, and 
related products; airworthiness certification, 
12314 

Normal, utility, acrobatic, and commuter 
category airplanes; type certification; 
compliance methods; policy statement, 
1941 

Sustained engine imbalance, 31205 

Terrain Awareness and Warning System 
(TAWS); installation, 5011 

Transport airplane fuel tank system design 
review, flammability reduction, and 
maintenance and inspection requirements, 
10153 

Transport category airplanes— 

Fuel tank ignition source prevention 
guidelines and fuel tank flammability 
minimization, 5012 

Mechanical systems certification, 40163 

Powerplant and auxiliary power unit 
installations; continued airworthiness 
assessments, 31051 

Propeller blade and hub failures; hazards 
minimization, 19423 

Propulsion engine and auxiliary power unit 
installation; certification handbook; 
withdrawn, 1652 

Turbine engine power-loss and instability in 
extreme rain and hail conditions, 7904 

Agency information collection activities: 

Proposed collection; comment request, 2454, 
26871, 40716 

Submission for OMB review; comment request, 
1221, 1222, 7606, 10145, 12051, 16996 

Air carrier certification and operations: 

Emergency medical equipment; automatic 
external defibrillators at airports; 
requirements, 35971 

Aircraft: 

Two-engine aircraft operation approval criteria; 
207-minute extended range operations, 
3520 

Airport Noise and Capacity Act of 1990: 

Permissible Stage 2 airplane operations; 

statutory changes, 30472 
Airport noise compatibility program: 

Burbank-Glendale-Pasadena Airport, CA, 37816 

Chandler Municipal Airport, AZ, 4296 

Noise exposure map— 

Austin-Bergstrom Intemational Airport, TX, 
33868 

Burbank-Glendale-Pasadena Airport, CA, 
7413 

Cincinnati/Northemn Kentucky International 
Airport, KY, 37817 

Cleveland Hopkins International Airport, OH, 
12052 

Corpus Christi International Airport, TX, 
13816 

Juneau International Airport, AK, 39978 

Lanai Airport, HI, 803, 37816 

Port Columbus Intemational Airport, OH, 
5718 

Providence-T.F. Green Airport, RI, 547 

Waimea-Kohala Airport, HI, 10849 

Williams Gateway Airport, AZ, 31051 

Sarasota-Bradenton International Airport, FL, 
38024 

Tulsa International Airport, OK, 1653 

Airport Privatization Pilot Program; applications: 

Rafael Hernandez Airport, PR, 9304, 25974 
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Stewart International Airport, NY, 2425i 
Air traffic operating and flight rules, etc.: 
Grand Canyon National Park, AZ; commercial 
routes, 17698 
Aviation proceedings: 
Certificates of public convenience and necessity 


Baton Rouge Metropolitan Airport, LA, 38025 

Birmingham Intemational Airport, AL, 31052 

Bradley International Airport, CT, 5925 

Burlington International Airport, VT, 25528 

Chicago Midway Airport, IL, 30187 

Columbus Metropolitan Airport, GA, 10145, 
13818 


Technical standard orders: 


Aerospace fuel, engine oil, and hydraulic fluid 
hose assemblies; minimum performance 
and fire resistance standards, 316 

Gas turbine auxiliary power units, 5720 


Federal Bureau of Investigation 


NOTICES 
Agency information collection activities: 


and foreign air carrier permits; weekly 
applications, 25974 
Aviation Rulemaking Advisory Committee; task 
assignments, 17936, 37447 


Des Moines, IA, et al., 31054 
Des Moines International Airport, IA, 10850 
Detroit Metropolitan Wayne County Airport, 


Civil penalty actions; Administrator’s decisions 
and orders; index availability, 1654, 35973 
Encumbered aircraft; repossession certificates; 
impact on aircraft registration; legal opinion, 
15188 
Environmental statements; availability, etc.: 
Grand Canyon National Park, AZ; special flight 
rules and commercial air tour routes, 17700 
Indianapolis International Airport, IN, 19424 
Nevada Test Site, NV; Kistler Aerospace Corp. 
commercial launch and reentry/recovery 
facilities; construction and operation, 21495 
Piedmont Triad Intemational Airport, NC, 
17938 
Sarasota Manatee International Airport, FL, 
25527, 37818 
T.F. Green Airport, RI; air traffic noise 
abatement procedures, 11827 


MI, 5016 
Eastern Oregon Regional Airport, OR, 17702 
Falls International Airport, MN, 10593 
Fanning Field, ID, 10850 
Fayetteville Regional Airport, NC, 33869 
Gainesville Regional Airport, FL, 3752 
Greater Peoria Airport Authority, IL, et al., 
15033 
Harrisburg International Airport, PA, 7607 
Hector International Airport, ND, 2669 
Huntsville International Airport, AL, 17939 


Joslin Field-Magic Valley Regional Airport, ID, 


11364 
Juneau Intemational Airport, AK, 5016 
Kalamazoo/Battle Creek International Airport, 
MI, 35991 
Kansas City International Airport, MO, 20509 
La Crosse Municipal Airport, WI, 13074 


Proposed collection; comment request, 34232, 
34499 

Submission for OMB review; comment request, 
8738, 13792, 13793, 39191 


Meetings: 


Criminal Justice Information Serv.ces Advisory 
Policy Board, 15923 

DNA Advisory Board, 4841, 37575 

National Crime Prevention and Privacy 
Compact Council, 19385 


Reports and guidance documents; availability, etc.: 


Capacity Requirements for Telecommunications 
Services Other Than Local Exchange 
Services, Cellular Services, and Broadband 
PCS, 40694 

Communications Assistance for Law 
Enforcement Act; Flexible Deployment 
Assistance Guide, 7893 


Environmental statements; notice of intent: Lambert-St. Louis International Airport, MO, Federal Communications Commission 


Groton-New London Airport, CT, 19425 40718 RULES 
Exemption petitions; summary and disposition, Luis Munoz Marin International Airport, PR, : ae 
803, 5013, 5015, 7414, 10591, 10592, 11106, 14643 Common carrier services: 


11632, 14333, 15192, 15404, 15680, 16451, 
21498, 30185, 32147, 34527, 35989, 35990, 
39219, 40716 
Grants and cooperative agreements; availability, 
Airport Improvement Program, 20509 
High density airports; takeoff and landing slots 
and slot allocation procedures 
International slots for winter 2000/2001 
scheduling season; submission deadline, 
6438 
Land release: 
New Kent County Airport, VA, 37819 
Meetings: 
Aging Transport Systems Rulemaking Advisory 
Committee, 158, 13817, 40717 
Air Traffic Procedures Advisory Committee, 
13817, 38875 
Aviation Rulemaking Advisory Committee, 
3752, 4297, 14334, 14335, 25528, 26268, 
31053, 31953, 37448, 37449 
Aviation Security Advisory Committee, 31053 
Commercial Space Transportation Advisory 
Committee, 25016 
Controller Pilot Data Link Communications 
Industry Day, 6686 
Harmonization Work Program; public input, 
9039 
Informal airspace meetings, 7904, 13818, 
16996, 39979 
Research, Engineering, and Development 
Advisory Committee, 15192 
RTCA, Inc., 548, 1223, 2221, 5015, 6687, 8757, 
11828, 13073, 13074, 15193, 16240, 
16241, 17701, 17938, 25416, 26269, 
31053, 31054, 33868, 35415, 35416, 
37819, 38314 
One-year runway incursion information and 
evaluation program; policy statement, 14641 
Organization, functions, and authority delegations: 
Associate Chief Counsel/Director, Office of 
Dispute Resolution for Acquisition, 19958 
Passenger facility charges; applications, etc.: 
Altoona-Blair County Airport, PA, 15681 
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Lynchburg Regional Airport, VA, 15193 
McAllen International, TX, 5719 
Melbourne International Airport, FL, 549 


Metropolitan Oakland International Airport, CA 


316 
Mid Delta Regional Airport, MS, 31369 
Minot International Airport, ND, 13074 
Missoula International Airport, MT, 32147 
Monterey Peninsula Airport, CA, 38314 
Nashville International Airport, TN, 17939 
Orlando International Airport, FL, 5017, 20510 
Palm Beach International Airport, FL, 38875 
Rapid City Regional Airport, SD, 5018 
Redmond, OR, et al., 3753 
Sacramento International Airport, CA, 3527 
San Jose, CA, et al., 8758 
Santa Barbara, CA, et al., 25017 
Santa Barbara Municipal Airport, CA, 1223 
Sawyer Intemational Airport, MI, 19425 
Stewart International Airport, NY, 3266 
Tampa Intemational Airport, FL, 19037 
Tulsa Airport Authority, OK, et al., 40718 
Tulsa International Airport, OK, 13819 


William R. Fairchild International Airport, WA, 


30187 
Yeager Airport, WV, 37198 


Reports and guidance documents; availability, etc.: 


Certification plans to address human factors for 


certification of transport airplane flight 
decks; agency review, 19958 

Nonmilitary helicopter noise effects on 
individuals in densely populated areas in 
Continental United States; report to 
Congress, 39220 

Normal, utility, acrobatic, and commuter 
category airplanes— 

Polymer matrix composite material systems; 
material qualification and equivalency; 
policy statement; comment request, 
37198 

Overflight services fees; letter to users, 12582 
Retrofit shoulder harness installations in small 
airplanes; approval methods; policy 

statement, 37449 


Communications Assistance for Law 
Enforcement Act; implementation; 
correction, 8666, 18255 

Computer III further remand proceedings; Bell 
Operating Co. enhanced services provision; 
clarification, 33480 

Federal-State Joint Board on Universal Service 

Carrier-imposed charges inclusion in 
contribution base; challenges denied, 
25864 

Contributions based on prior year revenues, 
4577 

National Exchange Carrier Association, Inc.; 
Board of Directors; changes, 12135, 
34407 

Non-rural exchange carriers; high-cost 
support mechanism; support amounts 
calculation, etc., 26513 

Incumbent local exchange carriers— 

Accounting and reporting requirements; 
comprehensive review, 16328 

Depreciation requirements review; 1998 
biennial regulatory review, 18926 

Individuals with hearing and speech disabilities; 
telecommunications relay and speech-to- 
speech services, 38432 

Interconnection— 

Unbundled network elements combinations 
use to provide exchange access service; 
clarification, 38214 

Wireline services offering advanced 
telecommunications capability; 
deployment, 1331, 7744, 8280 

Local competition and broadband reporting 
program, 19675 

Correction, 24653 

Local exchange carriers, low-volume long 
distance users, and Federal-State Joint 
Board on Universal Service— 

Access charge reform and price cap 
performance review, 38684 

Local telephone networks that incumbent local 
telephone companies must make available 
to competitors; portion specifications, 
19334 


FEDERAL REGISTER INDEX, January--June 2000 


| 
| | 
| 
| 
| | 
| | 
| | 
| | 
| 
| | 
= 


Numbering resource optimization, 37703 

Personal communications services— 

Geographic partitioning and spectrum 
disaggregation by commercial mobile 
radio services licensees; market entry 
barriers elimination; petitions dismissed, 
25452 

Installment payment financing for PCS 
licenses; reconsideration petition, 14213 

Narrowband rules; modifications; competitive 
bidding, 35843 

Point-to-point and point-to-multipoint common 
carrier and private operational fixed 
microwave rules; consolidation, 38324 

Public mobile services— 

Revision, 25450 

Satellite communications— 

Earth stations operating with non-U.S. 
licensed space stations; application 
requirements; reconsideration; correction, 
3614, 16327 

Telecommunications Act of 1996; 
implementation— 

Telemessaging, electronic publishing, and 
alarm monitoring services; clarification, 
etc., 5267 

Unbundled shared transport facilities use in 
conjunction with unbundled switching; 
local competition provisions, 2542 

Telecommunications facilities; inside wiring 
quality standards, 4137 

Terminal equipment connection to telephone 
network— 

Truth-in-billing and billing format; common 
sense principles; correction, 36637 

Wireless telecommunications services— 

746-764 and 776-794 MHz bands; service 
tules, 3139, 12483, 17594 

Cellular radiotelephone service; geographic 
partitioning and spectrum disaggregation, 
37055 

Cellular Telecommunications Industry 
Association’s petition for forbearance 
from commercial mobile radio services 
number portability obligations, etc., 
18256 

Wireline services offering advanced 
telecommunications capability; deployment, 
6912 

Digital television stations; table of assignments: 

New York, 25865 

Emergency Alert System, 21657 

Frequency allocations and radio treaty matters: 
Table of Frequency Allocations; revision, 4636 

Organization, functions, and authority delegations: 

Headquarters; address change, 14476 

Wireless Telecommunications Bureau Chief, 
374 

Practice and procedure: 

Apparent liability notices use and facts 
underlying apparent liability notices in 
subsequent proceedings; petition denied, 
4891 

Forbearance petitions; separate pleadings, 7460 

Pole attachments; maximum just and reasonable 
rates, 31270 

Correction, 34820 

Radio broadcasting: 

Broadcast and cable EEO rules and policies, 
7448 

Effective date, 24654 

Low power FM radio service; creation and 
operation, 7616 

Noncommercial educational broadcast station 
applicants; comparative standards 
reexamination, 36375 


Radio frequency devices: 
Radio services operating above 40 GHz; new 
radio applications; petitions denied, 38431 
Radio services, special: 
Amateur services— 

Operator license structure simplification, etc., 

6548 
Fixed microwave services— 

Multiple address systems; 928/952/956, 932/ 
941, and 928/959 MHz band allocations, 
17445 

Mobile services; regulatory treatment; 
reconsideration petitions, 15559 
Private land mobile services— 

220-222 MHz band; geographic partitioning 
and spectrum disaggregation, 39559 

800 MHz Specialized Mobile Radio service; 
future development, 7749 

Commercial mobile radio service; petitions 
dismissed or denied, 24419 

Radio stations; table of assignments: 

Alabama, 31498 

Arizona, 33779, 36374 

Arkansas, 17179 

Califomia, 17607 

Colorado, 1824, 30547, 33779, 37709 

Florida, 3152, 7748, 36638, 37709 

Georgia, 31498 

Hawaii, 20380 

Iowa, 11477 

Kansas, 17180 

Louisiana, 17179, 36374 

Maine, 25669 

Massachusetts, 20760 

Michigan, 220, 34988, 34989, 34990 

Mississippi, 219 

Montana, 3152, 7747, 31101 

Nebraska, 8880, 11477, 31100 

Nevada, 8880 

New Hampshire, 17607, 25669, 36638 

New Mexico, 34989 

New York, 7747, 11478, 33778 

Oklahoma, 11476, 19335, 34988 

Oregon, 7747 

South Carolina, 35588 

Texas, 3151, 7748, 13250, 16149, 16335, 
19335, 20915, 25452, 25453, 33778, 
34988, 34989, 35588, 36637 

Various States, 10030, 17775, 34991 

Vermont, 3150, 25669 

West Virginia, 36638 

Wisconsin, 220, 11750 

Wyoming, 1823, 30547, 31100, 34990, 36374 

Television broadcasting: 

Broadcast and cable EEO rules and policies, 

7448 
Effective date, 24654 

Cable Television Consumer Protection and 
Competition Act of 1992— 

Horizontal ownership limits, 12135 

Horizontal ownership limits; stay lifted, 
36382 

Class A television service; establishment, 29985 

Correction, 34405 

Digital television spectrum; ancillary or 
supplementary use; fees, 6544 

Improved model for predicting broadcast 
television field strength received at 
individual locations; establishment, 36639 

Satellite Home Viewer Improvement Act; 
implementation— 

Retransmission consent issues; good faith 
negotiation and exclusivity, 15559 

Retransmission consent violations; 
enforcement procedures, 10718 

Telecommunications Act of 1996; 
implementation— 

Closed captioning and video description of 
video programming; emergency 
programming accessibility, 26757 

Open video systems, 375 
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FCC 


Transmission standards; CFR correction, 7749 
Two-way transmissions; multipoint distribution 
service and instructional television fixed 
service licensees participation, 4136 
Television stations; table of assignments: 
New York and Pennsylvania, 7749 


PROPOSED RULES 
Common carrier services: 

Carrier identification codes; *‘soft slamming’ 
and carrier identification problems arising 
from shared use, and resellers requirement 
to obtain own codes, 33281, 36651 

Commercial mobile radio services— 

Digital wireless systems, TTY access for 911 
calls; implementation, 33506 

Incumbent local exchange carriers; depreciation 
requirements review; 1998 biennial 
regulatory review, 19725 

Individuals with hearing and speech disabilities; 
telecc ications relay and speech-to- 
speech services, 38490 

Local exchange carriers, low-volume long 
distance users, and Federal-State Joint 
Board on Universal Service— 

Access charge reform and price cap 
performance review, 13933 

Numbering resource optimization, 37749 

Personal communications services— 

Installment payment financing for PCS 
licensees, 37092 

Narrowband spectrum; unlicensed megahertz; 
decision whether to license or not; 
competitive bidding, 35875 

Point-to-point and point-to-multipoint common 
carrier and private operational fixed 
microwave rules; consolidation, 38333 

Satellite communications— 

2 GHz mobile satellite service systems; 
authorization, 6950 

INTELSAT space segment capacity 
availability to direct access users, 35312 

Tariffs— 

Competitive local exchange carriers interstate 
access services; mandatory detariffing, 
39335 

Telecc ications Act of 1996; 
implementation— 

Unbundled shared transport facilities use in 
conjunction with unbundled switching; 
local competition provisions, 2367 

Terminal equipment, connection to telephone 
network— 

Customer premises equipment; technical 
criteria and registration streamlining; 
biennial review, 34629 

Transfer of 4.9 GHz band from Federal 
Govemment to private sector use, 14230 

Wireless telecommunications services— 

Gulf of Mexico Service Area; cellular service 
and other commercial mobile radio 
services, 24168 

Specialized mobile radio (SMR) systems in 
800 MHz frequency band; future 
development facilitation, 15599 

Wireless E911; call back number issues 
associated with non-service initialized 
calls, 35601 

Digital television stations; table of assignments: 

Alaska, 36808 

Georgia, 36808 

Oklahoma, 37752 

Texas, 36809, 37752 

Virginia, 24670, 36808 

Frequency allocations and radio treaty matters: 

Software defined radios; inquiry, 17246 

Practice and procedure: 

Communication between applicants in spectrum 

auctions, 6113 
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FCC 


Regulatory fees (2000 FY); assessment and 
collection, 19580 
Radio frequency devices: 
Ultra-wideband transmission systems rules; 
revision, 37332 
Radio services, special: 
Fixed microwave services— 

Multiple address systems; 932/941 MHz band 
allocations; applications dismissal; 
correction, 2097 

Maritime communications; rules consolidation, 
revision, and streamlining, 21694 
Personal radio services— 
Personal locator beacons; 406.025 MHz use 
authorization, 4935 
Radio stations; table of assignments: 
Alabama, 7817, 20791, 20935 
Arizona, 11538, 11539, 11540, 25463 
California, 11537, 11538, 11539, 11955, 13261, 
20790, 30047, 33799, 36652 
Colorado, 33798 
Florida, 7817, 11541, 16160, 30046, 36399, 
37753 
Georgia, 7815, 17617, 17619, 37753 
Hawaii, 8931, 33798 
Idaho, 1843, 10043, 11540, 13260, 16558, 
31130 
Illinois, 3406 
Indiana, 11540 
Kansas, 3407, 30047 
Kentucky, 7816, 34996 
Louisiana, 8931, 17248 
Massachusetts, 4401 
Michigan, 30558, 34998 
Minnesota, 13261, 16366, 17618, 20790 
Montana, 1843, 10043, 17617, 36652 
Nebraska, 4798 
Nevada, 7815, 15885 
New Mexico, 1843, 4798, 25697 
New York, 270, 16558, 17618 
North Dakota, 36399 
Oklahoma, 4400 
Oregon, 1843 
Pennsylvania, 12155, 15886 
South Carolina, 7815 
South Dakota, 12155 
Tennessee, 4799, 20935 
Texas, 4401, 7817, 8931, 11537, 11538, 11539, 
16559, 17618, 20936, 31131, 33799, 34998 
Various States, 8679, 20935, 34997 
Vermont, 7815 
Virgin Islands, 37754 
Washington, 7816, 15886 
West Virginia, 36399 
Wisconsin, 10044, 13261, 20790 
Semi-annual agenda, 23800 
Television broadcasting: 
Broadcast iicensees; public interest obligations, 
4211 
Cable television systems— 

Consumer electronics equipment and cable 
systems; compatibility, 24671 

New television markets and their designated 
communities; list, 7481 

Children’s television programming; filing 
requirements extended, 25895 

Class A television service; establishment, 3188 

Digital television conversion; rules and policies, 
15600 

Improved model for predicting broadcast 
television field strength received at 
individual locations, 4923 

Satellite Home Viewer Act; implementation— 

Broadcast signal carriage issues, 40564 

Network nonduplication, syndicated 
exclusivity, and sports blackout rules; 
application to satellite retransmissions, 
4927 


NOTICES 
Agency information collection activities: 


Proposed collection; comment request, 1151, 
3233, 3234, 3236, 4246, 4607, 4972, 6600, 
7552, 7872, 9265, 10092, 11314, 11577, 
11578, 12000, 12552, 12995, 13969, 
13970, 13971, 14560, 14561, 15154, 
16201, 16202, 16616, 17876, 18332, 
18333, 19379, 20158, 20159, 20980, 
20981, 20983, 21181, 21182, 24482, 
24483, 25328, 25483, 26201, 26832, 
30118, 30596, 31552, 33544, 33545, 
33546, 33547, 34467, 35090, 36692, 
37133, 37134, 37977, 37978, 38553, 39617 

Reporting and recordkeeping requirements, 298, 
4246, 17876, 24696, 30597, 32094, 33817, 
35345, 36693, 37386, 37979, 40093 

Submission for OMB review; comment request, 
1154, 1155, 4973, 6600, 9266, 10495, 
10496, 11315, 15155, 25484, 25485, 
30119, 30597, 33546, 35346, 39618 

Committees; establishment, renewal, termination, 
etc.: 

Network Reliability and Interoperability 
Council, 12002 

Common carrier services: 

Revenue threshold; annual adjustment, 36693 

Satellite communications— 

Global international section 214 
authorizations; Exclusion List, 3715 

Telecc ications Act of 1996; 

implementation— 


Advanced telecor ications capability; 
deployment to Americans in reasonable 
and timely fashion; inquiry, 11059 


Infrastructure sharing provisions, 26203 


Telecommunications relay services, North 
American numbering plan, local number 
portability, and universal service support 
mechanisms, administration— 

Streamlined contributor reporting 
requirements, 10093 


Telecc ications services between United 
States and Cuba, 25328, 39400 


Wireless telecommunications services— 
218-219 MHz service; election date change, 
11059 
218-219 MHz services; restructuring options 
and remedial bidding credits; 
implementation procedures, 35633 
700 MHz bands; spectrum auction service 
tules; invitation for opposition and reply 
comments, 11060 
700 MHz guard bands; licenses auction; 
reserve prices or minimum opening bids, 
14561, 21182, 30598 
700 MHz guard bands; pre-auction seminar, 
24484 
747-762 and 777-792 MHz band pre-auction 
seminar, 24484 
747-762 and 777-792 MHz bands; license 
auctions; simultaneous multiple round 
auction design modification to allow 
combinatorial (package) bidding, 35636 
800 MHz specialized mobile service licenses 
auction; reserve prices or minimum 
opening bids, etc., 17268, 17272, 24484 
800 MHz specialized mobile radio service; 
licenses auction in General Category 
(851-854 MHz) and Upper (861-865 
MHz) Bands, 39388 
Amateur service club and military recreation 
station call sign administrators; 
applications, 11060 
AM, FM, LPTV, and TV broadcast 
construction permits; supplemental 
closed broadcast auctions; minimum 
opening bids, etc., 13749 
Canada-United States; use of 220-222 MHz 
band along border; interim sharing 
arrangement, 16392 
Fixed, mobile, and broadcasting services in 
747-762 and 777-792 MHz bands; 
licenses auction, 2956, 12251, 16202, 
21196, 30598 
Fixed point-to-point microwave services 38.6 
to 40.0 GHz (39 GHz) band; license 
auction; minimum opening bids and 
other procedure issues, 9310 
Personal communications services; C and F 
block broadband spectrum; licenses 
auction postponed, 37562 
Personal communications services; C block 
broadband spectrum auctions; 
reconsideration petitions, 18333 
SBC Communications Inc. and Nextel 
Communications, Inc.; petitions 
regarding PCS C and F block mules, 8976 
Environmental statements; availability, etc.: 
Human exposure to radiofrequency emissions; 
regulatory compliance deadline, 26202 
Frequency allocations and radio treaty matters: 
3650-3700 MHz band (extended C-band); 
government transfer, 36900 
Meetings: 
Emergency Alert System National Advisory 
Committee, 4247 
Federal-State Joint Board on Universal Service, 
11579 
Federal-State Joint Conference on Advanced 
Telecommunications Services; field hearing 
schedule, 11778 
Network Reliability and Interoperability 
Council, 12003, 12996, 24212 
North American Numbering Council, 460, 5869, 
12003, 19897, 26833, 35932 
Public Safety National Coordination Committee, 
2176, 14565, 26612 
Technological Advisory Council, 4974, 24958 
Meetings; Sunshine Act, 3237, 7553, 9267, 14280, 
14566, 19764, 30409, 35933 
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Privacy Act: 
Systems of records, 18103, 18105 
Radio services, special: 
Maritime communications; telecommunications 
carriers providing telecommunications to 
public for fee, 21764 
Reports and guidance documents; availability, etc.: 
Telecommunications Reporting Worksheet; 
program administrators; consolidated data 
collection procedures; comment request, 
34467 
Rulemaking proceedings; petitions filed, granted, 
denied, etc., 3451, 4974, 5870, 7392, 7873, 
8363, 12004, 12996, 15640, 15907, 17879, 
18334, 24212, 31316, 31552, 38831 
Television broadcasting: 
Blanco, TX— 
Auction filing window for new television 
station (Channel 52), 300 
Licenses auction for new station construction 
permit, 39400 
Cable television systems— 
Video programming delivery; market 
competition status; annual assessment, 
4425 
Digital television stations; table of 
assignments— 
Illinois, 30599 
Limited low power television/television 
translator/Class A television auction filing 
window, 39619 
New analog television stations; applications and 
allotment petitions; window filing 
opportunity, 15640 
Video services— 
MDS and ITFS applications for two-way 
operations; new filing window, 39900 
Applications, hearings, determinations, etc.: 
Airadigm Communications Inc., 11578 
MediaOne Group, Inc., et al., 4819 
Qualcomm Inc., 9266 


Federal Contract Compliance 
Programs Office 


PROPOSED RULES 
Affirmative action and nondiscrimination 
obligations of contractors and subcontractors: 
Affirmative action programs; requirements, 
26088 


Federal Crop Insurance Corporation 


RULES 
Administrative regulations: 

Crop insurance benefits denied due to 
conviction of controlled substance 
violation; technical correction, 29941 

Reinsurance agreement; standards for approval; 
regulations for 1997 and subsequent 
reinsurance years, 3781 

Catastrophic risk protection endorsement 
regulations for 1999 and subsequent 
reinsurance years, etc., 40483 

Crop insurance regulations: 

Forage production crop and forage seeding crop, 
3782 

Correction, 11457 


PROPOSED RULES 
Crop insurance regulations: 

Figs, pears, walnuts, almonds, prunes, table 
grapes, peaches, plums, apples, and 
stonefruit, 6033 

Millet crop, 37919 

Small grains crop insurance provisions and 
wheat crop insurance winter coverage 
endorsement, 21144 


NOTICES 
Crop revenue coverage: 
Canola/rapeseed, corn, feed barley, spring 
wheat, soybeans, and sunflowers, 1678 


Federal Deposit Insurance 
Corporation 


RULES 

Asset purchase restrictions, 14816 

Consumer financial information; privacy 
requirements, 35162 

Insured State banks; activities and investments, 
15526 

Minority and women outreach program- 
contracting: 

Contracting benefits to small disadvantaged 
businesses, 31250 


PROPOSED RULES 

Consumer financial information; privacy 
requirements, 8770 

Federal Deposit Insurance Act: 

Customer information safeguard standards 
establishment; and safety and soundness 
standards Year 2000 guidelines rescission, 
39472 

Gramm-Leach-Bliley Act; implementation: 

Community Reinvestment Act (CRA)-related 
agreements; disclosure and reporting, 
31962 

Risk-based capital: 
Recourse and direct credit substitutes, 12320 
Semi-annual agenda, 23848 
NOTICES 
Agency information collection activities: 

Proposed collection; comment request, 6371, 
13761, 14566, 14567, 15333, 15640, 
20847, 26658, 34801 

Submission for OMB review; comment request, 
1229, 11061, 11633, 24959, 32094, 33323, 
33324, 34468, 36757 

Federal Deposit Insurance Act: 

Deposit insurance applications; General 

Counsel’s opinion, 14568 
Meetings: 
Financial services industry; consumer privacy; 
public forum, 11062 
Meetings; Sunshine Act, 1634, 6211, 7392, 9267, 
10789, 12004, 12265, 13762, 15908, 16203, 
21197, 21433, 26613, 26833, 30990, 35347, 
35934, 36693, 38553 
Reports and guidance documents; availability, etc.: 

Federal banking and thrift agencies; capital and 
accounting standards differences; report to 
congressional committees, 40664 


Federal Election Commission 


RULES 
Compliance procedures: 

Administrative fines; reporting requirements 
violations; civil money penalties; 
transmittal to Congress, 31787 

Freedom of Information Act; implementation, 
9201 

Presidential primary and general election 
candidates; public financing: 

Electronic filing of reports, 38415 

Eligibility requirements and funding expenditure 
and repayment procedures, 20893 

Reports by political committees: 

Campaign finance reports and statements; copies 
filed with State officers; transmittal to 
Congress, 15221, 36053 

PROPOSED RULES 
Compliance procedures: 

Administrative fines; reporting requirements 

violations; civil money penalties, 16534 
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Federal Emergency 


Internet use for campaign activity; inquiry, 1074 
Presidential primary and general election 
candidates; public financing: 
Electronic filing of reports, 19339 
Eligibility requirements and funding expenditure 
and repayment procedures; termination, 
15273 
Reports by political committees: 
Election cycle reporting by authorized 
committees, 25672 
NOTICES 
Meetings; Sunshine Act, 773, 2177, 3237, 3962, 
4608, 4974, 6372, 9267, 12553, 14281, 
14973, 16918, 18106, 21197, 25924, 30119, 
31553, 35091, 36694, 37562 
Presidential campaign committees; computerized 
magnetic media requirements, 32094 
Presidential candidates (2000): 
Matching fund and statement of net outstanding 
campaign obligations; submission dates, 
3237 


Federal Emergency Management 
Agency 


RULES 
Disaster assistance: 

Hurricane Floyd property acquisition and 

relocation grants, 7270 
Flood elevation determinations: 

Various States, 6014, 6018, 6022, 6025, 6028, 
6031, 7440, 7443, 19664, 19666, 19669, 
35584, 35587, 36068, 36069, 36070, 
36072, 36634, 38212, 38429 

Flood insurance; communities eligible for sale: 

Various States, 1554, 1555, 8662, 8664, 20090. 

30545 
Flood insurance program: 

Insurance coverage and rates— 

Insured structures; inspection by 
communities, 39726 
Write-your-own program— 
Private sector property insurers assistance, 
36633 
PROPOSED RULES 
Disaster assistance: 
Debris removal, 31129 
Public assistance program administration— 
Insurance requirements, 8927 
Flood elevation determinations: 

Various States, 1435, 6103, 6105, 7471, 19710, 

35592, 35596, 38478 
Flood insurance program: 
Insurance coverage and rates— 
Standard Flood Insurance Policy; changes, 
34824 
Semi-annual agenda, 23606 
NOTICES 
Agency information collection activities: 

Proposed collection; comment request, 2961, 
4820, 5870, 8706, 10789, 10790, 14973, 
15156, 36137, 36694 

Submission for OMB review; comment request, 
4821, 5871, 26203, 26204, 26205 

Disaster and emergency areas: 

Alabama, 12005, 18106 

Alaska, 12005, 12006, 19765 

District of Columbia, 21765 

Georgia, 6211, 7013, 7014, 10791, 11062, 
12006, 18107 

Kansas, 31171, 32095 

Kentucky, 2962, 4821, 4822, 5872, 13762, 
14281, 15908 

Louisiana, 10791, 12008 

Maine, 30599, 34181, 36138, 36695 
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Federal Emergency 


Maryland, 21765, 26205, 30599 
Missouri, 32095, 36139 
New Mexico, 32096, 32097, 34181, 36139, 
36695, 38279 
North Carolina, 4822, 7014, 7015, 8708 
Ohio, 14974, 14975 
South Carolina, 7015, 7016, 11063 
South Dakota, 36140 
Texas, 460, 21766 
Virginia, 13763, 14281, 14975, 15908, 18107 
Virgin Islands, 5872, 38279 
West Virginia, 14282, 14975, 14976 
Flood insurance program: 
Flood map changes, 40376 
Map changes, flood insurance study backup 
data, and map and insurance products; fee 
schedule, 25726 
Grants and cooperative agreements; availability, 
etc.: 
Fire Defense Deployment Analysis, 12007, 
21766 
Presidentially declared disaster-related needs 
unmet by Federal disaster relief programs; 
State allocation of funds, 1389 
U.S. Fire Administrator’s National Fire Safety 
Campaign Program, 36140 
Meetings: 
Dam Safety Interagency Committee, 14976 
Emergency Medical Services Federal 
Interagency Committee, 25485 
National Dam Safety Review Board, 14976 
National Fire Academy Board of Visitors, 8708 
Technical Mapping Advisory Council, 12007, 
18107, 34181, 37387 
Radiological emergency; State plans: 
Rhode Island, 32097 
Reports and guidance documents; availability, etc.: 
Flood insurance program; call for issues, 30600 


Federal Energy Regulatory 
Commission 


RULES 
Electric utilities (Federal Power Act): 
Open access same-time information system 
(OASIS) and standards of conduct— 
Uniform business practices, 17370 
Rate schedules filing— 
Electric rate schedule sheets; designation 
procedures, 18221 
Regional Transmission Organizations, 810, 
12088 
Section 205 filings; intervention and protest 
time frame; correction, 18229 
Information and requests: 
Public reference room procedures for record 
requests; revision, 33446 
Natural gas companies (Natural Gas Act): 
Facilities construction and operation, etc.; filing 
a of applications; correction, 11462, 18221 
ae Landowner notification, expanded categorical 
ee exclusions, and other environmental filing 
requirements, 15234 
Pipelines; project cost limits under blanket 
certificates, 12115 
Short-term and interstate natural gas 
transportation services; regulation, 10156, 
20902, 35706 
Natural Gas Policy Act: 
Short-term and interstate natural gas 
transportation services; regulation, 10156, 
20902, 35706 
Outer Continental Shelf Lands Act; 
implementation: 
Natural gas transportation through pipeline 
facilities on Outer Continental Shelf, 20354 
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Practice and procedure: 
Off-the-record communications; correction, 
18229 


PROPOSED RULES 
Electric utilities (Federal Power Act): 
Records preservation, 1484 
Natural gas companies (Natural Gas Act): 
Records preservation, 1484 
Section 7 new service applications; optional 
certificate and abandonment procedures, 
7803 
Natural Gas Policy Act: 
Sales and transportation of natural gas; 
termination of various proceedings, 10227 
Oil pipelines: 
Records preservation, 1484 
Practice and procedure: 
Public utilities; annual charges, 5289 
Well category determinations, 6048 
Semi-annual agenda, 23858 
NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 37533, 
38529 
Submission for OMB review; comment request, 
442, 14265, 26828, 31536 
Electric rate and corporate regulation filings: 
Ameren Energy Generating Co. et al., 17652, 
34159 
Ameren Operating Companies et al., 3676 
Ameren Service Co. et al., 35065 
American Electric Power Co. et al., 20152, 
40087 
ANP Bellingham Energy Co. et al., 21406 
Atlantic City Electric Co. et al., 37769, 40625 
Avista Corp. et al., 21737 
Avista Energy, Inc., et al., 16905 
Bangor Hydre Electric Co. et al., 6202 
Black River L.P. et al., 8356, 9260, 15145 
Bonneville Power Administration et al., 19370 
Cajun Electric Power Cooperative, Inc., et al., 
3953 
Califomia Electricity Oversight Board et al., 
8131 
California Independent System Operator Corp. 
et al., 33532 
CED Operating Co., L.P., et al., 36894 
Central Generadora Electrica San Jose, 
Limitada, et al., 11296 
Cinergy Services, Inc., et al., 6366, 35627 
CL Power Sales Three, L.L.C., et al., 8134 
Cobisa-Person L.P. et al., 16582 
Commonwealth Edison Co. et al., 34161 
Con Edison Solutions, Inc., et al., 8954 
Consolidated Edison Energy, Inc., et al., 2600, 
4409 
Consolidated Edison, Inc., et al., 7536 
Consolidated Water Power Co. et al., 19372 
Consumers Energy Co. et al., 31159 
Cook Inlet Energy Supply L.P. et al., 6596 
CP&L Holdings, Inc., et al., 37537 
CPV Gulfcoast, L.P., et al., 39381 
Delmarva Power & Light Co. et al., 15627 
DTE Energy Co. et al., 33534 
DTE River Rouge No. i, LLC, et al., 14554 
Duke Energy Hidalgo, L.P., et al., 11775 
Duke Energy Trenton, LLC, et al., 16906 
Duquesne Light Co. and Orion Power Midwest, 
LLC, et al., 13743 
El Segundo Power, LLC, et al., 14556 
EMI Dartmouth, Inc., et al., 4412 
Energy East Corp. et al., 766 
Entergy Nuclear Indian Point 3, LLC, 38819 
Entergy Services, Inc., et al., 34163 
EUA Ocean State Power Corp. et al., 39890 


Frontera Generation L.P. et al., 128 

Front Range Power Co., LLC, et al., 37127 

Fulton Cogeneration Associates, L.P., et al., 
11565 

GenPowell Dell, LLC, et al., 38821 

Huntley Power LLC, Dunkirk, et al., 3227 

Indeck Capital, Inc. and Black Hills Corp. et 
al., 30105 

Indeck Colorado, LLC, et al., 25478 

Indiana Michigan Power Co. et al., 30398 

ISO New England, Inc., et al., 20442 

Joliet Trust I et al., 37771 

Kincaid Generation L.L.C. et al., 7378 

Koch Power Louisiana, L.L.C., et al., 40627 

Lake Benton Power Partners II LLC et al., 
12981 

Lakefield Junction LLP, et al., 1362 

Lake Worth Generation L.L.C. et al., 2151 

La Paloma Generating Trust Ltd. et al., 2149 

LG&E Energy Marketing, Inc., et al., 3679 

Lone Star Steel Sales Co. et al., 34167 

Louisiana Generating, LLC, et al., 14268, 
15325, 15629 

Louisville Gas & Electric Co. et al., 19374, 
30980 

Madison Windpower LLC et al., 12983 

Merchant Energy Group of the Americas, Inc., 
et al., 24464 

Mexican Business Trust No. 111014-6 et al., 
11047 

MidAmerican Energy Co. et al., 25716 

Midwest Generation, LLC, et al., 25480 

NEPA Energy LP et al., 31540 

New Hampshire Electric Cooperative, Inc., et 
al., 16383 

Nisource Inc. et al., 24191 

Northeast Generation Co. et al., 10485 

Northern Maine Independent System 
Administrator, Inc., et al., 39140 

Northern States Power Co. et al., 11297 

North Hartland, LLC, et al., 5865, 15327 

Northwest Generation Co. et al., 19883 

Onondaga Cogeneration L.P. et al., 8696 

Orion Power MidWest, L.P., et al., 25320 

P&L Coal Holdings Corp. et al., 35920 

Pacific Gas & Electric Co. et al., 10487, 16585 

Panda Gila River, L.P., et al., 5625 

Panda Perkiomen Power, L.P., et al., 11994 

PG&E Energy Services Corp. et al., 24947 

Philbro Power LLC et al., 31160 

PJM Interconnection, L.L.C., et al., 37967 

Portland General Electric Company et al., 25916 

Potomac Edison Co. et al., 25916 

PPL Brunner Island, LLC, et al., 7379 

PPL Montana, LLC, et al., 30398 

PSEG Chorzow B.V. et al., 36428 

PSEG Power New York Inc. et al., 34168 

Public Service Co. of New Mexico et al., 38272 

Public Service Electric & Gas Co. et al., 2156 

Reliant Energy Northeast Generation, Inc., et 
al., 20447 

Rochester Gas & Electric Corp. et al., 19375 

Roswell Energy, Inc., 24466, 24467 

Saguaro Power Co. et al., 769 

SBR Associates and Ogden Haverhill Associates 
et al., 34688 

Sierra Pacific Power Co. et al., 443, 20961 

Statoil Energy Trading, Inc., et al., 21410 

Sun River Electric Cooperative, Inc., et al., 
17494 

Tenaska Alabama Partners, L.P., et al., 31892 

Texas Independent Energy Operating Co., LLC, 
et al., 13376 

Trigen-Syracuse Energy Corp. et al., 21411 

Tucson Electric Power Co. et al., 19748 

TXU (No. 5) Pty Ltd. et al., 31544 


FEDERAL REGISTER INDEX, January--June 2000 


| 
| 
| 
| 
| 
| | 
| 
| 
| | 
| 
| 
| 
| | 
| 


United Illuminating Co. et al., 11996, 15044 
Vermont Yankee Nuclear Power Corp. et al., 
2940 
West Fork Land Development Co., L.L.C., et 
al., 5333 
White River Electric Associates, Inc., et al., 
1628 
Wisconsin Electric Power Co. et al., 5629 
Wisconsin Power & Light Co. et al., 447 
Worthington Generation L.L.C. et al., 24950 
XENERGY, Inc., et al., 26598 
Electric utilities (Federal Power Act): 
Open access same-time information system 
(OASIS) and standards of conduct— 
OASIS Standards and Communication 
Protocols Document; changes, 36284 
Electric utilities; market-based rate quarterly 
transaction reports; docketing and processing 
change, 21739 
Environmental statements, availability, etc.: 
Alaska Village Electric Cooperative, Inc., 4243, 
40628 
Algonquin Gas Transmission Co., 24691 
Bigelow, John, 4956 
Central Vermont Public Service Corp., 13960 
Conner, Robert R., 20810 
Cordova Electric Cooperative, Inc., 26829 


Curtis/Palmer/Hydroelectric Co. LP et al., 11298 


Distrigas of Massachusetts Corp., 17654 

Duke Energy Corp., 39141 

El Dorado Irrigation District, 16907 

Erie Boulevard Hydropower L.P., 2942 

Erie Boulevard Hydropower L.P. et al., 38823 

Fall Line Hydro Co., 17496 

Florida Gas Transmission Co., 5336 

Georgia Power Co., 12542 

Grand River Dam Authority, 16908, 40090 

H.E.E.D. Co., Inc.; Slaughterhouse Gulch 
Project.; revocation, 25482 

Indiana Michigan Power Co., 20154 

Ketchikan, AK, et al., 33536 

Kimberly-Clark Tissue Co. et al., 13961 

Koch Gateway Pipeline Co., 4956 

Lower Valley Energy, 25716 

Metropolitan Water Reclamation District of 
Greater Chicago, 35630 

Minnesota Power, Inc., 18080 

Montana Natural Resources and Conservation 
Department, 19887 

Northern Border Pipeline Co., 4415 

Orion Power New York, 11997 

Pacific Gas and Electric Co., 17497 

PacifiCorp et al., 33315 

PacifiCorp Power Co., 10071, 20810 

Questar Southern Trails Pipeline Co., 11567 

Sitka, AK, 12542 

Southern LNG Inc., 2386 

Southern Natural Gas Co., 36433, 36434 

Sturgis, MI, 3440 

Tennessee Gas Pipeline Co., 18085 

Transcontinental Gas Pipe Line Corp. et al., 
18084 

Trans-Union Interstate Pipeline, L.P., 36436 

Virginia Hydro, Inc., 11777, 25717 

Williams Gas Pipelines Central, Inc., 36437 

Wisconsin River Power Co., 3440 

Wyoming Interstate Co., Ltd., 3440 

Yadkin, Inc., 5866, 7543, 16384, 35065 

Environmental statements; notice of intent: 

Algonquin Gas Transmission Corp., 2161 

Central New York Oil & Gas Co., LLC, et 
al., 10071 

CNG Transmission Corp., 15630 

Distrigas of Massachusetts Co., 20154 

Distrigas of Massachusetts Corp., 2942 

Eastern Shore Natural Gas Co., 8958 
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East Tennessee Natural Gas Co., 16908, 38275 
Florida Gas Transmission Co., 8136 

Horizon Pipeline Co., L.L.C., et al., 36128 
National Fuel Gas Supply Corp., 14963 
Northwest Pipeline Corp., 31548 

Petal Gas Storage, L.L.C., 4416, 13745 

S.D. Warren Co., 15324 

Trans-Union Interstate Pipeline, L.P., 6598 
Trunkline Gas Co., 37366 

Williams Gas Pipelines Central, Inc., 12542 


Hydroelectric applications, 131, 132, 450, 451,452, 


1861, 2387, 2603, 2604, 2605, 2606, 2607, 
2943, 2944, 3228, 3229, 3441, 3442, 3955, 
4418, 4419, 4420, 4957, 4958, 5024, 5337, 
5338, 5339, 6206, 6207, 6208, 7385, 7543, 
7544, 8359, 8698, 8960, 9263, 9264, 10074, 
10489, 11049, 11299, 11997, 12544, 12545, 
12546, 13747, 14272, 15147, 15148, 15323, 
15632, 16385, 16587, 16910, 16911, 16912, 
17497, 17655, 17863, 18086, 18087, 18088, 
19377, 19887, 19888, 19889, 20449, 20450, 
20811, 20964, 20965, 21176, 21739, 21740, 
21741, 24466, 24951, 25482, 25919, 25920, 
26601, 26602, 30108, 30399, 30400, 30583, 
30584, 30983, 30984, 31164, 31165, 31166, 
31167, 31168, 31169, 31306, 31307, 32087, 
32088, 33316, 33814, 33815, 34462, 34463, 
34464, 35067, 35068, 35921, 37541, 37542, 
37543, 37776, 37777, 38823, 39893, 39894, 
40090 
Meetings: 
Gulfstream Natural Gas System, L.L.C., 18989 
Millennium Pipeline Co., L.P., 37368 
Natural Gas Pipeline Co. of America, 18989 
Regional Transmission Organizations; regional 
collaborative workshops, 5633, 12547, 
14964, 15902, 17863 
Meetings; Sunshine Act, 1363, 3956, 4605, 5866, 
7386, 8961, 13381, 16196, 16387, 18989, 
21413, 30985, 32088, 34465, 35630, 36897, 
39384 
National Register of Historic Places: 
Programmatic agreement for managing 
properties; restricted service list— 
FPL Energy Maine Hydro, LLC, 2945 
New York Power Authority, 21176, 36689 
USGen New England Inc., 1149, 2228, 11998 
New filings made with Commission; voluntary 
identification, 17656 
Oil pipelines: 
Producer Price Index for Finished Goods; 
annual change, 33816 
Practice and procedure: 
Electronic publication of notices, 38824 
Industry reliability efforts; support procedures; 
comments request, 33537 
Off-the-record communications, 771, 3442, 
5868, 8139, 11300, 14273, 16912, 19890, 
24691, 30401, 33816, 36438, 38824 
Privacy Act: 
Systems of records, 21742 
Reports and guidance documents; availability, etc.: 
Interstate Natural Gas Facility on My Land? 
What I Need to Know; landowner 
pamphlet issuance, 16913 
Landowner pamphlet; revision, 13383 
New interstate natural gas pipeline facilities 
certification; policy statement, 7862 
Sunshine Act notice; format change, 36132 
Technology demonstration; e-commerce 
technologies and Internet use to develop 
markets for various power products, 31170 
Applications, hearings, determinations, etc.: 
AIM Pipeline Co., 15623 
Algonquin Gas Transmission Co., 7535 
Algonquin Gas Transmission Co. et al., 39605 
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Alliance Pipeline L.P., 24190 

Allied Companies, L.L.C., 38815 

Altanta Gas Light Co., 7861 

Ameren Operating Companies, 14265 

Ameren Services Co., 38815 

AmerGen Vermont, LLC, et al., 20147 

American Electric Power Service Corp. et al., 
35910 

American Energy Savings, Inc., 18076, 24946 

Amoco Energy Trading Corp. et al., 10067, 
11835, 30578 

ANP Bellingham Energy Co., 30578 

ANP Blackstone Energy Co., 30579 

ANP Marketing Co., 20958 

ANR Pipeline Co., 2600, 2936, 5024, 5331, 
6199, 6200, 6595, 12535, 13370, 13957, 
13958, 16580, 20148, 21732, 30395, 
35058, 36680, 37534, 39380, 40085 

Aquila Power Corp., 15900 

ARCO Products Co. et al., 5331, 10153 

Arizona Public Service Co., 35058 

Associated Natural Gas Co., 1621 

Atlanta Gas Light Co., 19881 

Atmos Energy Corp., 1621 

Avista Corp., 40085 

Baconton Power LLC, 35910, 36681 

Baltimore Gas & Electric Co., 33529 

Bangor Gas Co., 36424 

Bear Paw Energy L.L.C., 6365 

Black Marlin Pipeline Co., 39606 

Black Marlin Pipeline Co. et al., 18077 

Black River L.P., 8695, 10153 

Blandin Paper Co., 36425 

Bonneville Power Administration, 33529 

Boston Edison Co., 21733 

Boyston Municipal Light Department et al., 
40621 

Buccaneer Gas Pipeline Co., L.L.C., 21733 

Cabrillo Power II LLC, 14266, 35910 

California Electricity Oversight Board, 20958 

California Independent System Operator Corp., 
8128, 33811, 35911, 37126, 38529 

Canal Emirates Power International, Inc., 13370 

Canyon Creek Compression Co., 17862, 32083, 
39607 

Central Maine Power Co., 7535, 11772, 21733, 
40621 

Central New York Oil & Gas Co., LLC, 2145 

Central Power & Light Co. et al., 39380 

Central Vermont Public Service Corp., 1622, 
8695, 37965 

Chesapeake Panhandle L.P., 31537 

CinCap VII, LLC, et al., 30579 

Cinergy Services, Inc., 21405, 38816 

Clear Creek Storage Co., L.L.C., 17492 

CMS Distributed Power, L.L.C., 35626 

CNG Transmission Corp., 1622, 1623, 2146, 
4407, 5861, 5862, 7535, 11772, 11991, 
17258, 18982, 26592, 31154 

Cocheco Falls Associates, 11295 

Colorado Interstate Gas Co., 2937, 8128, 11045, 
12535, 15624, 18077, 21733, 25712, 
35058, 36681, 37768, 39607 

Colorado Interstate Gas Co. et al., 14266 

Columbia Gas Transmission Corp., 1361, 1623, 
1624, 2147, 4955, 5862, 8353, 11295, 
13371, 17651, 18983, 19365, 20809, 
25319, 36127, 38270, 38530, 40085 

Columbia Gulf Transmission Co., 1361, 6200, 
7536, 8353, 13372, 18983, 30098, 33313, 
36425 

Commonwealth Edison Co., 35911 

Commonwealth Edison Co. et al., 15900, 17492 

Commonwealth Power Co., 13372 

Conectiv Energy Supply, Inc., 26593 

Connecticut Light & Power Co., 26828 
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Federal Energy 


Connecticut Municipal Electric Energy 
Cooperative et al., 20151 

Conoco Power Marketing Inc., 8353 

Consolidated Edison Co. of New York, Inc., 
et al., 34156 

Constellation Power Source, Inc., 20439 

Consumers Energy Co., 21734, 36892 

Cove Point LNG L.P., 13739, 16580 

Dauphin Island Gathering Partners, 2147, 8353, 
25712, 38270, 39607 

Denver, CO, 30977 

DePere Energy LLC, 21734 

Destin Pipeline Co., L.L.C., 25713, 30396 

Detroit, MI, 30098 

Discovery Gas Transmission LLC, 30977, 
36681, 36893, 39608 

Distrigas of Massachusetts Corp., 7861, 13739, 
18983 

Dominion Transmission, Inc., 35059, 36127, 
40621 

Doswell L.P., 38816 

DTE Energy Co. et al., 34688 

DTE River Rouge No. 1, LLC, 21174, 35059 

Duke Energy Corp., 35911, 38912, 40622 

Duke Energy Hidalgo, L.P., 5862 

Duke Energy Intrastate Network, L.L.C., 25713 

Duke Energy St. Lucie, LLC, 35626 

Duke Energy Trenton, LLC, 30579 

Duke Energy Vermillion, LLC, et al., 30580 

Dynegy Inc. et al., 35912 

East Central Area Reliability Council et ai., 
25714 

Eastern Shore Natural Gas Co., 1624, 2148, 
2937, 15142, 15321, 24687, 31154, 36425, 
38271 

East Tennessee Natural Gas Co., 13740, 21175, 
33811, 35912, 37965 

Edison Sault Electric Co., 20148 

Egan Hub Partners, L.P., 24687 

Egan Hum Partners, L.P., 34156 

El Dorado Irrigation District, 7374, 8699 

Electric Energy, Inc., 35912 

Elkem Metals Co. et al., 35060 

El Paso Natural Gas Co., 1624, 5863, 7374, 
11992, 13372, 13740, 15901, 18984, 
18985, 19366, 30099, 35059, 36682, 38530 

EMW Marketing Corp., 40622 

Energy Trading Co., Inc., 35060 

Entergy Power Marketing Corp., 9258 

Entergy Power Marketing Corp. et al., 38530 

Entergy Services, Inc., 21734, 31155, 33614 

Equitrans, L.P., 5863, 11295, 13373, 18078, 
34461 

Erie Boulevard Hydropower, L.P., 37965 

ExxonMobil Chemical Co. et al., 3439 

ExxonMobil Pipeline Co., 15143 

First Electric Cooperative Corp., 15901 

Florida Gas Transmission Co., 5625, 5863, 
12536, 25319, 30099, 35061, 39608 

Florida Gas Transmission Co. et al., 8696 

Florida Power Corp., 14962, 20148 

FPL Energy Maine Hydro, 4407 

French Broad Electric Membership Corp., 
32083 

Fresno Cogeneration Partners, L.P., 38816 

Garden Banks Gas Pipeline, LLC, 31155, 35913 

Gas Research Institute, 37534 

Glacier Gas Co. et al., 8952 

Gleason Power I, L.L.C., et al., 15902 

Granite State Gas Transmission, Inc., 19366 

Great Lakes Energy Partners, LLC, 39608 

Great Lakes Gas Transmission L.P., 8953, 
12224, 26593 

Great Lakes Gas Transmission L.P. et al., 34157 

Great Northern Paper, Inc., 30977 

Green Mountain Energy Resources, L.L.C., 
15143 
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Guardian Pipeline, L.L.C., 15322 

Gulf States Transmission Corp., 15322, 39609 

Gulfstream Natural Gas System, L.L.C., 14962 

High Island Offshore System, L.L.C., 2938, 
13741, 32084 

Honeoye Storage Corp., 12536 

Horizon Pipeline Co., L.L.C., 18078 

Horsehead Industries, Inc., 36682 

Humble Gas Pipeline Co., 13741 

Idaho Power Co., 36893 

Indeck Colorado, LLC, 30580 

Indeck Maine Energy, LLC, 36893 

Indeck-Rockford, L.L.C., 30581 

Independence Pipeline Co. et al., 21735 

Indiana Michigan Power Co., 37966 

Indianapolis Power & Light Co., 24687, 30396, 
33812 

Indicated Shippers and Independent Petroleum 
Association of America, 16903 

InPower Marketing Corp., 20149 

International Paper Co., 8960 

Iroquois Gas Transmission System, L.P., 17651, 
30100, 30581 

ISO New England Inc., 38534, 39381 

It’s Electric & Gas, L.L.C., 38817 

Jackson Center, OH, et al., 1625 

James River Il, Inc., 14266 

Kansas City Power & Light Co., 35913, 35914 

Kansas Pipeline Co., 37364 

Kem River Gas Transmission Co., 1625, 3953, 
4955, 10067, 11992, 18985, 30100, 34462, 
35335, 36682 

Kinder Morgan Interstate Gas Transmission 
LLC, 11773, 24461, 24462, 24688, 25319, 
25477, 31155, 32084, 33531, 37535 

KN Energy, 37536 

KN Interstate Gas Transmission Co., 2938 

KN Wattenberg Transmission L.L.C., 31156, 
39609 

Koch Energy Trading, Inc., 40622 

Koch Gateway Pipeline Co., 1361, 7375, 9259, 
15322, 18985, 20149, 20439, 20959, 
33812, 36893 

KO Transmission Co., 12537 

Lakefield Junction, L.P., 25477 

Lake Worth Generation L.L.C. et al., 11564 

Louisiana Generating, LLC, 14554 

Louisiana Generating, LLC, et al., 15624 

Louisiana Intrastate Gas Co., L.L.C., 14962 

Louisiana Public Service Commission et al., 
20440 

Louisville Gas & Electric Co. et al., 35915 

LSP-Nelson Energy, LLC, 40623 

Madison Gas & Electric Co. et al., 8128 

Maine; Lower Kennebec River Comprehensive 
Settlement Accord, 128 

Mansfield Municipal Electric Department et al., 
31156 

Maritimes & Northeast Pipeline, L.L.C., 6595, 
8953 

Marquette Energy, L.L.C., 20150 

Merchant Energy Group of the Americas, Inc., 
26593 

Mexican Business Trust No. 111014-6 et al., 
14267 

Michigan Gas Storage Co., 35061 

MidAmerican Energy Co., 20440 

Mid-Continent Area Power Pool, 35915 

Mid-Tex G&T Electric Cooperative, Inc., et al., 
34157 

Midwest Electric Power, Inc., 36129 

Midwestern Gas Transmission Co., 6595, 8354, 
19366, 21735, 31538, 33813, 35336 

Midwest Generation, LLC, 35915 

MIGC, Inc., 1625, 10067 

Millennium Pipeline Co., LP, et al., 11565 


Mississippi Canyon Gas Pipeline, LLC, 19367, 
31156, 35916, 39609 

Mississippi Power Co., 10068 

Mississippi River Transmission Corp., 1857, 
20959, 35336, 36683, 39610 

Missouri Joint Municipal Electric Utility 
Commission et al., 20959 

Monongahela Power Co. et al., 35626 

Montana Power Company, 24462 

National Fuel Gas Distribution Corp., 8129 

National Fuel Gas Supply Corp., 1626, 3674, 
10485, 11045, 11773, 11993, 13958, 
15624, 16904, 18080, 18986, 25714, 30101 

Natural Gas Pipeline Co. of America, 1857, 
4407, 5625, 5864, 8129, 8699, 10782, 
11046, 11774, 16382, 18081, 19367, 
19746, 25478, 25715, 26594, 30396, 
32084, 36129, 36426, 37768 

Natural Gas Pipeline Co. of America et al., 
24688 

Nautilus Pipeline Co., L.L.C., 31157, 34688, 
35916 

Neligh, NE, 16904, 30978 

NEPA Energy LP, 38817 

Nevada Sun-Peak L.P. et al., 34158 

New Engiand Power Co. et al., 35916 

New England Power Pool, 24947, 32085, 37536 

New Hampshire Electric Cooperative, Inc., 
36130 

New York Independent System Operator, Inc., 
30101, 35917 

New York Independent System Operator, Inc., 
et al., 10068 

New York Power Authority, 24462 

New York State Electric & Gas Corp., 19747, 
25320 

Niagara Mohawk Energy Marketing, Inc., 37966 

Niagara Mohawk Power Corp., 17493 

NiSource Inc., 39890 

Norteno Pipeline Co. et al., 39138 

Northeast Energy Associates, L.P., 14267 

Northern Border Pipeline Co., 10068, 15143, 
36426 

Northern Natural Gas Co., 1626, 1627, 2939, 
4408, 8354, 13959, 15322, 18082, 24947, 
30101, 30102, 30103, 33314, 35061, 
36427, 39381 

Northern States Power Co., 35917 

Northwest Alaskan Pipeline Co., 33531 

Northwest Natural Gas Co., 24462 

Northwest Pipeline Corp., 5332, 7375, 8954, 
16382, 19881, 20150, 24689, 31538, 
35061, 36683, 37536 

NRG Energy Center Paxton, Inc., 40623 

NRG Power Marketing, Inc., 14267 

NSTAR Services Co., 38271 

NUI Corp., 14267 

Oconto Electric Cooperative, 12538 

OkTex Pipeline Co., 24689 

Old Dominion Electric Cooperative, 20151 

ONEOK WestTex Transmission, Inc., 40086 

Ouachita Power, L.L.C, 35062 

Overland Trail Transmission Co., 15624 

Overthrust Pipeline Co., 6200 

Ozark Gas Transmission, L.L.C., 26594 

P&L Coal Holdings Corp. et al., 35917, 40623 

Pacific Gas & Electric Co., 1858, 2148, 6595, 
7375, 10069, 11993, 16904, 17862, 19882, 
21735, 31157, 33314, 33813, 36131 

PacifiCorp, 12538, 13959, 17862 

Panda Gila River, L.P., et al., 30582 

Panhandle Eastern Pipe Line Co., 3439, 11774, 
13373, 16581, 18986, 25715, 30103, 
31157, 37537 

Panhandle Eastern Pipe Line Co. et al., 7536 

Pedricktown Cogeneration L.P., 34158 
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Pennsylvania Electric Co./GPU Genco, 8129, 
11835 

Petal Gas Storage, L.L.C., 1858, 6596, 12539, 
26595 

PG&E Dispersed Generating Co., LLC, 35063 

PG&E Gas Transmission, Northwest Corp., 
1859, 7375, 7376, 8354, 8355, 10069, 
13373, 13741, 13959, 19367, 30104, 
36684, 36894 

PG&E West Texas Pipeline, L.P., 8129 

Pine Needle LNG Co., LLC, 18986, 33314 

Pinnacle West Capital Corp. et al., 40624 

PJM Interconnection, L.L.C., 8130, 14268, 
36684 

PNM Electric & Gas Services, Inc., 39610 

PNM Gas Services et al., 39610 

Poco Marketing Ltd., 18987 

Poco Petroleum, Inc., 18987 

Portland General Electric Co. et al., 1859, 8130, 
15323, 19818 

Potomac Edison Co. et al., 37966 

Potomac Electric Power Co., 5864 

Power Authority of State of New York, 20966 

PowerGasSmart.com, Inc., 24463 

Prairieland Energy, Inc., 39890 

Providence Gas Co., 31158 

PSI Energy, Inc., et al., 11565, 16195 

Public Utilities Commission of State of 
California, 19747 

Public Utility District No. 2 of Grant County, 
WA, 2939, 24190 

Puget Sound Energy, Inc., 21735, 35627 

Questar Pipeline Co., 3674, 7376, 16383, 
17651, 21736, 25478, 26595, 31538, 
32085, 36684, 37537 

Questar Southern Trails Pipeline Co., 6365 

Rainy River Energy Corp., 30582 

Reliant Energy Desert Basin, LLC, et al., 20960 

Reliant Energy Gas Transmission Co., 1859, 
7376, 12539, 13742, 18987, 19368, 19369, 
20966, 24463, 24690, 25478, 30104, 
31158, 36685, 38271 

Reliant Energy Northeast Generation, Inc., 
40624 


Reliant Energy Shelby County, LP, et al., 26595 


Riverside Generating Co., L.L.C., 11775 

Rochester Gas & Electric Corp., 20152 

Sea Robin Pipeline Co., 1362, 8355, 36427 

Sinclair Oil Corp., 36894 

SkyGen Energy LLC, 33813 

Smarr EMC, 26596 

Southaven Power, LLC, et al., 5864 

South Carolina Electric & Gas Co., 16587, 
32085 

Southern California Edison Co., 21736, 36685, 
39139 

Southern Company Services, Inc., 443, 8130, 
31306, 38817 

Southern Energy Delta, L.L.C., et al., 35918 

Southern Indiana Gas & Electric Co., 128 

Southern Minnesota Municipal Power Agency, 
39139 

Southern Natural Gas Co., 1627, 4408, 12540, 
13742, 15044, 16195, 18987, 18988, 
19369, 24690, 30397, 30978, 32086, 38818 

Southern Natural Gas Co. et al., 15625 

Southern Union Gas Co., 38818 


South Georgia Natural Gas Co., 19369, 35063, _ 


37365 
Southwestern Public Service Co., 13742, 18083, 
35918 
Southwest Gas Storage Co., 13374 
Southwest Power Pool, Inc., 3953, 8768 
SOWEGA Power LLC, 34158 
St. Joseph Light & Power Co., 39611 
Stanfield Hub Services, LLC, 40086 
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Statoil Energy Trading, Inc., et al., 15324 

Stingray Pipeline Co., 39612 

Stockport Mill Country Inn Water Power 
Project, 35918 

Strategic Power Management, Inc., 20440, 
35918 

Sturgis, MI, 18988 

Sumas International Pipeline, Inc., 20960, 36130 

Sun River Electric Cooperative, Inc., 16581 

Tacoma Power, 35627 

Tacoma, WA, 31158 

Tampa Electric Co., 35919 

TCP Gathering Co., 37126 

Tenaska Power Services Co., 21736 

Tennessee Gas Pipeline Co., 2148, 6365, 17652, 
18988, 30397, 31539, 33814, 34159, 
34462, 35064, 36428, 36685 

Texas Eastem Transmission Corp., 1627, 3675, 
13960, 30104 

Texas Electric Marketing, L.L.C., 35064 

Texas Gas Transmission Co., 7377 

Texas Gas Transmission Corp., 6201, 7377, 
15144, 17258, 26829, 31159, 31539, 
38534, 39140 

Texas Gas Transmission Corp. et al., 18083 

Tosco Corp., 5332 

Trailblazer Pipeline Co., 17862, 19747, 32086, 
34159, 36130 

TransAlta Centralia Generation LLC, 6201 

TransAlta Energy Marketing (US), Inc., et al., 
17493 

TransColorado Gas Transmission Co., 5865, 
7377, 12540, 19748, 21175, 30105, 35064, 
36686 

Transcontinental Gas Pipe Line Corp., 3676, 
8130, 10069, 11993, 13374, 13375, 13960, 
15144, 15324, 16581, 19882, 20441, 
20809, 21736, 21737, 25914, 26596, 
30105, 31159, 36131 

Transcontinental Gas Pipe Line Corp. et al., 
37365 

TransEnergie U.S. Ltd., 17494, 36686, 37967 

Transok, LLC, 14962, 37365, 39612 

Transwestem Pipeline Co., 10069, 10070, 
10782, 18084, 19370, 24463, 25715, 
33314, 37366 

Trigen-Syracuse Energy Corp., 40624 

Trunkline Gas Co., 8954, 13376, 15144, 15626, 
33315 

Trunkline LNG Co., 26596, 26597, 35065 

Tucson Electric Power Co., 16196 

Tuscarora Gas Transmission Co., 4955, 36687 

Ultramar Inc. et al., 5332, 5333 

Unicom Investments, Inc., 20809 

USGen New England, Inc., 12540, 35919 

UtiliCorp United Inc. et al., 35920 

U-T Offshore System, L.L.C., 32086, 36687 

Venice Gathering System, L.L.C., 8355 

Vermont Yankee Nuclear Power Corp. et al., 
25915 

Viking Gas Transmission Co., 11775, 12541, 
36688 

Wells Rural Electric Co., 3676 

Westar Generating II, Inc., 36894 

Western New York Wind Corp., 30583 

Western Resources, Inc., et al., 37967 

West Penn Power Co. et al., 11046 

Williams Energy Marketing & Trading Co., 
15626 

Williams Flexible Generation, LLC, 38819 

Williams Gas Pipelines Central, Inc., 1860, 
4956, 9259, 13376, 20810, 20960, 21803, 
36131, 36428, 36688, 37769, 38535 

Williston Basin Interstate Pipeline Co., 1628, 
4408, 6201, 6202, 6596, 10070, 26597, 

30979, 32087, 39612 


Federal Highway 


Wisconsin Electric Power Co., 13376, 20810 
Wisconsin Public Power, Inc., 8355 
Worthington Generation L.L.C., 36688 
Wyoming Interstate Co., LTD., 1860, 11050, 
15325, 15626, 20151, 21737, 40087 
Young Gas Storage Co., Ltd., 10070, 12318 


Federal Financial Institutions 
Examination Council 


NOTICES 
Community Reinvestment Act: 
Community reinvestment; interagency questions 
and answers, 25088 

Freedom of Information Act; implementation, 
31960 

Uniform Retail Credit Classification and Account 
Management Policy, 36903 


Federal Highway Administration 


RULES 
Engineering and traffic operations: 
Emergency relief program; disaster threshold, 
25441 
Uniform Traffic Control Devices Manual— 
Center line and edge line markings, 9 
Metropolitan and statewide planning; 
nondiscrimination in federally assisted 
programs, 31803 
PROPOSED RULES 
Engineering and traffic operations: 
Utility facilities, 6344 
Intelligent transportation system architecture and 
standards, 33994 
Statewide and metropolitan transportation 
planning, 33922 
Transportation decisionmaking; National 
Environmental Protection Act procedures; 
public parks, wildlife and waterfowl refuges, 
and historic sites protection, 33960 
NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 1425, 
3001, 18421, 26269 
Submission for OMB review; comment request, 
1426, 17702, 38876 
Environmental statements; notice of intent: 
Allegheny County, PA, 20510 
Bexar County, TX, 36754 
Butler County, OH, et al., 35155 
Charles Counties, MD, 19807 
Clark County, NV, 5388 
District of Columbia, Prince George’s County, 
MD, and Alexandria and Fairfax County, 
VA, 5925 
Douglas and Franklin Counties, KS, 18145 
Dubois County, IN, 35416 
Erie and Genesee Counties, NY, 7905 
Faulkner County, AR, 30473 
Franklin and Licking Counties, OH, 32148 
Glacier County, MT, 3528 
Hamilton County, IN, 38624 
Harris County, TX, 549, 550 
Indianapolis to Evansville, IN; 1-69 Corridor 18 
extension, 551 
Jefferson, Clear Creek, Summit, Eagle, and 
Garfield Counties, CO, 4014 
Jefferson Parish, LA, 2670 
Lehigh and Northampton Counties, PA, 26656 
Linn County, IA, 5926 
Lycoming County, PA, 38625 
Marion County, OR, 158 
Mason County, WA, 20511 
Merced County, CA, 4015 
Milwaukee and Waukesha Counties, WI, 39464 
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Federal Highway 


Montgomery Counties, TX, 549 

Obion and Dyer Counties, TN, et al., 7096 

Ontonagon County, MI, 1943 

Ouachita Parish, LA, 39465 

Peoria County et al., IL, 24531 

Pike County, KY and Mingo County, WV, 
14008 

Prince George’s County, MD, 19807, 25020 

Randolph and Tucker Counties, WV, 19425 

Randolph County, NC, 19961 

Sandoval County, NM, 15194 

San Francisco City and County, CA, 7905 

Shannon County, MO, 13352 

St. Joseph County, MI, 38876 

St. Louis County, MN, 8469 

Texas and Howell Counties, MO, 13353 

Tippecanoe, Carroll, and Cass Counties, IN, 552 

Tucker County, WV, 30474 

Union and Mecklenburg Counties, NC, 19961 

Utah and Wasatch Counties, UT, 9305 

Valencia County, NM, 26271 

Valley County, ID, 3754 

Vancouver, WA, 36755 

Washington and Benton Counties, AR, 5720 

Waukesha and Washington Counties, WI, 10146 

Wexford, Grand Traverse, and Kalkaska 
Counties, MI, 8470 

Woodrow Wilson Bridge, Potomac River; 
District of Columbia, Prince George’s 
County, MD, and Alexandria and Fairfax 
County, VA, 801 

Worchester and Auburn, MA, 19038 

York and Lancaster Counties, SC, 14335 

Grants and cooperative agreements; availability, 
etc.: 

Congestion mitigation and air quality 
improvement program; high speed rail 
projects, 16997 

Ferry Boat Discretionary Program, 19808 

Transportation Equity Act for 21st Century— 

National Corridor Planning and Development 
Program and Coordinated Border 
Infrastructure Program; implementation 
guidance, 37819 

Transportation Infrastructure Finance and 
Innovation Act of 1998; eligible surface 
transportation projects; credit assistance, 
30182 

Meetings: 

Highway motor fuel reporting reassessment; 
workshops, 2222 

Intelligent Transportation Society of America, 
17332, 17333, 35156 

Transportation Equity Act for 2ist Century; 
implementation: 

Congestion Mitigation and Air Quality 
Improvement Program, 9040, 15931 

Wetland banking agreements: 

Pennsylvania, 20240 


Federal Housing Enterprise Oversight 
Office 


RULES 
Equal Access to Justice Act; implementation, 
26731 
Organization, functions, and authority delegations, 
39786 
PROPOSED RULES 
Equal Access to Justice Act; implementation, 7312 
Freedom of Information Act; implementation, 
33790 
Risk-based capital: 
Stress test; House Price Index (HPI) use and 
benchmark credit loss experience 
determination, 13251 


Semi-annual agenda, 23654 


Federal Housing Finance Board 


RULES 


Affordable housing program operation: 
Program requirements clarification, 203 


Reporting and recordkeeping requirements, 5418 


Agency regulations reorganization, 8253 
Federal home loan bank system: 

Advances to nonmembers; technical 
amendment; reporting and recordkeeping 
requirements, 202 

Appropriate present-value factors associated 


with payments made to Resolution Funding 


Corporation, 17435 
Correction, 40491 
Boards of directors and senior management, 
powers and responsibilities, 25267 


Community support requirements; reporting and 


recordkeeping requirements, 5738 
Corporate governance responsibilities 
devolution, 13663 
Membership and advances regulations, 13866 
Freedom of Information Act; implementation, 
20345 


Organization, functions, and authority delegations: 


Finance Office; issuance of consolidated 
obligations on which Federal home loan 
banks are jointly and severally liable, 
36290 

PROPOSED RULES 

Federal Home Loan Bank directors; election, 
17458 

Federal home loan bank system: 


Acquired member assets, core mission activities, 


investments and advances, 25676, 34127 
Advances, eligible collateral, and new business 
activities, 26518 
Appropriate present-value factors associated 


with payments made to Resolution Funding 


Corporation, 5447 
Boards of directors and senior management; 
powers and responsibilities, 81 


Organization, functions, and authority delegations: 


Finance Office; issuance of consolidated 
obligations on which Federal home loan 
banks are jointly and severally liable, 324 
Semi-annual agenda, 23866 
NOTICES 
Federal home loan bank system: 
Community support review; members selected 
for review; list, 2400, 20160 
Financial management policy; changes, 339, 
36305 
Items processing and settlement (negotiable 
order of withdrawal or NOW), demand 
deposit accounting, and other services; 
prices, 11779 
Meetings; Sunshine Act, 2617, 8709, 14977, 
16393, 18995, 30990, 31553, 39149 


Federal Labor Relations Authority 


RULES 
Equal Access to Justice Act; implementation: 
Attorney fees regulations, 10373 


NOTICES 
Amici curiae briefs in negotiability proceeding 


pending before FLRA; opportunity to submit, 


13763 
Withdrawn, 17276 
Meetings: 
Quality of FLRA’s written decisions and 
measures for assessing that quality; focus 
group meeting, 38279 


Federal Law Enforcement Training 
Center 


NOTICES 
Meetings: 
National Center for State and Local Law 
Enforcement Training Center Advisory 
Committee, 33421 


Federal Maritime Commission 


RULES 
Interpretations and statements of policy: 
Ocean transportation intermediaries; clarification 
of claim settlement procedures, 33479 
Ocean transportation intermediaries; individual 
contemporaneously acting as qualifying 
individual for ocean freight forwarder and 
non-vessel common carrier, 15252 
Shipping Act of 1984; implementation: 
Ocean common carriers; definition clarification, 
26506 


PROPOSED RULES 
Carrier automated tariffs and tariff systems: 
Public access charges, 31130 

Ocean transportation intermediaries; individual 
contemporaneously acting as qualifying 
individual for ocean freight forwarder and 
non-vessel common carrier, 7335 

Semi-annual agenda, 23876 


NOTICES 
Agreements filed, etc., 461, 2177, 3238, 4247, 
5348, 6372, 7873, 9268, 11063, 12266, 
13971, 16918, 17879, 19765, 20983, 24696, 
25924, 30118, 31316, 33818, 35091, 36141, 
37387, 38554, 39901 
Casualty and nonperformance certificates: 
American Classic Voyages Co. et al., 36142 
Celebrity Cruises Inc. and Millennium Inc. et 
al., 36142 
Complaints filed: 
Crowley Liner Services, Inc., et al., 4247 
Gateway International, 12008 
Inlet Fish Producers, Inc., 5349 
Kawasaki Kisen Kaisha, Ltd., 2617 
Safmarine Container Lines N.V. et al., 37388 
Freight forwarder licenses: 
Advance Brokers Ltd. et al., 11063 
ENC New York, Inc., et al., 2177 
Optimodal, Inc., et al., 461 
Investigations, hearings, petitions, etc.: 
Eastbound Transpacific trades; ocean common 
carrier practices, 461 
Port of Houston Authority, 2177 
World Line Shipping, Inc., et al., 24697 
Meetings; Sunshine Act, 11579, 12318 
Ocean transportation intermediary licenses: 
AP Shipping, Inc., et al., 16918 
BDP Transport, LLC, et al., 25925 
Chesapeake Bay Shipping & Warehousing, Inc., 
30120 
Consolidated Powers Ltd. et al., 13972 
CPS International Inc. et al., 19766 
D&W Millennium Freight Systems, Inc., et al., 
31317 
F.M.I. Cargo Shipping, Inc., 39901 
First Express International Corp. et al., 5349 
Global Caribbean, Inc., et al., 9268 
Global Shipping, Inc., 3238 
Global Total Logistics, LLC, 15334 
Golden Bridge International, Inc., et al., 7874 
International Shipping Inc., et al., 38554 
Latin Freight Intemational, Inc., et al., 35091 
Logis Services of America, Inc., et al., 6372 
Martin E. Button, Inc., 12266 
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Ned Shipping Co., Inc., 35092 
Nextrans International, Inc., et al., 20984 
Pactrans Marine, Inc., 30600 
Perez International Forwarders, Inc., 38557 
Providence Services Inc. et al., 17879 
Samskip, Inc., 15641 
Senator International Ocean LLC et al., 4248 
Sunice Cargo Logistics, Inc., et al., 38557 
Trans Pacific Inc. et al., 24697 
Trans-World Freight Systems Inc. et al., 3239 
Universal Consolidated Services, Inc., et al, 
30120 

World Line Shipping, Inc., 3239 
Youngtrans et al., 36143 

Senior Executive Service: 
Performance Review Board; membership, 38558 


Federal Mediation and Conciliation 
Service 


PROPOSED RULES 
Semi-annual agenda, 23614 


NOTICES 
Grants and cooperative agreements; availability, 
etc.: 
Labor-Management Cooperation Program, 1634 


Federal Mine Safety and Health 
Review Commission 


NOTICES 
Meetings; Sunshine Act, 7071, 12580, 13996, 
15653, 25962, 31934, 38305 
Privacy Act: 
Systems of records, 18134 


Federal Motor Carrier Safety 
Administration 


RULES 
Motor carrier proceedings; practice rules; 
commercial regulations violations, 7753 
Motor carrier safety standards: 
Commercial motor vehicles— 
Marking requirements, 35287 
Driver qualifications— 
Loss or impairment of limbs: technical 
amendments, 25285 
Transportation Equity Act for 21st Century; 
implementation— 
Commercial Motor Carrier Safety Assistance 
Program; State responsibility, 15092 
Security fitness procedures; safety fitness rating 
methodology, 11904 


PROPOSED RULES 
Motor carrier safety standards: 
Drivers’ hours of service— 
Fatigue prevention; driver rest and sleep for 
safe operations, 25540, 26166, 32070, 
34132, 34904, 36809, 37956 


NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 33399 
Submission for OMB review; comment request, 
25020 
Drivers delivering home heating oil; weekly hours- 
of-service restriction exemptions; pilot 
program, 7906 
Grants and cooperative agreements; availability, 
etc.: 
Global Positioning System (GPS) technology 
pilot demonstration project, 5927 
Hazardous materials transportation: 
Preemption determinations— 
Med/Waste, Inc., et al., 20258 


Meetings: 

Illinois, Commercial Drivers License Program, 

32148 
Motor carrier safety standards: 

Controlled substances and alcohol random 
testing requirements; exemption 
applications— 

PacifiCorp Electric Operations, 24533 

Controlled substances and alcohol testing 
management information system statistical 
data, 34246 

Driver qualifications— 

Allen, Elijah, Jr., et al.; vision requirement 
exemptions, 33406 

Amold, John W., et al.; vision requirement 
exemptions, 20245 

Blaschke, Rodney D., et al; vision 
requirement exemptions, 20251 

Haugen, Eldo J., et al.; vision requirement 
exemptions denied, 33400 

Kautzman, Todd E.; vision requirement 
exemption, 20254 

Parts and accessories necessary for safe 
operation— 

Minimum fuel tank fill rate and certification 
labeling requirements; exemption 
applications, 24531 


Federal Procurement Policy Office 


RULES 
Acquisition regulations: 
Cost Accounting Standards Board— 
Cost accounting practices; changes, 37470 
Cost accounting standards coverage; 
applicability, thresholds, and waivers, 
5990, 36768 
NOTICES 
Government contracts; maximum benchmark 
compensation determination, 30640 
Various Policy Letters; rescission, 16968 


Federal Railroad Administration 


RULES 

Magnetic Levitation Transportation Technology 
Deployment Program, 2342 

Steam locomotives; inspection and maintenance 
standards; public meetings, 20380, 33262 


PROPOSED RULES 
Railroad safety: 

Locomotive horns use at highway-rail grade 

crossings; requirement for sounding, 2230 
Hearings, 7483, 15298, 16559, 21711 
Technical conference, 21384 

Railroad safety enforcement procedures: 

Light rail transit operations on general railroad 
system; safety jurisdiction; joint agency 
policy statement with Federal Transit 
Administration, 1844 

NOTICES 
Agency information collection activities: 

Proposed collection; comment request, 4297, 
5721, 6438, 7913, 31624 

Submission for OMB review; comment request, 
3755, 18421, 20512, 25416, 34796, 35416, 
36881 

Emergency orders: 
Oregon Pacific Railroad Co., 5018 
Exemption petitions, etc.: 

Aberdeen Carolina & Western Railway, 19426 

Alaska Railroad Corp., 17703, 31628 

Apalachicola Northern Railroad Co., 33414 

Association of American Railroads, 1943 

Buffalo Southern Railroad, Inc., 19426 
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Federal Register 


Burlington Northern Santa Fe Railway Co., 
35992 
Canadian National/Illinois Central Railroad, 
39979 
Canadian National Railroad et al., 13353 
Canadian Pacific Railway, 3528, 17940 
Carolina Rail Services, Inc., 33414 
Central Montana Rail, Inc., 33415 
Chesaning Central & Owosso Railroad, 1945 ; 
Columbia Business Center, 39980 
CSX Transportation, Inc., 3529, 9053 
Duluth, Missabe & Iron Range Railway Co., 
39980 
Durbin & Greenbrier Valley Railroad, Inc., 
35992 
Kankakee, Beaverville & Souther Railroad, 
35993 
Lake Superior Railroad Museum, 39981 
Maryland Mass Transit Administration, 14336 
Metro-North Commuter Railroad and 
Connecticut Transportation Department, 
12315 
Mount Dora Scenic Railway Co., 12315 
National Railroad Passenger Corp. (Amtrak), 
2223, 5723, 10851, 19427, 25419 
National Railroad Passenger Corp. (Amtrak) et 
al., 25021 
Northeast Illinois Railroad Corp., 17704, 30474 
Ouachita Railroad, 35993 
Peninsula Terminal Co., 35993 
Pioneer Valley Railroad, 33415 
RailRunner, 3529 
Relco Locomotives, Inc., 35994 
San Diego Trolley, Inc., 25023 
Texas Mexican Railway Co., 31206 
Union Pacific Railroad Co., 12316, 19427 
York Railway Co., 33416 
Grants and cooperative agreements; availability, 
ete: 
Transportation Equity Act for 21st Century— 
Transportation Infrastructure Finance and 


Innovation Act of 1998; eligible surface % 
transportation projects; credit assistance, 
30182 

Meetings: 


Locomotives, remote control; guidelines 
establishment; technical conference, 31056 
Railroad Safety Advisory Committee, 2670, 
25975, 31057 
Railroad car conspicuity; public docket 
establishment, 2454 
Safety advisories, bulletins, and directives: 
Harmon intermediate signal units; recommended 
replacement, 35418 
Model B1 relays manufactured by General 
Railway Signal between 1960 and 1985; 
potential to stick and remain in energized 
position, 30474 
RoadRailer trailers; securement of floor beam 
cross-members, 33416 
Traffic control systems; discontinuance or 
modification: 
Burlington Northern & Santa Fe Railway, 1945, 
35994, 35995 
Colorado Transportation Department, 35995 
CSX Transportation, Inc., 35971, 35996, 35997 
Gateway Western Railway Co., 13354 
Missouri & Northern Arkansas Railroad, 35997 
Union Pacific Railroad Co., 13355, 13411, 
35998 


Federal Register, Administrative 
Committee 


RULES 
Federal Register publications; prices, availability, 
and official status, 8841 
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Federal Reserve 


Federal Reserve System 


RULES 
Bank holding companies and change in bank 
control (Regulation Y): 
Financial holding companies— 
Elections by foreign banks, etc., 15053, 
16302 
Financial holding company requirements, 
3785 
Permissible activities, 14433 
Securities underwriting, dealing, and market- 
making activities, 14440 
Merchant banking investments, 16460 
Consumer financial information; privacy 
requirements, 35162 
Credit by brokers and dealers (Regulation T): 
Foreign margin stocks list, 9207 
Depository institutions; reserve requirements 
(Regulation D): 
Supranational entities designations; European 
Central Bank addition to list, 12916 
Extensions of credit by Federal Reserve banks 
(Regulation A): 
Discount rate change, 6531, 16802, 34047 
Federal Open Market Committee: 
Procedure rules; technical amendment, 6319 
Labor relations; unfair labor practice procedures, 
2529 
Membership of State banking institutions 
(Regulation H): 
Financial subsidiaries, 14810, 15050 
Privacy Act; implementation, 34391 
Truth in lending (Regulation Z): 
Short-term cash advances (payday loans), 17129 


PROPOSED RULES 
Bank holding companies and change in bank 
control (Regulation Y): 

Nonfinancial company investments; capital 
treatment guidelines, 16480 

Tying restrictions; revisions, 6924 

Consumer financial information; privacy 
requirements, 8770 
Electronic fund transfers (Regulation E): 

Financial institutions compliance requirements; 

official staff interpretation, 40061 
Federal Deposit Insurance Act: 

Customer information safeguard standards 
establishment; and safety and soundness 
standards Year 2000 guidelines rescission, 
39472 

Gramm-Leach-Bliley Act; implementation: 

Community Reinvestment Act (CRA)-related 
agreements; disclosure and reporting, 
31962 

Risk-based capital: 

Recourse and direct credit substitutes, 12320 
Semi-annual agenda, 23880 
Truth in lending (Regulation Z): 

Credit and charge card solicitations and 
applications; disclosure requirements, 
33499 


NOTICES 
Agency information collection activities: 

Proposed collection; comment request, 1893, 
5349, 16617, 20847, 31912, 32098, 34801, 
35934, 36696 

Reporting and recordkeeping requirements, 
1895, 15908, 20821, 20822, 36697 

Submission for OMB review; comment request, 
11633 

Banks and bank holding companies: 

Change in bank control, 773, 1156, 1390, 1897, 
2178, 2413, 3716, 3962, 4426, 4608, 6601, 
7016, 7874, 8149, 8709, 10093, 10496, 


10792, 11316, 12008, 12553, 13765, 
14573, 14977, 15641, 16203, 16919, 
17656, 18108, 18995, 19898, 20167, 
20459, 20823, 21197, 21766, 21767, 
25328, 25728, 26205, 26206, 30409, 
30410, 31317, 32099, 33818, 34182, 
35092, 35642, 36143, 36698, 36906, 
37135, 37979, 38280, 38831, 39619 

Formations, acquisitions, and mergers, 300, 773, 
1156, 2413, 2962, 3239, 3716, 3963, 4427, 
4609, 4975, 5350, 5644, 5872, 6212, 6601, 
7017, 7554, 8364, 8709, 9269, 10496, 
10497, 11064, 11316, 11784, 12009, 
12553, 12554, 13765, 13972, 14573, 
14977, 14978, 15334, 15910, 16203, 
16393, 16919, 17502, 17656, 17657, 
18108, 18335, 18996, 19766, 19898, 
20168, 20823, 21198, 21767, 24485, 
24486, 24959, 25328, 25486, 25729, 
26206, 26834, 30410, 30990, 31317, 
31318, 31916, 32099, 33324, 33818, 
34182, 34470, 35092, 35093, 35642, 
35935, 36143, 36144, 36698, 37135, 
37388, 37563, 37980, 38280, 38832, 
39407, 39620 

Permissible nonbanking activities, 300, 774, 
1156, 1391, 2414, 3963, 4975, 5351, 5645, 
5873, 6601, 7017, 7874, 8364, 10093, 
10792, 11317, 12554, 13766, 13973, 
15910, 17657, 18335, 19899, 20459, 
20823, 21767, 26207, 30410, 30990, 
31318, 32099, 33325, 34182, 35093, 
35643, 36144, 37136, 37389, 37980, 
38280, 39407, 39620, 40097 

Committees; establishment, renewal, termination, 
etc.: 

Consumer Advisory Council, 34470 

Edge corporations; proposals to organize: 

Irwin Union Bank & Trust Co., 30991 

Federal Open Market Committee: 

Domestic policy directives, 1391, 8977, 26207, 

35093 
Federal Reserve bank services: 

Automated clearing house deposit deadlines and 
pricing practices relative to private-sector 
operators, 34183 

Priced services and electronic connections; fee 
schedules and private sector adjustment 
factor, 463 

Meetings: 
Consumer Advisory Council, 11318, 33325 
Meetings; Sunshine Act, 133, 301, 1157, 1637, 
2414, 3240, 3452, 4248, 4609, 4976, 5645, 
6212, 6373, 7017, 7874, 8364, 9269, 10094, 
11064, 12010, 12266, 12996, 13384, 13973, 
15911, 16394, 17277, 17657, 18335, 19379, 
20984, 21433, 24212, 24959, 25729, 26207, 
26208, 30120, 30991, 31318, 31916, 33547, 
34187, 35093, 35347, 36144, 36699, 37390, 
37790, 38281, 39407, 39620, 40667 
Privacy Act: 
Systems of records, 34471, 37390 
Reports and guidance documents; availability, etc.: 

Payments system risk; daylight overdraft posting 
procedures modifications; policy statement, 
33732 


Federal Retirement Thrift Investment 
Board 


PROPOSED RULES 
Thrift Savings Plan: 
Administrative errors correction, 19862 
NOTICES 
Meetings: 
Employee Thrift Advisory Council, 36906, 
39149 


Meetings; Sunshine Act, 5645, 11318, 16618, 
24698 


Federal Trade Commission 


RULES 
Appliances, consumer; energy consumption and 
water use information in labeling and 
advertising: 
Comparability ranges— 
Clothes washers, 16132, 30351 
EnergyGuide labels, prohibition against 
inclusion of non-required information; 
conditional exemption, 17554 
Residential energy sources; average unit energy 
costs, 20352 
Consumer financial information; privacy 
requirements, 33646 
Industry guides: 
Law book industry, 2867 
PROPOSED RULES 
Children’s Online Privacy Protection Act; 
implementation: 
Safe harbor provision; self-regulatory 
guidelines, 11947 
Comprehensive Smokeless Tobacco Health 
Education Act of 1986; implementation, 
11944, 26534 
Consumer financial information; privacy 
requirements, 11174 
Household furniture industry guides and 
telemarketing sales rule; Federal regulatory 
review; intent to request comments, 2912 
Industry guides: 
Household furniture industry, 18933, 37317 
Semi-annual agenda, 23894 
Telemarketing sales rule, 10428, 26161 
Trade regulation rules: 
Textile wearing apparel and certain piece goods; 
care labeling, 20108 


NOTICES 
Agency information collection activities: 
Submission for OMB review; comment request, 
17658 
Borderless online marketplace; consumer 
transactions, alternative dispute resolution; 

public workshop, 7831 

Children’s online privacy protection; opportunity 
to participate and obtain co-sponsorship in 

agency public awareness campaign, 32100 

Interlocking directorates: 
Clayton Act; Section 8 jurisdictional thresholds, 
3717 
Meetings: 
Borderless online marketplace; consumer 
transactions; alternative dispute resolution; 
public workshop, 18032, 36888 
Competition policy in world of business-to- 
business (B2B) electronic marketplaces; 
public workshop, 30120 
High-tech products and services; warranty 
protection; public forum, 30411 
Online Access and Security Advisory 
Committee, 3240, 6602, 14283, 19899 
Slotting allowances and other grocery marketing 
practices; antitrust concerns; workshop, 
15911 
Premerger notification; reporting and waiting 
period requirements: 
Hart-Scott-Rodino Act— 

Interpretation 17; banking and nonbanking 
businesses; acquisition filing obligations; 
premerger antitrust review, 17880 

Premerger notification waiting periods; early 

terminations, 774, 17277, 20168, 30991, 

30995, 30998, 36443 
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Prohibited trade practices: 

Abbott Laboratories et al., 17502 

Alternative Cigarettes, Inc., et al., 26208 

Berkley, Michael T., D.C., et al., 13385 

BMG Music et al., 31319 

BP Amoco p.L.c. et al., 21434 

Bumble Bee Seafoods, Inc., 2962 

Chrisman, Michael G., et al., 26613 

CMO Distribution Centers of America, Inc., et 
al., 19766 

Colegio de Cirujanos Dentistas de Puerto Rico, 
17506 

Coleman, Ellery, 26614 

CompuTrade LLC et al., 26615 

DBC Financial, Inc., et al., 7017, 8768 

Duke Energy Corp. et al., 18997 

Dura Lube Corp. et al., 17659 

Efamo! Nutraceuticals, Inc., 31322 

EHP Products, Inc., et al., 19768 

Exxon Corp. et al., 2618 

Fidelity National Financial, Inc., 2964 

FMC Copp. et al., 20178 

J&R Research Corp. et al., 31322 

MacDermid, Inc., et al., 777 

McCormick & Co., Inc., 13766 

Memtek Products, Inc., 2965 

Miller, Michael D., 19770 

Motor Up Corp., Inc., et al., 17660 

Nine West Group Inc., 13386 

Pfizer Inc. et al., 39407 

R.N. Motors, Inc., et al., 26209 

RHI AG, 1157 

Rhodia et al., 15156 

Riley Manufactured Homes, Inc., et al., 38281 

Santa Fe Natural Tobacco Co., Inc., 26211 

Service Corporation International, 35643 

Texas Surgeons, P.A. et al., 21441 

UMAX Technologies, Inc., 2966 

Wisconsin Chiropractic Association et al., 
13387 

Zim Textile Corp., 35935 


Reports and guidance documents; availability, etc.: 


Children’s Online Privacy Protection Act; safe 
harbor provisions; self-regulatory 
guidelines— 

ESRB Privacy Online, 39901 

Self-regulatory guidelines from Children’s 
Advertising Review Unit of Council of 
Better Business Bureaus, Inc., 24960 


Federal Transit Administration 


RULES 

Metropolitan and statewide planning; 
nondiscrimination in federally assisted 
programs, 31803 


PROPOSED RULES 
Statewide and metropolitan transportation 
planning, 33922 
Transportation decisionmaking; National 
Environmental Protection Act procedures; 
public parks, wildlife and waterfowl refuges, 
and historic sites protection, 33960 
NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 7096, 
18421, 25530, 31058 
Submission for OMB review; comment request, 
4629, 25529 
Buy America waivers: 
Orion Bus Industries, 25419 
Environmental statements; availability, etc.: 
Buffalo Inner Harbor Project, NY, 26872 
Environmental statements; notice of intent: 
Austin, TX; North/South Central and Southeast 
Corridors, 31954 


Buffalo Inner Harbor Project, NY, 24252 

Cleveland, OH; Blue Line Extension Corridor; 
transportation improvements, 8470 

Dulles Corridor Rapid Transit Project, Fairfax 
and Loudoun Counties, VA, 39466 

Los Angeles, CA; Mid-City/Westside Transit 
Corridor, 31956 

Los Angeles County, CA; transportation 
improvements, 31955 

Grants and cooperative agreements; availability, 
etc.: 

Congestion mitigation and air quality 
improvement program; high speed rail 
projects, 16997 

Job Access and Reverse Commute Program, 
13210 

Over-the-Road Bus Accessibility Program, 2772 

Transportation Equity Act for 21st Century— 

Transportation Infrastructure Finance and 
Innovation Act of 1998; eligible surface 
transportation projects; credit assistance, 
30182 

Reports and guidance documents; availability, etc.: 

Intelligent Transportation Systems Architecture 
Consistency Policy for project 
development; comment request, 34002 

Transfer of federally assisted land or facility: 

Bloomington Public Transportation Corp.; 
municipal transit facility on East Miller 
Drive, Bloomington, IN, 1671 

Sedalia, MO; maintenance building extension 
transfer to city, 6248 

Transportation Equity Act for 21st Century; 
implementation: 

Congestion Mitigation and Air Quality 
Improvement Program, 9040, 15931 


Financial Management Service 


See Fiscal Service 


Fine Arts Commission 


See Commission of Fine Arts 


Fiscal Service 


RULES 
Bonds and notes, U.S. Treasury: 
Savings bonds; regulations governing agencies 
for issue, 2034 
Financial Management Service: 
Automated Clearing House; Federal agencies 
participation, 18866 
Correction, 19818, 33449 
FedSelect checks; CFR part removed, 20905 
Marketable Treasury securities redemption 
operations, 3114 
NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 3759, 
13078, 19433 
Interest rates: 
Renegotiation Board and prompt payment rates, 
40727 
Surety companies acceptable on Federal bonds: 
Arkwright Mutual Insurance Co. et al., 14013 
British American Insurance Co., 2225 
Chatham Reinsurance Corp.; termination, 21503 
Connecticut Surety Co.; termination, 15196 
Factory Mutual Insurance Co., 14014 
Frontier Insurance Co.; termination, 35998 
Gerling Global Reinsurance Corp. of America, 
5929 
Minnesota Surety & Trust Co., 21503 
Planet Indemnity Co., 17705 
Safety National Casualty Corp., 15196 
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Seneca Insurance Co., Inc., 2226 
Suretec Insurance Co., 3760 
Wester Insurance Co., 14014 
Surety companies acceptable on Federal bonds; 
annual list, 40868 
Treasury book-entry securities held on National 
Book-Entry System, transfer; fee schedule, 
557 
Treasury Tax and Loan Program enhancements, 
33736 


Fish and Wildlife Service 


RULES 


Alaska National Interest Lands Conservation Act; 
Title VIII implementation (subsistence 
priority): 

Fish and wildlife; subsistence taking, 40730 
Waters subject to subsistence priority; 
redefinition; correction, 39815 
Endangered and threatened species: 
Alabama sturgeon, 26438 
Armored snail and slender campeloma, 10033 
Australian koala, 26762 
Baker’s and yellow larkspurs; coastal northern 
California, 4156 
Blackburn’s sphinx moth, 4770 
California bighorn sheep; Sierra Nevada distinct 
population segment, 20 
California tiger salamander, 3096 
Canada lynx, 16052 
Coastal cutthroat trout; jurisdiction change from 
NOAA, 21376 
Critical habitat designations— 
O’ahu ’elepaio, 20760 
Spikedace and loach minnow, 24328 
Woundfin and Virgin River chub, 4140 
Dismal Swamp southeastern shrew; delisting, 
10420 
Habitat conservation plans, safe harbor 
agreements, and candidate conservation 
agreements with assurances, 6916 
Kauai cave wolf spider and amphipod, 2348 
Keck’s checker-mallow, 7757 
Kneeland Prairie penny-cress, 6332 
La Graciosa thistle, etc. (four plants from south 
central coastal California), 14888 
Newcomb’s snail; Hawaiian Islands, 4162 
Northern Idaho ground squirrel, 17779 
Purple amole, 14878 
Riparian brush rabbit and riparian woodrat, 
8881 
Rough popcomflower, 3866 
Santa Ana sucker, 19686 
Santa Cruz tarplant, 14898 
Umpqua River cutthroat trout; removal from 
list, 24420 
Willamette daisy, Fender’s blue butterfly, and 
Kincaid’s lupine, 3875 
Yacare caiman, etc.; reclassification, 25867 
Yreka phlox, 5268 

Importation, exportation, and transportation of 

wildlife: 
Injurious wildlife— 
Zebra mussel; correction, 37062 

Marine mammals: 

Incidental take during specified activities— 
Beaufort Sea et al., AK; oil and gas industry 
operations; polar bears and walruses, 
5275, 16828 
Migratory bird permits: 
Falconry, raptor propagation, and scientific 
collecting permits, 30918 
National Wildlife Refuge System: 
Hunting and fishing— 
Refuge-specific regulations, 30772, 36642 
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Fish 


PROPOSED RULES 
Alaska National Interest Lands Conservation Act; 
Title VIII implementation (subsistence 
priority): 
Fish and wildlife; subsistence taking, 5197 
Rural preference decisions— 
Kenaitze Indian Tribe; Kenai Peninsula, 8673 
Endangered and threatened species: 
Alabama sturgeon, 1583, 5848, 7817 
Anadromous Atlantic salmon; Gulf of Maine 
distinct population segment; status review, 
1082, 13935 
Buena Vista Lake shrew, 35033 
California tiger salamander; Santa Barbara 
distinct population, 3110, 15887, 31869 
Chiricahua leopard frog, 37343 
Coastal cutthroat trout in Washington and 
Oregon, 20123 
Colorado butterfly plant, 31298 
Columbian sharp-tailed grouse; status review, 
3648 
Cook’s lomatium and large-flowered wooly 
meadowfoam, 30941 
Cowhead Lake tui chub, 4940 
Critical habitat designations— 
Alameda whipsnake, 12155, 30951, 39117 
Arroyo southwestern toad, 36512 
Coastal California gnatcatcher, 5946, 40073 
San Diego fairy shrimp, 12181 
Spalding’s catchfly, 21711 
Spectacled eider, 6114, 20938 
Spikedace and loach minnow, 1845 
Steller’s eider, 13262, 20938 
Tidewater goby, 7483, 39850 
Dusky gopher frog; Mississippi gopher frog 
distinct population segment, 33283 
Findings on petitions, etc.— 
Black-tailed prairie dog, 5476 
Great Basin redband trout, 14932 
Henderson’s horkelia and Ashland lupine, 
37108 
Northern spotted owl, 5298 
Slender moonwort, 30048 
Tibetan antelope, 24171 
Vernal pool fairy shrimp and tadpole shrimp, 
18026 
Westslope cutthroat trout, 20120 
Yellow-billed cuckoo, 8104 
Holmgren milk-vetch and Shivwits milk-vetch, 
19728 
Mountain yellow-legged frog; Southern 
California distinct vertebrate population 
segment, 14936, 31870 
Nesogenes rotensis, etc. (three plants from 
Mariana Islands and Guam), 35025 
Uhlone tiger beetle, 6952 
Pecos pupfish; withdrawn, 14513 
Preble’s meadow jumping mouse, 39117 
San Diego ambrosia, 16869 
Showy stickseed, 733° 
Southwestern Washington/Columbia River 
coastal cutthroat trout in Washington and 
Oregon, 35315 
Vermilion darter, 20792 
Endangered Species Act: 
Evaluation of conservation efforts when making 
listing decisions; policy, 37102 
Endangered Species Convention: 
Appendices and amendments— 
Alligator snapping turtle and all species of 
map turtles, 4217 
Regulations revised, 26664 
Correction, 40167 
Environmental statements; availability, etc.: 
Critical habitat designations— 
Arkansas River Basin; Arkansas River shiner; 
withdrawal, 40576 


Fish and wildlife restoration; Federal aid to States: 
National Boating Infrastructure Grant Program, 
3332 
Sport fish program, participation by District of 
Columbia and U.S. insular territories and 
commonwealths, 36653 
Importation, exportation, and transportation of 
wildlife: 
Injurious non-indigenous fish and wildlife, 
11756 
Injurious wildlife— 
Black carp; information review, 35314 
Marine mammals: 
Incidental take during specified activities— 
Beaufort Sea, AK; year-round oil and gas 
industry operations; polar bears and 
Pacific walrus, 105 
Migratory bird hunting: 
Seasons, limits, and shooting hours; 
establishment, etc., 24260 
Meetings, 38400 
Migratory bird permits: 
Falconry standards— 
Delaware, 20125 
NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 6388, 
6390, 8428, 25354, 25359, 26848, 34490, 
34725 
Submission for OMB review; comment request, 
35116, 40113 
Coastal Barrier Resources System: 
Delaware map; boundary revisions, 17671 
North Carolina maps; boundary revisions, 17671 
Comprehensive conservation plans; availability, 
ec: 
Arthur R. Marshall Loxahatchee National 
Wildlife Refuge, FL, 19020 
Bayou Cocodrie National Wildlife Refuge, LA, 
24976 
Browns Park National Wildlife Refuge, CO, 
10814 
Cabeza Prieta National Wildlife Refuge, AZ, 
20186 
Cedar Island and Pea Island National Wildlife 
Refuges, NC, 30603 
Crab Orchard National Wildlife Refuge, IL, 
9290 
Flint Hills National Wildlife Refuge, KS, 38294 
Florida Panther National Wildlife Refuge, FL, 
20479 
Fort Niobrara and Valentine National Wildlife 
Refuges, NE, 10814 
Little Pend Oreille National Wildlife Refuge, 
WA, 38294 
Long Island National Wildlife Refuge Complex, 
NY, 34490 
Nisqually National Wildlife Refuge, WA, 6390 
Ottawa, Cedar Point, and West Sister Island 
National Wildlife Refuges, OH, 39626 
Ouray National Wildlife Refuge, UT, 9291, 
11338 
Pea Island National Wildlife Refuge, NC, 35658 
Pelican Island National Wildlife Refuge et al., 
FL, 21784, 30603 
Pond Creek National Wildlife Refuge, AR, 1163 
Salinas River Nationai Wildlife Refuge, CA, 


33347 

San Diego National Wildlife Refuge et al., CA, 
39172 

St. Marks National Wildlife Refuge, FL, 24976, 
30678 


Stillwater National Wildlife Refuge Complex, 
NV, 20192, 39173 

Tewaukon National Wildlife Refuge Complex, 
ND, 35950 


Turnbull National Wildlife Refuge, WA, 11338 


Washington Coast National Wildlife Refuges, 
WA, 16404 


Endangered and threatened species: 


Endangered species conservation; habitat role 
clarification; workshops, 3972 


Findings on petitions, etc._— 
Souther torrent salamander, 35951 

Incidental take permits— 
Golden-cheeked warbler and Houston toad, 

21468 

Quino checkerspot butterfly— 
Scientific research permit modification, 7050 
Survey protocol, 8188 

Recovery plans— 
California red-legged frog, 30604 
Morro Bay kangaroo rat, 3973 
Oregon silverspot butterfly, 20480 
Sonora tiger salamander, 37796 
Southem sea otter, 6221 

Endangered and threatened species permit 

applications, 787, 2188, 2421, 2422, 3471, 
3472, 4620, 4987, 4988, 6391, 6618, 7560, 
7882, 8731, 9291, 10814, 11074, 11596, 
11798, 12569, 13788, 14609, 15645, 16952, 
17672, 19918, 19919, 20479, 24220, 25362, 
26850, 30126, 30425, 30426, 30604, 31343, 


31592, 32120, 35116, 35383, 36454, 37568, 
38297, 39421, 40120, 40121 


Endangered Species Convention: 
Breeding facilities registration— 
Rapid Creek Ranch, WY; gyrfalcons, 20481 
Environmental statements; availability, etc.: 
Cat Island National Wildlife Refuge, LA; 
establishment, 4825 
Grand Bayou/Gulf Intracoastal Waterway 
Freshwater Diversion Project, LA, 12569 
Grizzly bear; recovery in Bitterroot Ecosystem, 
ID and MT, 12570 
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Incidental take permits— 
Andrews County et al., TX; aplomado falcon, 
14999 
Balcones Canyonlands Preserve, TX, et al., 
4623 
Bastrop County, TX; Houston toad, 2189, 
5653, 5654, 5655, 7883, 13985, 18347, 
18348, 20482, 31184, 31185, 31186, 
33348, 36455, 36456, 39421 
Carlsbad, CA; Riverside fairy shrimp, etc., 
39919 
Clark County, NV; multiple species habitat 
conservation plan, 36709 
Culebra, PR; leatherback or hawksbill sea 
turtle hatchlings, 34491 
Edwards Aquifer, TX; Texas blind 
salamander, etc., 8188 
Georgetown County, SC; red-cockaded 
woodpecker, 38568 
Highlands County, FL; sand skink, etc., 
37996 
Houston toad, 18121 
Indian River County, FL; Florida scrub-jay, 
35118 
King County, WA; gray wolf, bald eagle, 
etc., 4602 
King County, WA; habitat conservation plan, 
13947 
Leelanau County, MI; piping plover, 21203 
Lewis County, WA; harvesting of multiple 
species by non-industrial private forest 
landowners, 40078 
Linn County, OR; northern spotted owl, 8434 
Massachusetts beaches; Atlantic Coast piping 
plover, 31592, 39173 
Montana, Idaho, and Washington lands; bull 
trout, etc., 7856 
Orange County, CA; coastal California 
gnatcatcher, 15914 
Orange County, CA; Dehli Sands flower- 
loving fly, 13788 
Riverside County, CA; coastal California 
gnatcatcher, 4622 
Sacramento County, CA; valley elderberry 
longhorn beetle, 10536, 10537, 14311 
San Bemardino County, CA; desert tortoise 
and Mohave ground squirrel, 31925 
San Diego County, CA; coastal California 
gnatcatcher, 4620 
Southeast Virginia; red-cockaded 
woodpecker, 21204 
Travis County, TX; golden-cheeked warbier, 
31185 
Travis County, TX; golden-cheeked warbler, 
etc., 26850, 35383 
Tulare County, CA; valley elderberry 
longhorn beetle and San Joaquin kit fox, 
1163 
Walton County, FL; Choctawhatchee beach 
mouse, 7883 
Little Pend Oreille National Wildlife Refuge, 
WA, 24221 
Lower Tubbs Island, CA; wetland restoration 
project, 10815 
Migratory bird permits— 
Double-crested cormorant; national 
management plan, 20194 
Pacific Flyway; swan hunting seasons 
continuation, 15646, 21785 
Safe harbor applications— 
Hawaiian goose (nene), 24222 
Texas Hill Country; black-capped vireo and 
golden-cheeked warbler, 24222 
San Dieguito Lagoon Restoration Plan, CA, 
5655 
South Municipal Wellfield Site, NH, 21469 
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Tenyo Maru fishing vessel oil spill, WA; 

restoration plan, 1165 

Thurston, Mason, and Grays Harbor Counties, 
WA; marbled murrelet, etc.; habitat 
conservation plan, 761 

Environmental statements; notice of intent: 

Bair Island, Don Edwards San Francisco Bay 
National Wildlife Refuge, CA; restoration 
and management plan, 16217, 18349 

Coachella Valley Multiple Species Habitat 
Conservation Plan/Natural Communities 
Conservation Plan; Federal and State 
actions, 39920 

Incidental take permits— 

Douglas County, WA; Columbia River Basin 
bull trout, bald eagle, etc., 34493 

Sacramento County, CA; habitat conservation 
plan for Metro Air Park Project, 7050 

Little Darby National Wildlife Refuge, OH; 
establishment, 36711 

Grants and cooperative agreements; availability, 
etc.: 

Ballast water treatment and management and 
prevention of small boat transport of 
invasive species; improved methods, 31880 

North American Wetlands Conservation Act— 

Small Grants Program, 37406 

U.S. North American Wetlands Conservation 
Council; standard grants, 13296 

Interim land acquisition priority system criteria; 
availability and comment request, 15167 
Marine mammal permit applications, 2979, 3973, 

12570, 19919, 24223, 24977, 32077 

Marine mammals: 

Incidental taking; authorization letters, etc.— 

King and Kittitas Counties, WA; Plum Creek 
Timber Co.; habitat conservation plan, 
6590 

Oil and gas industry activities; polar bears 
and Pacific walruses, 14313, 21006, 
31593, 36457 

Meetings: 

Aquatic Nuisance Species Task Force, 10819, 
14313, 16218, 25939 

Endangered Species of Wild Fauna and Flora 
Intemational Trade Convention, 8190, 
12400 

Klamath Fishery Management Council, 4256, 
7887, 13014 

Klamath River Basin Fisheries Task Force, 
3731, 35658 

North American Wetlands Conservation 
Council, 11340, 38849 

Rhinoceros and tiger conservation; educational 
outreach program action plan; development 
and execution; comment request, 21206 

Sport Fishing and Boating Partnership Council, 
30427 

Migratory bird hunting: 

Alaska— 

Management bodies establishment to develop 
recommendations related to spring/ 
summer subsistence harvest of migratory 
birds, 16405 

Migratory bird hunting and conservation stamp 
(Federal Duck Stamp) contest, 7887 

National Wildlife Refuge System Improvement 

Act of 1997; implementation: 

Refuge planning policy; requirements and 
guidance, 33892 

Natural resource damage assessment plans; 
availability, etc.: 

Arizona; Gila topminnow and desert pupufish, 
35117 

Lower Fox River/Green Bay, WI, 33823 

Tazewell County, VA; Clinch River chemical 

spill, 35120 


Food 


Natural resource restoration plans: 
Saegertown Industrial Area Superfund Site, PA, 
15916 
Organization, functions, and authority delegations: 
Federal Subsistence Management Program 2000 
fishing season; interim delegations to 
Federal officials, 39856 
Pipeline right-of-way applications: 
California, 35119 
Mississippi, 2189 
Reports and guidance documents; availability, etc.: 
Cactus ferruginous pygmy-owl; recommended 
private landowner guidance and survey 
protocol, 14999 
Fish and Wildlife Manual; National 
Environmental Policy Act guidelines, 
20195 
Grizzly bear in Yellowstone ecosystem; 
conservation strategy, 11340 
Habitat Conservation Planning and Incidental 
Take Permitting Process Handbook; final 
addendum, 35242 
Tajikistan; pamir arhar (argali); current 
population status, 19383 
Wild Bird Conservation Act of 1992: 
Approval applications— 
Abbate, G.A., 24709 
Rilling, Jeanette, 19919 


Food and Drug Administration 


RULES 
Administrative practice and procedure: 

New animal drug applications; designated 
journals list; removals; effective date, 
17134 

Animal drugs, feeds, and related products: 

(S)-methoprene, 20729 

Bambermycins, 20733 

Cephapirin sodium for intramammary infusion, 
20732 

Chlortetracycline powder, 10705 

Fenbendazole, 20733 

Hemoglobin glutamer-200 (bovine), 20731 

Milbemycin oxime solution, 13904 

Moxidectin, 36616 

Nicarbazin and bacitracin zinc, 11888 

Ractopamine hydrochloride, 4111 

Selenium yeast in feed and drinking water, 
35823 

Sponsor name and address changes— 

ADM Animal Health & Nutrition Division, 
36787 
Alpharma Inc., 10704 
Global Pharmaceutical Corp., 25641 
International Nutrition, Inc., 20729 
Medicis Dermatologics, Inc., 36615 
Schering-Plough Animal Health Corp., 6892 
Vetoquinol N.-A., Inc., 20731 
Trenbolone acetate and estradiol, 10706, 26747 
Triamcinolone acetonide cream, 16817 
Biological products: 

Albumin (human), plasma protein fraction 
(human), and immune globulin (human), 
13678 

Cosmetics: 

Current good manufacturing practice for 
finished pharmaceuticals and voluntary 
filing of cosmetic product ingredient 
composition statements; CFR technical 
amendments, 18888 

Food additives: 
Acidified sodium chlorite solutions, 16312 
Adhesive coatings and components— 
1,2-dibromo-2,4-dicyanobutane, etc., 6889, 
37040 
2,2-dibromo-3-nitrilopropionamide, 20727 
2-acrylamido-2-methyl-propanesulfonic acid, 
homopolymer, sodium salt, 8272 


Polyethylenepolyamines, 21311 
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Food 


Adjuvants, production aids, and sanitizers— 

2-[4,6-bis(2,4-dimethylpheny])-1 ,3,5-triazin-2- 
yl]-5-(octyloxy)phenol, 26746 

Aluminum, hydroxybis[2,4,8, 10-tetrakis (1,1- 
dimethylethyl)-6-hydroxy-12H- 
6- 
oxidato]-, 16315 

Branched 4-nonylphenol, formaldehyde, and 
1-dodecanethiol, 26129 

Methyltin-2-mercaptoethyloleate sulfide, 
15545 

N,N’’’-1,2-ethanediylibis, etc., 16314 

Tetradecanoic acid, lithium salt, 38426 

Chlorine dioxide, 34587 

Paper and paperboard components— 

1,3-dihalo-5,5-dimethylhydantoin, 40496 

2,2-dibromo-3-nitrilopropionamide, 20727 

2-acrylamido-2-methy|-propanesulfonic acid, 
homopolymer, sodium salt, 8272 

Hydroxymethyl-5,5-dimethylhydantoin and 
1,3-bis(hydroxymethyl)-5,5- 
dimethylhydantoin, 16518 

Imidazolium compounds, 36786 

Polyamidoamine-ethyleneimine- 
epichlorohydrin resin, 13675 

Sodium xylenesulfonate, 34081 

Polymers— 

2-propenoic acid, polymer with 2-ethyl-2- 
popanediy] di-2-propenoate and sodium 
2-propenoate, 16816 

Ethylene-norbomnene copolymers, 3384 

Ethylene-octene-1 copolymers, 16313 

Ethylene-vinyl acetate-vinyl alcohol 
copolymers, 17134 

Polyphenylene sulfone resins, 15057 

Polyurethane resins manufactured from 
diphenylmethane diisocyanate, 1,4 
butanediol, and adipic acid, 26744 

Secondary direct food additives— 

Acidified sodium chlorite solutions, 1776 

Food for human consumption: 

Current good manufacturing practice for 
finished pharmaceuticals and voluntary 
filing of cosmetic product ingredient 
composition statements; CFR technical 
amendments, 18888 

Food labeling— 

Dietary supplements; effect on structure or 
function of body; types of statements, 
definition, 1000, 11205 

Human drugs: 

Aqueous-based drug products for oral 
inhalation; sterility requirement, 34082 

Investigational new drugs applications— 

Products intended for life-threatening diseases 
and conditions; clinical hold regulations, 
34963 

Labeling of drug products (OTC)— 

Standardized format; compliance dates, partial 
extension, 38191 

Standardized format; technical amendment, 7 

New drug applications— 

Drug master files, 1776 

Ophthalmic vasoconstrictor products (OTC); 
warming revision and addition, 38426 

Prescription drug marketing; effective date 
delayed, etc., 25639 

Sunscreen products (OTC); final monograph, 
36319 

Total parenteral nutrition; aluminum in large 
and small volume parenterals; labeling 
requirements, 4103 

Medical devices: 

American Society for Testing and Materials; 
amendments to reflect current citations, 
3584 
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Anesthesiology devices— 

Nitric oxide administration apparatus, nitric 
oxide analyzer, and nitrogen dioxide 
analyzer, classification into class II, 
11464 

Upper airway obstruction relief devices; 
classification, 39098 

Cardiovascular devices— 

Cardiopulmonary bypass accessory 
equipment, goniometer device, and 
electrode cable devices, 19317 

Stainless steel vascular tunnelers of single 
unit construction; premarket notification 
exemption, 11466 

Cigarettes and smokeless tobacco products; 
restriction of sale and distribution to 
protect children and adolescents; 
revocation, 17135 

Class I devices; premarket notification and 
reserved devices exemption, 2296 

Class III preamendment devices; lung water 
monitor, powered vaginal muscle 
stimulator for therapeutic use, and 
stairclimbing wheelchair, 19833 

Clinical chemistry and clinical toxicology 
devices— 

Biotinidase test system, 16520 

Dental devices— 

Laser fluorescence caries detection device, 
18234 

Gastroenterology-urology devices— 

Nonimplanted, peripheral electrical 
continence device, 18236 

Penile inflatable implant; premarket approval 
requirement, 19650 

Penile rigidity implant; reclassification, 4881 

General and plastic surgery devices— 

Nonabsorbable expanded 
polytetrafluoroethylene surgical suture; 
reclassification, 20734 

Stainless steel suture; reclassification, 19835 

General hospital and personal use devices— 

Liquid chemical sterilants/high level and 
general purpose disinfectants; 
classification, 36324 

Subcutaneous, implanted, intravascular 
infusion port and catheter, and 
percutaneous, implanted, long-term 
intravascular catheter; classification, 
37041 

Hearing aids; technical data amendments, 10012 

Hematology and pathology devices— 

Over-the-counter test sample collection 
sysiems for drugs of abuse testing; 
reclassification and designation as 
festricted devices, 18230 

Information processing procedures; obtaining, 
submitting, executing, and filing of forms; 
change of addresses, 17136 

Manufacturers, importers, distributors, and 
health care (user) facilities; adverse events 
reporting requirements, 4112 

Obstetrical and gynecological devices— 

Female condoms; classification, 31454 

Ophthaimic devices— 

Peripheral iridotomy; 
neodymium: yttrium: aluminum: gamet 
(Nd:YAG) laser; reclassification and 
codification, 6893 

Orthopedic devices— 

Cardiopulmonary bypass accessory 
equipment, goniometer device, and 
electrode cable devices, 19317 

Physical medicine prosthetic devices— 

Cardiopulmonary bypass accessory 
equipment, goniometer device, and 
electrode cable devices, 19317 


Reclassification of 28 preamendments class III 
devices into class II, 17138 
National Environmental Policy Act; 
implementation: 
Food contact substance notification system, 
30352 
Organization, functions, and authority delegations: 
Deputy Commissioner et al., 34959 
Headquarters and field offices; addresses update, 
19829 
Practice and procedure: 
Hearings; authority citation revisions, 25440 
Public information; communications with State 
and foreign government officials, 11881 
PROPOSED RULES 
Administrative practice and procedure: 
Good guidance practices, 7321 
Biological products: 
Prescription drugs; labeling requirements, 18934 
Republication, 21378 
Electronic records and electronic signatures: 
Technical implementation; meeting and request 
for presentation abstracts, 8669 
Food for human consumption: 
Food labeling— 
Dietary supplements; safety issues associated 
with use during pregnancy; public 
meeting, 9230, 10598 
Dietary supplements; use of health claims 
based on authoritative statements; 
meeting, 14219 
Dietary supplements containing ephedrine 
alkaloids; partially withdrawn, 17474 
Trans fatty acids in nutrition labeling, nutrient 
content claims, and health claims, 7806 
Human cellular and tissue-based product donors; 
suitability determinations, 20774 
Human drugs: 
Antibiotic drugs; marketing exclusivity and 
patent provisions, 3623 
Drug products discontinued from sale for 
reasons of safety or effectiveness; list, 256 
New drug applicants; patent holder notification 
requirements; withdrawn, 12154 
Prescription drugs; labeling requirements, 18934 
Republication, 21378 
Mammography Quality Standards Act; 
implementation: 
Mammography facilities; State certification, 
16847 
Correction, 26162 
Medical devices: 
American Society for Testing and Materials; 
amendments to reflect current citations, 
3627 
Cardiovascular and physical medicine devices— 
Cardiopulmonary bypass accessory equipment 
and electrode cable; premarket 
notification; exemptions revocation, 2364 
Device tracking, 24144 
Reclassification of 38 preamendments class III 
devices into class II, 20933 
National Environmental Policy Act; 
implementation: 
Food contact substance notification system, 
30366 


NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 779, 
2631, 8713, 8714, 12011, 12013, 13405, 
15340, 15341, 17282, 17283, 18110, 
19910, 19912, 25491, 31178, 34196, 
35648, 36509, 36816, 38288, 39150 
Reporting and recordkeeping requirements, 
2632, 2633, 3719, 6613, 8715, 8982, 
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12014, 19914, 20991, 25735, 31179, 
35099, 35650, 38289 

Submission for OMB review; comment request, 
4249, 4979, 10811, 15343, 15345, 17284, 
18111, 18338, 19915, 33329, 34713, 
35651, 38290, 38292, 40100, 40101 

Animal drugs, feeds, and related products: 

Albendazole suspension for goats, 20824 

Bapten, 4982 

Ceftiofur sodium injection for goats, 39911 

Patent extension; regulatory review period 
determinations— 

Streptogramin resistant Enterococcus faecium 
attributable to streptogramins use in 
animals; public health impact; risk 
assessment, comment request, etc., 20992 

Biclogical product licenses: 

Optimum Healthcare, Inc., 6213 

Biological products: 

Bacterial vaccines, etc.; efficacy review 
implementation; reclassification order, 
31003 

Biologics submissions; temporary deferment of 
activities at Biologics Evaluation and 
Research Center, 38835 

Patent extension; regulatory review period 
determinations— 

Certiva, 4614 

Rotashield, 4983 

Unrelated allogeneic peripheral and placental/ 
umbilical cord blood hematopoietic stem/ 
progenitor cell products; standards; 
comment request, 20825 

Color additive petitions: 
Kraft Foods, Inc., 13770 
Wesley Jessen Corp., 36148 
Committees; establishment, renewal, termination, 
etc.: 

Possible Long-Term Health Effects of Phenoxy 
Herbicides and Contaminants Special 
Studies Advisory Committee et al., 14594 

Controlled Substances Act: 
Psychotropic Substances Convention; 
international drug scheduling— 
4-bromo-2,5-dimethoxyphenethylamine (2C- 
B), etc., 24969 
Debarment orders: 

Girdhari, Premchand, 3454 

Matkari, Rajaram K.; conviction reversal and 
debarment termination, 37154 

Food additive petitions: 

Alcide Corp., 782 

Bayer Co., 12014 

Ciba Specialty Chemicals Corp., 1908 

Cultor Food Science, Inc., et al., 3719 

Ecolab, Inc., 37155 

Eka Chemicals, Inc., 11319 

FMC Corp., 14983 

Food Irradiation Coalition, 493 

Hoechst Aktiengesellschaft, 13770 

Nalco Chemical Co., 25736 

National Center for Food Safety and 
Technology, 11320 

National Food Processors Association, 3242 

Procter & Gamble Co., 11585, 15645 

Rohm & Haas Co., 25337 

Thomas J. Lipton, Inc., 16396 

Tritex Co., Inc., 12015 

Food and color additives; premarket review and 
approval improvement in Food Safety and 
Applied Nutrition Center, 26215 

Food for human consumption: 

Food labeling— 

Added sugars; citizen petition availability, 
39414 

Dietary supplements containing ephedrine 
alkaloids; adverse event reports, etc., 
17509, 17510, 32113 

Health claims and label statements; scientific 
data and information request, 4252 


Oxytetracycline in shrimp; safety data 
availability, 26216 


Grants and cooperative agreements; availability, 


etc.: 
Food Safety and Applied Nutrition Center— 
Program priorities; comment request, 39415 
Innovative food safety projects, 19774 
Microbiological hazards associated with food 
animal production environment; research 
studies, 8174 
State Food Safety Task Force meetings; 
conference grants, 3720 


GRAS or prior sanctioned ingredients: 


Sankyo Co., Ltd., 13771 


Harmonisation International Conference; 


guidelines availability: 
Clinical investigation of medicinal products in 
pediatric population, 19777 
M4 common technical document, 7024 
New drug substances and products; stability 
testing, 21446 


Human drugs: 


Drug products discontinued from sale for 
reasons other than safety or effectiveness— 
Carbinoxamine maleate 4 milligrams per 5 
cubic centimeters, 18998 
Fluoxetine hydrochloride 20-milligram 
tablets, 38561 
Hydrocodone bitartrate and acetaminophen 
tablets USP, 5 mg/325 mg, 16396 
Paroxetine hydrochloride 10-, 20-, 30-, and 
40-milligram capsules, 38562 
Ranitidine effervescent 75-milligram tablets, 
38561 
New drug applications— 
Ferrante, John J., et al.; proposal to withdraw 
approval, 16397 
Lilly Research Laboratories et al.; approval 
withdrawn, 14983 
Orphan drug and biological designations; 
cumulative list, 11066 
Parenteral multivitamin products; drug efficacy 
study implementation, 21200 
Patent extension; regulatory review period 
determinations— 
Arava, 4429 
Azopt, 4435 
GlucaGen, 4432 
Lumbar I/F Cage, 4616 
Maxalt, 4428 
Plavix, 4430 
Refludan, 4431 
Sentinel Model 2000/2010, 4433 
Teslascan, 4615 
Vitravene, 4434 
Wallstent Coronary Endoprosthesis, 7023 
Ziagen, 4431 
Pediatric parenteral multivitamin products; drug 
efficacy study implementation; marketing 
conditions, 4253, 20825 
Positron emission tomography drug products; 
safety and effectiveness, 12999 
Prescription drug products— 
Levothyroxine sodium; compliance date 
extension, 24488 


Medical devices: 


Microbiology devices— 

Fully automated short-term incubation cycle 
antimicrobial susceptibility devices; 
reclassification from Class III to Class 
II, 12268 

Orthopedic devices— 

Knee joint patellofemorotibial metal/polymer 
porous-coated uncemented prosthesis, 
etc.; reclassification, 12015 

Patent extension; regulatory review period 
determinations— 

Neuro Cypemetic Prosthesis System, 31010 
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Premarket application approvals, list; safety and 
effectiveness summaries availability, 
16921, 17285, 36817 


Meetings: 


Advisory committees; tentative schedule, 16206 
Allergenic Products Advisory Committee, 3722 
Anti-Infective Drugs Advisory Committee, 
8716, 39623 
Antiviral Drugs Advisory Committee, 39623 
Arthritis Advisory Committee, 15344, 35943 
Biological Response Modifiers Advisory 
Committee, 11785, 38292 
Biologics Evaluation and Research Center— 
Investigational biological product trials; 
clinical hold oversight committee, 493 
Blood donor recruitment practices; workshop, 
37565 
Blood Products Advisory Committee, 11785, 
32114 
Cardiovascular and Renal Drugs Advisory 
Committee, 19781 
Codex Alimentarius Commission— 
General Principles Committee, 11031, 13357 
Dermatologic and Ophthalmic Drugs Advisory 
Committee, 36451 
Egg safety action plan, 15119 
Endocrinologic and Metabolic Drugs Advisory 
Committee, 24489, 35100 
Fresh Air 2000; medical gas requirements; 
FDA/industry exchange workshop, 8177 
Gastrointestinal Drugs Advisory Committee, 
8180, 18113, 37155 
Harmonization International Conference; 
pharmaceuticals for human use registration 
requirements, 25938 
Imported foods safety, 3461 
Industry grassroots meeting; partnership 
activities report, 20996 
Leveraging; collaborating with stakeholders, 
8365 
Medical device quality systems inspection 
technique; FDA/industry exchange 
workshops, 10502, 13010 
Medical Devices Advisory Committee, 133, 
2415, 8181, 8716, 8982, 13981, 16401, 
18340, 21201, 36451, 37565, 39624 
Medical Imaging Drugs Advisory Committee, 
39416 
Medwatch/Medical Device Reporting/FDA 
Website Navigation, 13408 
National Center for Toxicological Research 
Science Advisory Board, 31180 
National Mammography Quality Assurance 
Advisory Committee, 783 
Nonprescription Drugs Advisory Committee, 
35100, 38293 
Oncologic Drugs Advisory Committee, 4436, 
6214 
Over-the-counter drug products, agency’s 
approach to regulating; hearing, 24704 
Peripheral and Central Nervous System Drugs 
Advisory Committee, 2416 
Pharmaceutical Science Advisory Committee, 
6613, 15344 
Pharmacy Compounding Advisory Committee, 
40104 
Psychopharmacological Drugs Advisory 
Committee, 6377, 33330 
Reproductive Health Drugs Advisory 
Committee, 10811, 11320 
Scale-up and postapproval changes, 
supplements, and other postapproval 
changes; FDA/industry exchange 
workshop, 8717 
Science Board, 13981 
Technical Electronic Product Radiation Safety 
Standards Advisory Committee, 36452 
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Food 


Transmissible Spongiform Encephalopathies 
Advisory Committee, 26217 

Useful written prescription drug information for 
patients; status, 7022 

Vaccines and Related Biological Products 
Advisory Committee, 783, 10503, 24706 

Memorandums of understanding: 

Centers for Disease Control and Prevention et 
al.; animal production and food health 
interagency coordinating committee; 
establishment, 34200 

Food Safety and Inspection Service; food 
ingredients and radiation sources used in 
meat and poultry products production; 
listing or approval, 33330 

Reports and guidance documents; availability, etc.: 

Abbreviated new drug application, archival 
copy; electronic submission; guidance, 
4436 

Allergic rhinitis; clinical development programs 
for drug products, 38563 

Antimicrobial resistance, public health action 
plan, 38832 

Antimicrobial susceptibility devices assessment, 
review criteria, 12271 

Appeals above division level; formal dispute 
resolution; industry guidance, 12019 

Apple juice, apple juice concentrates, and apple 
Juice products; adulteration with patulin; 
compliance policy guide and supporting 
document, 37791 

Biological products; human blood and blood 
components for transfusion or further 
manufacture; approved application changes; 
industry guidance, 134 

Blood and blood components; uniform labeling 
standards; recognition and use, 35944 

Blood standards; gamma irradiated blood and 
blood components; licensing pilot program 
and industry guidance, 13982 

Bottled water; feasibility of appropriate methods 
of informing customers of contents, 8718 

Chronic cutaneous ulcer and bum wounds; 
treatment products development, 39912 

Clinical trials for serious or life-threatening 
diseases; information program; data bank 
establishment; industry guidance, 16620 

Commodities with methyl parathion residues; 
channels of trade policy; industry guidance, 
35376 

Conjugated estrogens, USP: LC-MS method for 
both qualitative chemical characterization 
and qualitative pharmaceutical equivalence 
documentation, 12556 

Court decisions, ANDA approvals, and 1 80-day 
exclusivity under Hatch-Waxman 
Amendments to Federal Food, Drug, and 
Cosmetic Act; industry guidance, 16922 

Devices containing dry natural rubber that 
contact humans; user labeling requirements; 
alternate requirement approval, 3462 

Dioxin in anti-caking agents used in animal feed 
and feed ingredients; industry guidance, 
20996 

Donor questioning regarding possible exposure 
to malaria; recommendations, 36452 

E-mail submissions— 

Animals not intended for immediate 
slaughter; final disposition notice, 40104 
New Animal Drug Evaluation Office; meeting 
or teleconference request, 40108 
Slaughter for human food purposes; notice 
of intent, 40106 
Veterinary Medicine Center information, 
40109 

Female sexual dysfunction: clinical development 

of drug products for treatment, 31916 


Fumonisin levels in human foods and animal 
feeds, 35945 
Guidance documents; quarterly list, 13771, 
33553 
Herpes labialis; OTC treatment with antiviral 
agents; industry guidance, 12272 
Human prescription drugs and biologics 
labeling, adverse reactions section; content 
and form, 38563 
Institutional review boards, clinical 
investigators, and sponsors; exception from 
informed consent requirements for 
emergency research, 16923 
Investigational new drug meetings for human 
drugs and biologics; chemistry, 
manufacturing, and controls information; 
industry guidance, 5645 
Mammography Quality Standards Act— 
Final regulations document No. 2; compliance 
guidance, 10096 
Medical devices— 
Medical device tracking, 3722 
Patient labeling, 1 1586 
Premarket notification submissions, 20995 
Metallic plasma sprayed coatings on orthopedic 
implants; testing, etc.; industry guidance, 
4981 
New animal drug approval; use of supporting 
published literature; industry guidance, 
20997 
New drug applications; impurities in drug 
substances; industry guidance, 10097 
Nitric oxide delivery apparatus, nitric oxide 
analyzer, and nitrogen dioxide analyzer, 
premarket notification submissions, 3723 
Parathyroid hormone development for 
prevention and treatment of osteoporosis; 
industry guidance, 37396 
Pasteurized milk ordinance defined dairy 
products; importation, 39912 
PDUFA products; formal meetings with 
sponsors and applicants; industry guidance, 
12020 
Pediatric exclusivity; report to Congress; 
comment request, 26217 
Pediatric oncology studies in response to written 
request, 38564 
Photosafety testing; industry guidance, 1399 
Positron emission tomography drug products; 
content and format of new drug 
applications and abbreviated new drug 
applications; industry guidance, 13010 
Prescription device labeling requirements, 
alternative; industry guidance, 3463 
Reprocessing and reuse of single-use devices; 
review prioritization scheme; and 
enforcement priorities for single-use 
devices reprocessed by third parties and 
hospitals, 7027 
Seafood HACCP transition guidance, 4984 
Single-use devices; reprocessing and reuse; risk 
categorization scheme; guidance, 4985 
Skin irritation and sensitization testing of 
generic transdermal drug products; industry 
guidance, 5353 
Special protocol assessment; industry guidance, 
6377 
Standardized dust mite and grass allergen 
vaccines: potency limits; revised protocol; 
reviewer guidance, 7557 
Street drug alternatives; industry guidance, 
17512 
Supplemental applications for approved new 
animal drugs; Center responsibility and 
standards for prompt review; guidance, 
6214 


Veterinary Medicinal Products, International 
Cooperation on Harmonisation of Technical 
Requirements for Registration— 

Medicated premixes (VICH GL8) stability 
testing, 13785 
Summary judgment and permanent injunction; 
final amended order: 

Washington Legal Foundation v. Henney; 

decision, 14286 


Food and Nutrition Service 


RULES 
Child nutrition programs: 
Child and adult care food program— 
Vegetable protein products requirements 
modification, 12429 
Free and reduced price meals and free milk 
in schools-— 
Eligibility verification requirements; CFR 
correction, 31427 
National school lunch program— 
Blended beef, pork, poultry, or seafood 
products; identification, 36315 
Menu planning alternatives, 26904, 31371 
Vegetable protein products requirements 
modification, 12429 
School breakfast program— 
Blended beef, pork, poultry, or seafood 
products; identification, 36315 
Menu planning alternatives, 26904, 31371 
Vegetable protein products requirements 
modification, 12429 
Summer food service pro; 
State agency responsibilities; CFR correction, 
38409 
Vegetable protein products requirements 
modification, 12429 
Women, infants, and children; special 
supplemental nutrition program— 
Certification integrity, 3375 
Food stamp program: 
Coupons issuance and use; electronic benefits 
transfer systems; audit requirements, 10675 
State agencies; administrative costs payment, 
33433 


PROPOSED RULES 
Child nutrition programs: 

National school lunch and school breakfast 
programs; alternatives to standard 
application and meal counting procedures, 
5791 

Food distribution programs: 

Indian reservations; income deductions and 

miscellaneous provisions, 2358 
Food stamp program: 

Personal Responsibility and Work Opportunity 
Reconciliation Act of 1996; 
implementation— 

Noncitizen eligibility and certification 
provisions, 10856 

NOTICES 
Agency information collection activities: 

Proposed collection; comment request, 1585, 

1586, 19356, 20430, 26563, 33522, 35882 
Child nutrition programs: 

Child and adult care food program— 

Income eligibility guidelines, 17620 

National average payment rates, day care 
home food service payment rates, etc., 
39589 

Commodity School Program— 

Income eligibility guidelines, 17620 

National school lunch program— 

Free and reduced price application 
requirements and verification procedures, 
alternatives; pilot projects, 3409, 15119 

Income eligibility guidelines, 17620 

National average payments/maximum 
reimbursement rates, 39591 
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School breakfast program— 

Income eligibility guidelines, 17620 
National average payments/maximum 
reimbursement rates, 39591 

Special milk program— 

Income eligibility guidelines, 17620 
National average payments/maximum 
reimbursement rates, 39591 

Summer Food Service Program— 
Income eligibility guidelines, 17620 
Women, infants, and children; special 
supplemental nutrition program— 
Income eligibility guidelines, 16367 
Commodity supplemental food program: 
Elderly income guidelines, 20799 
Food distribution programs: 
Donated poultry substitution with commercial 
poultry; demonstration project, 25296 
Emergency Food Assistance Program; 
commodities availability, 3650 
Nutrition program for elderly; assistance level, 
8113 
Food stamp program: 
Alaska, Hawaii, Guam, and Virgin Islands; 
maximum allotments, 31875 
Maximum allotments and income eligibility 
standards and deductions, 51876 


Reports and guidance documents; availability, etc.: 


Food Buying Guide for Child Nutrition 
Programs; proposed yields revision, 436, 
4403 


Food Safety and Inspection Service 


RULES 
Meat and poultry inspection: 

Beef products contaminated with Escherichia 
coli (E. coli) 0157:H7; recent 
developments; meeting, 6881 

Federal Meat Inspection and Poultry Products 
Inspection Acts; State designations— 

Minnesota, 6886 

Inspection services— 

Retail operations exemption from 
requirements, 201 

Irradiation of refrigerated or frozen uncooked 
meat, meat byproducts, etc.; technical 
correction, 2284 

Partial quality control programs; requirements 
elimination, 34381 

Sanitation requirements for official 
establishments; technical corrections, 2283 

Sodium diacetate, sodium acetate, sodium 
lactate and potassium lactate; use as food 
additives, 3121 

Effective date, 17128 


PROPOSED RULES 
Egg products inspection; fee increase, 11486, 
26148 
Meat and poultry inspection: 
Cured pork products compliance monitoring 
system; requirements elimination, 14489 
Other consumer protection activities, 14486, 
40548 


NOTICES 
Codex Alimentarius Commission: 
International sanitary and phytosanitary 
standard-setting activities, 34637 
Committees; establishment, renewal, termination, 
Meat and Poultry Inspection National Advisory 
Committee, 20129 
Microbiological Criteria for Foods National 
Advisory Committee, 39121 
Hazardous analysis and critical control point 
(HACCP) inspection; industry petition; 
comment request, 30952 


Meat and poultry inspection: 


Retail stores, exemption; dollar limitations 
adjustment, 11283 


Meetings: 


Codex Alimentarius Commission— 
Fish and fish products, 21394 
Food Additives and Contaminants Codex 
Committee, 3652 
Food Labeling Committee, 17623 
General Principles Committee, 11031, 13357 
Milk and Milk Products Codex Committee, 
3651 
Egg safety action plan, 15119 
In-distribution inspection activities and 
initiatives, 34653 
Listeria monocytogenes control; foodborne 
illnesses prevention; action plan, 26563 
Meat and Poultry Inspection National Advisory 
Committee, 20130 
Slaughter plants; hazard analysis and critical 
control point (HACCP)-based inspection 
models project, 14939 


Reports and guidance documents; availability, etc.: 


Future of FSIS veterinarians; public health 
professionals for 21st century; meeting, 
2370 


Foreign Agricultural Service 


PROPOSED RULES 
Import quotas and fees: 
Sugar-containing products tariff-rate quota 
licensing, 20770 
NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 33292, 
38495 
Cocoa and honey; commodity reporting and 
analysis change, 25298 
Grants and cooperative agreements; availability, 
etc.: 
Emerging Markets Program, 3937 
Foreign Market Development Cooperator 
Program, 113 
Meetings: 
Emerging Markets Advisory Committee, 26809 
Uruguay Round Agreements Act (URAA); 
agricultural safeguard trigger levels, 12502 


Foreign Assets Control Office 


RULES 
Foreign assets control regulations: 
North Korean sanctions eased, 38165 
Iranian transaction regulations: 
Iranian-origin foodstuffs and carpets; general 
import licensing, 25642 
Reporting and procedures regulations: 
Funds transfers unblocking; mandatory license 
application form, 10707 
Sanctions; blocked persons, specially designated 
nationals, terrorists, narcotics traffickers, and 
blocked vessels; lists consolidation; 
amendment, 39100 
Additional designations and removals and 
supplementary information on specially 
designated narcotics traffickers, etc., 17590 


Foreign Claims Settlement 
Commission 


NOTICES 
Meetings; Sunshine Act, 15354 


Foreign-Trade Zones Board 


NOTICES 
Applications, hearings, determinations, etc.: 
Alaska 
Tesoro Petroleum Corp.; oil refinery complex, 
31139 
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Arizona 
Gowan Co.; agricultural chemica! products 
manufacturing and warehousing 
facilities, 8337 
Imation Corp.; data storage manufacturing 
and warehousing facilities, 37113 
Califomia, 5495, 30057, 37113, 39123 
Imation Corp.; Data storage manufacturing 
and warehousing facilities, 37114 
Florida, 18282, 20948 
Coastal Fuels Marketing, Inc.; fuel 
distribution terminal, 15304 
RP Scherer Corp.; gelatin capsule 
manufacturing facilities, 5308, 33802 
Georgia, 39865 
Hawaii 
Pacific Allied Products, Ltd.; plastic food/ 
beverage container manufacturing 
facility, 36887 
Idaho, 25905 
Illinois, 2375, 24675 
Archer Daniels Midland, Inc.; natural vitamin 
E manufacturing facility, 39123 
Clark Refining & Marketing, Inc.; oil refinery 
complex, 11038, 24675 
North American Lighting, Inc.; automotive 
lighting components and related auto 
parts manufacturing facilities, 35603 
Indiana 
Alfa Laval Distribution, Inc.; separator and 
decanter centrifuge equipment/parts 
warehousing/distribution facility, 5496 
SMC Pneumatics, Inc.; pneumatic automation 
components manufacturing and 
warehousing facilities, 39865 
Tetra Pak Parts Americas, Inc.; liquid food 
processing and packaging equipment 
parts warehousing/distribution facility, 
8337 
Kentucky, 37959 
Mississippi 
Alliant Aerospace Composite Structures Co.; 
space launch vehicle composite 
structures manufacturing plant, 36887 
Missouri 
Kawasaki Motors Manufacturing Corp., 
U.S.A.; small industrial diesel engines 
and parts of industrial robots 
manufacturing facility, 12969 
Nebraska 
Kawasaki Motors Manufacturing Corp., 
U.S.A.; utility work trucks 
manufacturing facility, 37959 
Zeneca, Inc.; agricultural chemical products 
facility, 18282 
New Jersey 
Clariant Corp.; electronic chemicals 
manufacturing and warehousing 
facilities, 39866 
Firmenich, Inc.; flavor and fragrance products 
manufacturing facilities, 31140 
Giuvaudan Roure Corp; flavor and fragrance 
products manufacturing plant, 37959 
New York, 37960 
Newburgh Dye & Printing, Inc., et al.; textile 
processing facilities, 25905 
North Carolina 
Consolidated Diesel Co. (Inc.); spark-ignition 
and diesel engine manufacturing 
facilities, 33294 
Pergo, Inc.; laminate-particle board flooring 
manufacturing plant, 37114 
North Dakota 
Imation Corp.; data storage manufacturing 
and warehousing facilities, 37115 
Ohio, 37960, 39866 
Sunoco Inc.; oil refinery complex, 31140 
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Foreign 


Oklahoma, 8337 
Conoco Inc.; oil refinery complex, 31141 
Imation Enterprises Corp.; data storage 
manufacturing and warehousing 
facilities, 37115 
Pennsylvania, 12970 
Puerto Rico, 24676 
Mani Can Corp.; steel can processing 
facilities, 5496 
South Carolina 
Fuji Photo Film, Inc.; imaging and 
information products manufacturing and 
distribution facilities, 18283 
Hubner Manufacturing Corp.; industrial 
bellows/molded parts manufacturing 
facility, 33294 
Tennessee, 11548 
Dell Computer Corp.; personal computer 
manufacturing facilities, 36887 
Matsushita Electronic Components Corp. of 
America; electrolytic capacitor and 


automotive audio speaker manufacturing 


plant, 8118 
Texas, 11548, 12970, 13938, 24446, 35603 
Dow Chemical Co.; petrochemical complex, 
24677 
Equistar Chemicals, LP; petrochemical 
complex, 24676, 24677 
Phillips Petroleum Co.; oil refinery complex, 
31301 
Zale Corp.; jewelry and accessories 
warehousing/distribution/processing 
facilities, 16562 
Virginia 
Hanover Direct, Inc.; consumer goods 
distribution facilities, 16563 
Washington, 11549, 33295 


Tesoro Petroleum Corp.; oil refinery complex, 


15305 
West Virginia, 8119 
Toyota Motor Manufacturing West Virginia, 
Inc.; automobile engines, 8338 


Forest Service 


RULES 
Alaska National Interest Lands Conservation Act; 
Title VIII implementation (subsistence 
priority): 
Fish and wildlife; subsistence taking, 40730 
Waters subject to subsistence priority; 
redefinition; correction, 39815 
PROPOSED RULES 
Alaska National Interest Lands Conservation Act: 
Fish and wildlife; subsistence taking, 5197 
Title VII implementation (subsistence priority) 
Kenai Peninsula determination, 8673 


Forest transportation system administration, 11680, 


24906 
Land uses: 

Special use authorizations; costs recovery for 
processing applications and monitoring 
compliance, 10042 

National Forest System land and resource 
management planning, 5465 
National Forest System lands: 
Fixed Anchors in Wilderness Negotiated 
Rulemaking Advisory Committee— 
Meetings, 36395 
Special areas: 
Roadless area conservation, 30276 
NOTICES 
Agency information collection activities: 

Proposed collection; comment request, 6579, 
7825, 8114, 10045, 11033, 19867, 20131, 
25464, 36108, 38496, 39594, 40075 


Appealable decisions; legal notice: 


Intermountain Region, 4226, 35882 
Northern Region, 30562 

Southern Region, 31510 
Southwestern Region, 3939 


Boundary establishment, descriptions, etc.: 


Deschutes National Forest, OR, 13710 

East Fork of Jemez Wild and Scenic River, 
Santa Fe National Forest, NM, 15890 

Malheur National Forest, OR, 13711 

Pecos Wild and Scenic River, Santa Fe National 
Forest, NM, 15891 

Siskiyou National Forest, OR, 13711, 13712 


Coal leases, exploration licenses, etc.: 


Colorado, 10102 


Committees; establishment, renewal, termination, 


etc.: 
Lake Tahoe Basin Federal Advisory Committee, 
18274 


Environmental statements; availability, etc.: 


Interior Columbia Basin Ecosystem 
Management Project, OR et al., 17624 

Mt. Baker-Snoqualmie National Forest, WA, 
3201 

Sierra Nevada Forest Plan; meetings, 38807 

Utah Northern Goshawk Project, 19868 

White River National Forest, CO, 17480 


Environmental statements; notice of intent: 


Allegheny National Forest, PA, 10465, 15301 

Bitterroot National Forest, MT, 6580 

Caribou-Targhee National Forest, ID, 15891 

Custer National Forest, MT, 2111 

Deschutes National Forest, OR, 2371 

Eldorado National Forest, CA, 39594 

Fernow Experimental Forest, WV, 6353 

Finger Lakes National Forest, NY, 39596 

Flathead National Forest, MT, 11034 

Fruitland Coalbed Methane Gas Development, 
CO; meetings, 36713 

Gallatin National Forest, MT, 19735, 20132 

Humboldt-Toiyabe National Forest, NV, et al., 
17480 

Idaho Panhandle National Forests, ID, 437, 
15301, 16872, 21716, 34654 

Inyo National Forest, CA, 35317 

Kootenai National Forest, MT, 15892 

Lincoln National Forest, NM, 12202 

Lolo National Forest, MT, 10465, 16872 

Manti-La Sal National Forest, UT, 14523 

Mark Twain National Forest, MO, 40076 

Mississippi National Forests, 8334 

Mt. Baker-Snoqualmie National Forest, WA, 
15122 

Nez Perce National Forest, ID, 31512 

Northern spotted owl; habitat management for 
National Forests and BLM districts, 24446 

Ottawa National Forest, MI, 34139 

Rogue River National Forest, OR, 15895, 18275 

Routt National Forest, CO, et al.; Canada lynx; 
land and resource management plans, 
16369, 40601 

Salmon-Challis National Forest, ID, 5307, 
37358 

San Juan National Forest, CO, 17672 

Sequoia National Forest, CA, 35317 

Shawnee National Forest, IL, 25298 

Sierra National Forest, CA, 35317 

Superior National Forest, MN, 8115, 16163 

Tongass National Forest, AK, 2575, 2576, 
15895, 17481, 17482, 25903, 35884 

Uinta National Forest, UT, 34436 

Umatilla National Forest, OR, 6582, 12503 

Wallowa-Whitman National Forest, OR, 18276 

Wasatch-Cache National Forest, UT, 6583, 
11283 

White Mountain National Forest, NH, 2112 


White Mountain National Forest, NH and ME, 
12505, 26565 
White River National Forest, CO, 6979 
Federal land and resource management: 
Watershed approach; unified Federal policy, 
8839 
Meetings, 8839 
Forest Service Manual: 
Water uses and development; regional 
supplement, 14238 
Jurisdictional transfers: 
Ashley and Unita National Forests, UT, 39121 
Meetings: 
California Coast Provincial Advisory 
Committee, 2577, 16873, 34655 
Deschutes Provincial Interagency Executive 
Committee Advisory Committee, 16373, 
34655 
Eastern Washington Cascades Provincial 
Advisory Committee et al., 1092, 10046 
Farmland Protection Policy Advisory 
Committee, 40606 
Intergovernmental Advisory Committee, 4227, 
24910 
John Day/Snake Resource Advisory Council, 
15123 
Klamath Provincial Advisory Committee, 4403, 
17483 
Lake Tahoe Basin Federal Advisory Committee, 
6584, 20943, 35318 
National Urban and Community Forestry 
Advisory Council, 2372, 33523 
Northwest Sacramento Provincial Advisory 
Committee, 14241, 30051, 39856 
Olympic Provincial Interagency Executive 
Committee Advisory Committee, 4403, 
24910 
Opal Creek Scenic Recreation Area Advisory 
Council, 35318, 40606 
Oregon Coast Provincial Advisory Committee, 
17483, 20943, 38807 
John Day/Snake Resource Advisory Council, 
6354 
Southwest Oregon Province Interagency 
Executive Committee Advisory Committee, 
4800, 17483, 32074 
Southwest Washington Provincial Advisory 
Committee, 3415 
Western Washington Cascades Provincial 
Interagency Executive Committee Advisory 
Committee, 24446 
Willamette Provincial Advisory Committee, 
4800, 19357, 34437 
National Forest System lands: 
Alaska National Forests, AK; outfitting and 
guiding activities; flat fee policy, 1846 
Alaska region; special forest products resource 
management policy, 12965 
San Francisco Peaks, AZ; withdrawal for 
protection of cultural, recreational, and 
resource values; public meeting, 14524 
Ski area permit actions; categorical exclusion, 
15303 
Tongass National Forest, AK; timber demand 
considerations, 18962 
Organization, functions, and authority delegations: 
Federal Subsistence Management Program 2000 
fishing season; interim delegations to 
Federal officials, 39856 
Land and Minerals Program Leader, Eastern 
Region, 8334 
Reports and guidance documents; availability, etc.: 
Forest transportation system; administrative 
policy, 11684, 24910 
Interior Columbia Basin Ecosystem 
Management Project; congressionally- 
required report, 24174 
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National Forest System road management, 
11676 


General Accounting Office 


RULES 

Claims, waiver of claims, and transportation 
issues; CFR parts removed, 33737 

Personnel Appeals Board; procedural rules, 15203 


NOTICES 
Committees; establishment, renewal, termination, 
etc: 
Medicare Payment Advisory Committee, 35936 
Federal Accounting Standards Advisory Board: 
Accounting for direct loans and loan guarantees; 
exposure draft; comment request, 31324 
Direct loans and loan guarantees; accounting 
standards; amendments, | 1064 
Financial management systems: 
Joint Financial Management Improvement 
Program— 
Property management systems requirements; 
availability and comment request, 17883 
Meetings: 
Federal Accounting Standards Advisory Board, 
4427, 15334, 31324, 34187, 38282 
Government Auditing Standards Advisory 
Council, 6212, 35644 


General Services Administration 


RULES 
Acquisition regulations: 
Revision, 11246 
Federal Acquisition Regulation (FAR): 
Caribbean Basin Trade Initiative, 24321 
Civilian Agency Acquisition Council and 
Defense Acquisition Regulations Council 
issuances; introduction; correction, 4633 
Competition under multiple award contracts, 
24317 
Cost accounting standards coverage; 
applicability, thresholds, and waiver, 36028 
FAR drafting principles, 36015 
Federal Procurement Office policy letters; 
rescission, 36014 
Foreign acquisition; policies and procedures; 
correction, 4633 
General records schedules, 36021 
Indian organizations and Indian-owned 
economic enterprises utilization, 24322 
Introduction, 16274, 24316, 36012 
Ocean transportation by U.S.-flag vessels, 
24324 
Price reasonableness and commerciality 
determination, 24320 
Progress payments and related financing 
policies, 16276 
Recycled products and environmentally 
preferable services; supporting procurement 
requirements, 36016 
SBA’s 8(a) Business Development Program; 
correction, 4633 
Small Business Competitiveness Demonstration 
Program, 16275 
Small business opportunities; Federal supply 
schedules, 36023 
Small entity compliance guide, 16286, 24325, 
36031 
Technical amendments, 16285, 24325, 36030 
Trade agreements thresholds, 36025 
Yugoslavia and Afghanistan acquisitions; 
restrictions, 36027 
Federal Management Regulation: 
Establishment as successor regulation to Federal 
Property Management Regulations, 10027 


Excess personal property; disposition, 31218 
Correction, 33778, 33889 
Transportation— 
Transportation payment and audit, 24568 
Federal Management Regulations: 
Excess personal property; disposition 
Correction, 34983 
Federal travel: 
Conference planning costs, 1326 
Per diem localities; maximum lodging and meal 
allowances 
Correction, 3392, 31823, 37053 
Privately owned automobile mileage 
reimbursement, 1268 
Relocation income tax allowance tax tables, 
8657 
Travel charge card; mandatory use, 3054, 21365 
Applicability date delay, 16828 
Correction, 2541 


PROPOSED RULES 
Acquisition regulations: 
Tax adjustment, 33799 
Federal Acquisition Regulation (FAR): 

Advance payments for non-commercial! items, 
25614 

Competitive negotiated acquisitions; discussion 
requirements, 17582 

Contract action and contracting action 
definitions, 34894 

Cost accounting standards administration, 20854 

Deferred research and development costs, 4328 

Drafting principles, 4346 

Energy efficiency of supplies and services, 
30310 

Government property, 1438 

Information technology; interagency acquisition 
by executive agent; withdrawn, 33428 

Liquidated damages, 2272 

Procurement integrity rewrite, 16758 

Semi-annual agenda, 23756 

Time-and-materiais or labor-hours, 3762 

Federal Acquisition Regulation: 

Contractor responsibility, labor relations costs, 
and costs relating to legal and other 
proceedings, 40830 

Federal Management Regulation: 

Federal advisory committee management, 2504 

Surplus personal property donation, 20014 

Transportation— 

Transportation management, 10440 
Transportation payment and audit, 8818 
Semi-annual agenda, 23616 
NOTICES 
Acquisition regulations: 

Activity schedule (OF 67); cancellation, 8149 

Allotment of pay (OF 212); cancellation, 19771 

Government billing of lading-privately owned 
personal property; 7-part snapout version 
(SF 1203); cancellation, 13390 

Inquiry as to availability (OF 5); form 
cancellation, 6373 

Record of travel expense (OF 68); cancellation, 
16619 

Request for issuance of replacement check due 
to error in name and/or designation of 
payee (SF 1147); revision, 14978 

Requisition for equipment, supplies, furniture, 
etc. (OF 263); form cancellation, 25729 

SF 182 (2-part snapout version); form 
cancellation, 25729 

Summary worksheet for estimating report costs 
(OF 101); cancellation, 17661 

Travel voucher (memorandum) (SF 1012A); 
cancellation, 20181 

U.S. Government Memorandum (OF 10); 
cancellation, 14283 
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Geological 


Agency information collection activities: 
Proposed collection; comment request, 25730 
Submission for OMB review; comment request, 

1898, 8977, 8978, 14978, 24698, 37980 

Environmental statements; availability, etc.: 

Alcohol, Tobacco and Firearms National 
Headquarters, Washington, DC, 14979 

Tecate, CA; Tecate Port of Entry facility 
renovation, 2630 

Washington, DC; Transportation Department; 
new or renovated headquarters; lease 
acquisition, 36814 

Environmental statements; notice of intent: 
Eugene/Springfield, OR; Federal courthouse, 

20180 

Springfield, MA; U.S. Courthouse, 33326 

Washington, DC; Transportation Department; 
lease acquisition of new or renovated 
headquarters, 15335 

Federal Acquisition Regulation (FAR): 

Agency information collection activities— 

Proposed collection; comment request, 12219, 
13953, 14950, 14951, 17489, 17490, 
25315, 25316, 26818, 35617 

Submission for OMB review; comment 
request, 1145, 6998, 6999, 30965, 
31887, 33810, 37122, 36422 

Federal travel: 

Move Management Services and Centralized 
Household Goods Traffic Management 
Program; MMS statement of work; 
changes, 8149 

Interagency Committee for Medical Records: 
Medical record-abbreviated medical record 

standard form (SF 539); cancellation, 4248 

Meetings: 

President’s Commission on Celebration of 
Women in American History, 11784, 
25925 

Women’s Progress Commemoration 
Commission, 39621 

Privacy Act: 

Systems of records, 16394, 34187 


Geological Survey 


NOTICES 
Agency information collection activities: 

Proposed collection; comment request, 2190, 
10099, 20196, 24977, 33568, 37407, 40687 

Submission for OMB review; comment request, 
24710 

Federal Geographic Data Committee: 

Digital Cartographic Standard for Geolégic Map 
Symbolization; comment request, 30127 

National Hydrographic Data Content Standard 
for Coastal and Inland Waterways; public 
review; comment request, 31343 

Shoreline metadata profile; public review, 
10099 

Grant and cooperative agreement awards: 

Maptech, Inc., 1166 

Rio Algom Exploration, 39422 

Grants and cooperative agreements; availability, 
etc.: 

Brucellosis vaccination of free-ranging elk and 
bison in Greater Yellowstone Area; 
ballistic delivery systems, 787 

Federal Geographic Data Committee; National 
Spatial Data Infrastructure Cooperative 
Agreements Program, 305 

National Earthquake Hazards Reduction 
Program, 13790 

Meetings: 

Conversation with Customers on Future Science 

Directions; listening sessions, 9292 
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Geological 


Earth Observing System Land Processes 
Distributed Active Archive Center Science 
Advisory Panel, 2637 

National Satellite Land Remote Sensing Data 
Archive Adviscry Committee, 19383 

Water Information Advisory Committee, 1910, 
14609 


Reports and guidance documents; availability, etc.: 


Federal-State Cooperative Water Program; 
external task force review, 306 


Government Ethics Office 


RULES 
Executive agency ethics training programs; 
amendments, 7275 
Correction, 10598 
Government ethics: 
Decennial census; financial interests of non- 
federal government employees; exemption, 
16511 
PROPOSED RULES 
Semi-annual agenda, 23658 


Government Printing Office 


NOTICES 
Meetings: 
Depository Library Council, 12010 


Grain Inspection, Packers and 
Stockyards Administration 


RULES 
Fees: 
Official inspection and weighing services, 
16783 
Grain inspection: 
Rice; fees increase, 16787 
Packers and stockyards regulations: 
Feed weight, 17758 
PROPOSED RULES 
Fees: 
Official inspection and weighing services, 75 
Grain inspection: 
Rice; fees increase, 78 
NOTICES 
Agency designation actions: 
Illinois, 11035 
Indiana, 35044 
Various States, 11036 
Virginia, 35044 
Central filing systems; State certifications: 
Oklahoma, 40606 
Meetings: 
Grain Inspection Advisory Committee, 24174 
Stockyards; posting and deposting: 
4State Horse & Equipment Auction, AR, et 
al., 16561 


Harry S. Truman Scholarship 
Foundation 


NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 25730, 
30122 
Eligible institutions of higher education; 
nominations, 1232 
Meetings; Sunshine Act, 19772 


Health and Human Services 
Department 


See Agency for Healthcare Research and Quality 
See Agency for Toxic Substances and Disease 
Registry 
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See Aging Administration 

See Centers for Disease Control and Prevention 

See Children and Families Administration 

See Community Services Office 

See Food and Drug Administration 

See Health Care Financing Administration 

See Health Resources and Services Administration 

See Indian Health Service 

See Inspector General Office, Health and Human 
Services Department 

See National Institutes of Health 

See Program Support Center 

See Public Health Service 

See Refugee Resettlement Office 

See Substance Abuse and Mental Health Services 
Administration 

RULES 

Compassionate payments: 

Ricky Ray Hemophilia Relief Fund Program, 
34860 
Health resources development: 


Organ procurement and transplantation network; 


operation and performance goals; response 
to comments, 15252 
Effective date stay; correction, 1435 
Privacy Act; implementation, 34986, 37288 
Uniform administrative requirements for grants 
and agreements with institutions of higher 
education, hospitals, and other non-profit 
organizations, 14406 
PROPOSED RULES 
Grants: 
Substance Abuse Prevention and Treatment 
Block Grant Program, 5474 
Health plans, health care clearinghouses, and 
health care providers: 
Administrative data standards and related 
requirements— 
Individually identifiable health information; 
privacy standards; correction, 427 
Medical care and examinations: 
Indian health— 
Indian Self-Determination Act; contracts, 
4797 
Semi-annual agenda, 22738 
NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 1392, 
2967, 4427, 9269, 12266, 13390, 25925 
Submission for OMB review; comment request, 
13390, 17508, 17509, 19772, 24960, 
33326, 36699 
Commercial activities inventory; revision, 8978 
Committees; establishment, renewal, termination, 
etc.: 
Blood Safety and Availability Advisory 
Committee, 34705 
Communicable Disease Advisory Council, 
40667 
Minority Health Advisory Committee, 5351 
National Human Research Protections Advisory 
Committee, 37981 
National Vaccine Advisory Committee, 39409 
Vital and Health Statistics National Committee, 
16204 
Federal claims; interest rates on overdue debts, 
4976, 25730 
Grant and cooperative agreement awards: 
ASPIRA Association, Inc., 19900 
Association of Schools of Public Health, 36699 
Interamerican College of Physicians and 
Surgeons, 24486 
National Alliance for Hispanic Health, 31172 
National Association for Equal Opportunity in 
Higher Education, 39621 


National Minority AIDS Council, 15159 
Southern Illinois University at Edwardsville, 
20460 
Grants and cooperative agreements; availability, 
etc.: 
Adolescent Family Life Demonstration Projects 
Program, 20060 
Bilingual/Bicultural Service Demonstration 
Program, 15159, 17552 
HIV/AIDS-Related Services in Highly Impacted 
Minority Communities; Technical 
Assistance and Capacity Development 
Demonstration Program, 19900 
National Community Centers of Excellence in 
Women’s Health Program, 31553 
Welfare reform outcomes— 
Data collection efforts; enhancement, 20460 
Policy research and studies, 10498 
Healthy People 2010; program announcement 
change, 31172 
Meetings: 
Blood Safety and Availability Advisory 
Committee, 14283, 34705 
Genetic Testing Advisory Committee, 6212, 
21094 
HIV/AIDS Presidential Advisory Council, 485, 
6373, 1766! 
Medicare Trustees Reports Technical Review 
Panel, 36145 
National Bioethics Advisory Commission, 7554, 
15642, 21768, 33326, 38558 
President’s Council on Physical Fitness and 
Sports, 10792 
Tobacco Control Framework Convention, 10094 
Vital and Health Statistics National Committee, 
1898, 3452, 4428, 6373, 7392, 12996, 
16920, 24212, 25926, 31173, 35936, 37390 
National Environmental Policy Act compliance 
and environmental protection procedures, 
10230 
Newborn HIV testing; Secretary’s determination, 
3368 
Organization, functions, and authority delegations: 
Assistant Secretary for Planning and Evaluation, 
20465 
Civil Rights Office, 19379 
Health Care Financing Administration 
Administrator, 38559 
Health Resources and Services Administration, 
37136 
Human Research Protections Office, 37136 
Public Health and Science Office, 30600 
Public Health Service, 36815 
Poverty income guidelines; annual update, 7555 
Privacy Act: 
Systems of records, 39622 
Reports and guidance documents; availability, etc.: 
Dietary Guidelines Advisory Committee; final 
report; meeting, 8333 
Scientific misconduct findings; administrative 
actions: 
Duan, Lingxun, M.D., 39149 
Ho, John L., M.D., 3717 
State assistance expenditures; Federal financial 
participation, 8979 


Health Care Financing 
Administration 


See Inspector General Office, Health and Human 
Services Department 
RULES 
Medicaid: 
State Children’s Health Insurance Program; 


allotments and payments to States, 33616 
Correction, 38027 
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Medicare: 

Home health prospective payment system rule; 
overview; town meeting, 39314 

Hospital inpatient prospective payment systems 
and 2000 FY rates, Correction, 1817, 5933 

Hospital outpatient services; prospective 
payment system, 18434, 40535 

Inpatient Disproportionate Share (DSH) Hospital 
adjustment calculation— 

States with section 1115 expansion waivers; 
change in treatment of certain Medicaid 
patient days, 3136 

Medicare+Choice program— 
Establishment; changes, 40170 
Paramedic intercept ambulance services; vehicle 
and staff requirements; coverage and 
payment policies, 13911 
Payment amount if customary charges are less 
than reasonable costs, 8660 
Physician fee schedule (2000 CY); payment 
policies and relative value unit adjustments; 
correction, 19329 
State health insurance assistance program, terms 
and conditions, 34983 
Supplemental practice expense survey data; 
submission criteria, 25664 
PROPOSED RULES 
Clinical Laboratory Improvement Amendments: 
Laboratories regulations— 
Cytology proficiency testing; withdrawn, 
14510 
Medicare: 

Ambulance Fee Schedule Negotiated 

Rulemaking Committee— 
Meetings, 1081, 4545 

Clinical diagnostic laboratory services; coverage 
and administrative policies; negotiated 
rulemaking, 13082 

Coverage decisions; criteria, 31124, 37507 

Hospital inpatient prospective payment systems 
and 2001 FY rates, 26282 

Rural health clinics— 

Participation requirements, payment 
provisions, and quality assessment and 
performance improvement program 
establishment, 10450 

Skilled nursing facilities; prospective payment 
system and consolidated billing; update, 
19188 
Upgraded durable medical equipment; payment, 
24666 
NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 135, 
2967, 4437, 5354, 6614. 8367, 10098, 
11587, 11588, 12556, 12557, 12558, 
14288, 14985, 16924, 19382, 19782, 
19783, 24707, 25736, 25939, 26218, 
26618, 35379, 35652, 35653, 35945, 
36453, 36454, 38836, 39416, 39417, 
40111, 40668 
Reporting and recordkeeping requirements, 8367 
Submission for OMB review; comment request, 
1161, 1400, 2186, 3724, 3725, 4438, 4824, 
8370, 8983, 11588, 11589, 12559, 12560, 
12568, 14986, 15912, 19382, 19783, 
24217, 25737, 25738, 26218, 30414, 
30415, 31576, 34715, 35653, 35654, 
35946, 37566, 38837, 40668, 40669, 40670 
Clinical Laboratory Improvement Amendments: 
Oregon; exemption removed, 25492 
Grants and cooperative agreements; availability, 
etc.: 
Lifestyle Modification Program Demonstration 
Project, 18342 
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Medicare— 

Graduate Medical Education Consortia 
demonstration, 494 

Lifestyle Modification Program 
Demonstration Project, 495 

People with disabilities; competitive 
employment; Medicaid infrastructure 

program, 34715 

Medicaid: 

Home health agencies; national accreditation 
program recognition applications— 

Community Health Accreditation Program, 
Inc., 8725 

Joint Commission on Accreditation of 
Healthcare Organizations, 8722 

Hospitals; national accreditation program 
recognition applications— 

American Osteopathic Association, 8727 
Program issuances and coverage decisions; 

quarterly listings, 1400, 34481 

State allotments for payment of Medicare Part 
B premiums for qualifying individuals 
(2000 FY), 34478 

State Children’s Health Insurance Program— 

Allotments to States, Commonwealths, and 
Territories, 33634 

Allotments to States, District of Columbia, 
Commonwealths, and Territories, 33638 

State plan amendments, reconsideration; 
hearings— 

Utah, 11786 

Medicare: 

Ambulatory surgical center payment rates 
update, 6380 

Home health agencies; national accreditation 
program recognition applications— 

Community Health Accreditation Program, 
Inc., 8725 

Joint Commission on Accreditation of 
Healthcare Organizations, 8722 

Home health agencies— 

Costs for cost reporting periods beginning on 
or after October 1999, schedules of per- 
visit and per-beneficiary limitations, 
8722 

Hospital Outpatient Prospective Payment 
System; special payment for new 
technologies and certain drugs, biologicals, 
and medical devices, 18341 

Hospitals; national accreditation program 
recognition applications— 

American Osteopathic Association, 8727 
Medicare+Choice deeming authority, 40112 
Medigap high deductible options; deductible 

amount, 18999 

New technology intraocular lenses furnished by 
ambulatory surgical centers; lenses eligible 
for adjustment in payment amount, 25738 

Program issuances and coverage decisions; 
quarterly listings, 1400, 34481 

Sustainable growth rate (CY 2000), 19000 

Meetings: 
Competitive Pricing Advisory Committee, 

24970 

Medicare+Choice organizations— 

Physician and hospital outpatient encounter 
data collection for risk management; data 
requirements overview, 10812 

Timely and accurate submission of data; 
national and regional training sessions, 
35654 

Medicare; coverage of drugs and biologicals 

that cannot be self-administered, 25493 

Medicare Coverage Advisory Committee, 498, 
4986, 13983, 31917 
Medicare Education Advisory Panel, 4617 


Health 


Medicare Education Citizens Advisory Panel, 
24707 
Medicare peer review organizations and health 
care community entities; partnerships to 
foster health care quality improvement; 
town hall meeting, 24971 
Medicare program; documentation guidelines for 
evaluation and management services; town 
hail meeting, 35947 
Practicing Physicians Advisory Council, 13012, 
31917 
Organization, functions, and authority delegations: 
Communications and Operations Support Office 
et al., 498 
Privacy Act: 
Systems of records, 35948, 37792 


Health Resources and Services 
Administration 


PROPOSED RULES 
National practitioner data bank for adverse 
information on physicians and other health 
care practitioners: 
Medical malpractice payments reporting 
requirements, 20428 
NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 5646, 
7558, 10812, 13013, 13408, 14594, 14595, 
20998, 35948, 37567, 39914, 40670 
Submission for OMB review; comment request, 
3725, 7559, 10503, 10813, 11787, 18113, 
20469, 20999, 24489, 24972, 25740, 
31011, 32114, 36149, 37568, 40671 
Committees; establishment, renewal, termination, 
ete.: 
Childhood Vaccines Advisory Commission, 
35949 
Competitive comprehensive grants preview (1999 
FY); availability; HIV/AIDS Programs, 
Special Projects of National Significance 
cancelled, 136, 1640, 10504, 32115 
State and Local Data Utilization and 
Enhancement Cooperative Agreements; 
withdrawn, 16924 
Competitive comprehensive grants preview (2000 
FY); availability, 8371 
Grant and cooperative agreement awards: 
National Association of County and City Health 
Officials, 31012 
National Governors’ Association Center for Best 
Practices, 8374 
Grants and cooperative agreements; availability, 
etc.: 
340B Drug Pricing Program, 6383 
AIDS Education and Training Centers’ National 
HIV/AIDS Clinical Consultation Center, 
33560 
Children’s Hospitals Graduate Medical 
Education Payment Program, 37985, 39151 
Community Access Program, 5647 
Health insurance coverage; State planning 
grants, 17286 
Health professions and nursing programs— 
Low income levels, 33560 
HIV/AIDS primary health care; targeted 
capacity building assistance, 39417 
Maternal and Child Health Federal Set-Aside 
Program; State information systems, 25740 
Model interventions to increase organ and tissue 
donation, 32115 
National Oral Health Policy Center and State 
Oral Health Leadership Partnership, 35655 
Licensed pharmacist shortages; study and 
comment request, 14288 
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Health 


Meetings: 
AIDS Advisory Committee, 20826 
Asian Americans and Pacific Islanders, 
President’s Advisory Commission; White 
House Initiative, 26219, 31577, 37156 
Childhood Vaccines Advisory Commission, 
7029, 26219, 35950 
Federal Credentialing Program; working 
meeting, 34489 
Graduate Medical Education Advisory Council, 
12021 
Health Professions and Nurse Education Special 
Emphasis Panels, 4617 
Infant Mortality Advisory Committee, 2634, 
31343 
Maternal and Child Health Research Grants 
Review Committee, 32115 
Migrant Heaith National Advisory Council, 
2634, 5649, 20826 
National Health Service Corps National 
Advisory Council, 3726 
Nurse Education and Practice National Advisory 
Council, 13013 
Rural Health National Advisory Committee, 
3726 
Training in Primary Care Medicine and 
Dentistry Advisory Committee, 13984 
National vaccine injury compensation program;: 
Petitions received, 18114, 26618 
Organization, functions, and authority delegations: 
Health Professions Bureau, 12021 
Northeast Field Cluster, 38565 
Pacific West Cluster, 38566 
Planning, Evaluation and Legislation Office, 
38568 
Primary Heath Care Bureau, 16623 
West Central Field Cluster, 8375 
Privacy Act: 
Systems of records, 1640 
Veterans Health Care Act: 
Limitation on prices of drugs purchased by 
covered entities— 
Section 340B drug pricing program; guidance 
clarification, 13983 


Hearings and Appeals Office, Energy 
Department 


NOTICES 
Special refund procedures; implementation, 7386, 
17864, 18089 


Hearings and Appeals Office, Interior 
Department 


RULES 
Hearings and appeals procedures: 
Indian affairs— 
Indian trust estates; summary distributions 
authority; technical amendment, 25449 


Historic Preservation, Advisory 
Council 


NOTICES 
Meetings, 10760, 36884 


Housing and Urban Development 
Department 


See Federal Housing Enterprise Oversight Office 
RULES 
Acquisition regulations: 
Miscellaneous amendments, 3572, 3576 
Correction, 6444, 12950 
Community facilities: 
Supportive Housing Program; operating cost 
percentage increase, 30822 
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Governmentwide debarment and suspension: 

Debarment, suspension, and limited denial of 
participation; procedures clarification, 
38706 

Grants and agreements with higher education 
institutions, hospitals, and other non-profit 
organizations; uniform administrative 
requirements, 30498 

Housing programs: 

Uniform financial reporting standards; annual 
financial report filing date, 16294 

Lead-based paint hazards in federally owned 
residential property and housing receiving 
Federal assistance; notification, evaluation, 
and reduction; correction, 3386, 15044, 16818 

Low income housing: 

Housing assistance payments (Section 8)— 

Admission and occupancy requirements; 
changes, 16692 

Moderate rehabilitation units; lease execution 
or termination when remaining term on 
contract is less than one year, 24374 

Multifamily housing mortgage and housing 
assistance restructuring program (mark- 
to-market program), 15452 

Tenant-based certificate and voucher 
programs merger into Housing Choice 
Voucher Program; correction, 16819 

Mortgage and loan insurance programs: 

Home equity conversion mortgage insurance; 
condominium associations; right of first 
refusal, 5406 

Multifamily housing projects; tenant 
participation, 36272 

Multifamily Reform Act; implementation— 

Mortgage Review Board and civil money 
penalty regulations; amendments, 9084, 
38710 

Single family mortgage insurance— 

Appraiser roster; placement and removal 
procedures, 17974 

Public and Indian housing: 

Public Housing Assessment System; 
amendments, 1712 

Correction, 36042 

Public Housing Capital Fund Program; formula 
allocation funding system, 14422, 25445 

Rental voucher and certificate programs 
(Section 8}— 

Management Assessment Program; 
establishment; stay lifted, 38194 

Management Assessment Program; technical 
amendment; correction, 16823 

Tenant-based Section 8 program; expiring 
annual contributions contracts renewal; 
housing assistance allocation formula; 
correction, 16817 

PROPOSED RULES 

Federal National Mortgage Association (Fannie 
Mae) and Federal Home Loan Mortgage 
Corporation (Freddie Mac): 

New housing goals for 2000-2003 calendar 
years, 12632 

Low income housing: 

Housing assistance payments (Section 8)}— 

Fair market rents for Housing Choice 
Voucher Program and Moderate 
Rehabilitation Single Room Occupancy 
Program, etc., 25172 

Manufactured home construction and safety 
standards: 

Condensation control for exterior walls in 
humid and fringe climates; regulatory 
waiver, 17110 

Smoke alarms, 31778 

Mortgage and loan insurance programs: 

Title I Property Improvement and Manufactured 

Home Loan Insurance programs and Title 
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I lender/Title II mortgagee approval 
requirements, 17120 
Multifamily properties; civil money penalties, 
39502 
Privacy Act; impiementation, 32240 
Public and Indian housing: 
Native American housing activities— 
Construction cost limits, 21288 
Operating Fund Allocation Negotiated 
Rulemaking Committee— 
Meetings, 7330, 11525 
Public housing agency plans; poverty 
deconcentration and public housing 
integration (‘‘One America’’), 20686 
Semi-annual agenda, 22838 
NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 1409, 
1410, 1411, 3242, 5360, 6616, 6617, 8386, 
9283, 9284, 10506, 10531, 11798, 12566, 
13786, 15912, 16925, 17289, 18344, 
21783, 24218, 24708, 24709, 24974, 
25353, 26623, 26624, 30601, 30602, 
33563, 34226, 34723, 35110, 36702, 
36703, 37403, 37992, 39624, 40677 
Submission for OMB review; comment request, 
6618, 7393, 8386, 9284, 11592, 11593, 
11594, 12567, 13787, 15167, 15913, 
15914, 17289, 17290, 17291, 18345, 
18346, 19019, 19020, 20183, 20184, 
20185, 20826, 21005, 21203, 24219, 
24975, 34724, 37162, 37404, 37833, 
37993, 37994, 39625, 40686 
Committees; establishment, renewal, termination, 
U.S.-Israel Bi-National Commission on Housing 
and Community Development, 39419 
Environmental statements; notice of intent: 
Yonkers, NY; affordable housing project, 30424 
Grant and cooperative agreement awards: 
Community development block grant program— 
Indian Tribes and Alaska Native Villages, 
7879 
Community Development Technical Assistance 
Programs, 26625 
Housing assistance payments (Section 8)— 
Rental certificate and rental voucher 
programs, 17661 
Housing Opportunities for Persons with AIDS 
Program, 10531 
Public and Indian housing— 
Economic Development and Supportive 
Services Carryover Program, 31182 
Troubled Agency Recovery Office, 16215 
Youthbuild Program, 4617 
Grants and cooperative agreements; availability, 
etc.: 
Community development block grant program— 
Indian Tribes and Alaska Native Villages, 
13192 
Multifamily housing owners; service 
coordinator program, 14708 
Economic Development Initiative Community 
Empowerment Fund Pilot Program, 40836 
Facilities to assist homeless— 
Excess and surplus Federal property, 1163, 
2419, 3471, 4566, 5651, 7106, 8387, 
10286, 11642, 13788, 14605, 16036, 
17292, 18347, 20186, 21464, 24975, 
26232, 30603, 31918, 34226, 35382, 
36704, 37796, 39169, 40686 
Fair Housing Initiatives Program; focus group 
meeting, 25432 
Housing assistance payments (Section 8)— 
Family self-sufficiency program coordinators 
for rental certificate and voucher 
programs, 17114 
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Housing, community development, and 
empowerment programs and Section 8 
housing voucher assistance (SuperNOFA), 
9322, 21783, 26844, 36837, 37994 

Fair Housing Initiatives Program; 
clarifications and modifications, 25742 
Table of contents, 14608 

Public and Indian housing— 

Indian Housing Drug Elimination Program, 
30502, 36707 

Public Housing Drug Elimination Program, 
30318 


Public Housing Drug Elimination Program Gun 


Buyback Violence Reduction Initiative, 
5400 

Rural Housing and Economic Development 
Program, 7970 

Section 202 projects; Assisted Living 
Conversion Program, 14694, 36838 

Section 8 Housing Choice Voucher Program; 


fair share allocation of incremental voucher 


funding, 13222, 31584, 37995 
Small Cities Community Development Block 
Grant Program— 
New York; withdrawn, 12568 
Low income housing: 
Housing assistance payments (Section 8)— 
Operating cost adjustment factors, 15046 
Meetings: 
Predatory lending practices; public fact-finding 


forums and task force establishment, 19917 


Mortgage and loan insurance programs: 

Credit Watch Termination Initiative; list of 
mortgagees whose Origination Approval 
Agreements have been terminated, 16216 

Debenture interest rates, 11595 

Mortgagee Review Board; administrative actions, 
7036, 39171 


Organization, functions, and authority delegations: 


Assistant Secretary for Fair Housing and Equal 
Opportunity; order of succession, 16952 

Assistant Secretary for Public and Indian 
Housing et al., 7559 


Federal Tort Claims Act and Military Personnel 


and Civilian Employees’ Act of 1964; 
Assistant General Counsel for New 
England, 4619 
Privacy Act: 
Computer matching programs, 36708 
Systems of records, 33242 
Public and Indian housing: 
Housing assistance payments (Section 8)— 
Housing choice voucher, rental certificate, 
and moderate rehabilitation programs; 
administrative fees; annual factors, 
10316, 32116, 40686 


Immigration and Naturalization 
Service 


RULES 
Executive Office for Immigration Review: 

Representation and appearances; professional 

conduct for practitioners, 39513 
Immigration: 

Haitian nationals; status adjustment, 15835 

Nicaraguan and Cuban nationals; status 
adjustment, 15846 

Polish and Hungarian parolees; status 
adjustment, 20069 

Irish Peace Process Cultural and Training 
Program; establishment, 14774 
Correction, 18432 
Nationality: 
Naturalization grants; revocation, 17127 
Nonimmigrant classes: 

Nonimmigrant workers (H-1B category); 
petition; fee schedule and filing 
requirements, 10678 

Ports of entries— 

Cleveland, OH, et al., 7715 


Organization, functions, and authority delegations: 
Los Angeles and San Francisco Asylum Offices, 


CA; jurisdictional change, 39071 


PROPOSED RULES 
Immigration: 
Aliens— 
Detention of aliens ordered removed, 40540 
NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 8207, 
8739, 8740, 11083, 11084, 13990, 14626, 
15354, 14355, 15356, 17309, 17675, 
31014, 31015, 31016, 35672, 39926 


Submission for OMB review; comment request, 


7059, 8208, 8740, 10822, 10823, 24228, 
24229, 26854, 26855, 26856, 33579, 


33580, 33581, 34731, 37410, 37411, 37412 


Environmental statements; notice of intent: 
Houston, TX; detention facility construction, 
26856 
McAllen, TX; Operation Rio Grande; 
implementation, 4999 
San Diego, CA; iniernational border fence and 
roads; construction, 1175 
Seattle, WA; detention facility construction, 
26857 
Immigration: 
H-1B nonimmigrants; numerical limitation 
reached for 2000 FY; information, 15178 
Immigration User Fee Account status; report to 


Indian 


Tribal revenue allocation plans, 14461 


PROPOSED RULES 
Education: 

Southwestern Indian Polytechnic Institute; 

personnel system, 26728 
Tribal government: 

Certificate of degree of Indian or Alaska Native 
blood; documentation requirements and 
filing, processing, and issuing requirements 
and standards, 20775 

Meeting, 38228 
NOTICES 
Agency information collection activities: 

Proposed collection; comment request, 17293, 
31186 

Submission for OMB review; comment request, 
787, 1166, 11597, 40112 

Committees; establishment, renewal, termination, 
etc.: 

Osage Tribal Education Committee, 14314 

Environmentai statements; availability, etc.: 

Cabazon Resource Recovery Park, Cabazon 
Indian Reservation, CA, 3472 

Colville Confederated Tribes, Colville 
Reservation, WA; integrated resource 
management pian, 20196 

Cortina Band of Wintun Indians; Integrated 
Waste Management Project, CA, 3473 

Navajo Nation, AZ and NM; Navajo Ten-Year 
Forest Management Plan, 20197, 30605, 
35121 

Skull Valley Band of Goshute Indians 
Reservation, UT; independent spent private 
fuel storage installation, 39206 

Environmental statements; notice of intent: 

Torres Martinez-Calpine Power Generating 

Facility, CA, 37163 
Grants and cooperative agreements; availability, 
etc.: 

Contract Support Funds; distribution and use 
method, 10100 

Education Facilities Replacement Construction 
Priority List, 4623 

Higher Education Workforce Project, 13170, 
40912 

Indian Reservation Roads Program, 12026 

Traffic safety on Indian reservations, 9292 

Indian entities recognized as eligible to receive 
services from BIA; list, 13298, 31188 

Indian tribes, acknowledgment of existence 
determinations, etc.: 

Acknowledgment petitions; internal processing 
changes, 7052 

Cowlitz Indian Tribe, WA, 8436 


Congress; comment request, 7893 

Meetings: 

Birth certificates; Federal standards, 7895 

Immigration Matters District Advisory Council, 

520, 21470 

User Fee Advisory Committee, 8209 
Organization, functions, and authority delegations: 

Nebraska Service Center, Director, 15924 
Temporary protected status program designations: 

Angola, 16634 

Guinea-Bissau, 15016 

Honduras, 30438, 36719 

Kosovo Province; termination, 33356 

Nicaragua, 30440, 36721 


Public Housing Assessment System— 
Financial condition scoring process, 40008 
Management operations scoring process, 

40024, 40028 

Physical condition scoring process, 39988 

Resident service and satisfaction scoring 
process, 40034 

Scoring procedures; additional information, 
39986 

Transitional assistance, 36047 

Section 8 tenant-based housing assistance 

program— 

Baseline unit allocations determination and 
verification; access, use, restoration, and 
recapture of program baseline unit 
allocations transfers, 21088 

Regulatory waiver requests; quarterly listing, 

14716 

Reports and guidance documents; availability, etc.: 
Model building codes; HUD review; policy 
statement and final report, 15740 


Eastern Pequot Indians of Connecticut, 17299 
Paucatuck Eastern Pequot Indians of 
Connecticut, 17294 
Steilacoom Tribe of Indians, WA, 5880 
imngation projects; operation and maintenance 
charges: 
Colorado River Irrigation Project, AZ, 12024 
San Carlos Irrigation Project, AZ, 12025 
Judgement funds; plans for use and distribution: 
Ramah Navajo Chapter vs. Bruce Babbitt, 4989 
Land acquisitions into trust: 
Lower Brule Sioux Tribe of Indians of South 
Dakota, 31594 
Liquor and tobacco sale or distribution ordinance: 
Bums-Paiute Tribe, OR, 13985 
Colusa Indian Community Council trust lands, 
CA, 17893 
Concow Maidu Tribe of Mooretown Rancheria, 
CA, 7054 
Pueblo of Laguna, NM, 35121 
Quinault Indian Nation, WA, 36457 


Indian Affairs Bureau 


RULES 
Transportation Equity Act for 21st Century; 
implementation: 
Indian Reservation Roads funds; 2000 FY funds 
distribution, 743!, 37697 
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Indian 


Stockbridge-Munsee Community Band of 
Mohican Indians, 35121 
Meetings: 
Exceptional Children Advisory Board, 34726 
Indian education topics; tribal consultation, 
40121 
Individual Indian money accounts; historical 
analysis, 17521 
Reservation establishment, additions, etc.: 
Cow Creek Band of Umpqua Tribe of Indians, 
OR, 15168, 33568 
Jicarilla Apache Tribe, NM, 16628 
Tribal-State Compacts approval; Class III (casino) 
gambling: 
Agua Caliente Band of Cahuilla Indians et al., 
CA, 31189, 34726 
Bums-Paiute Tribe, OR, 34726 
Choctaw Nation, OK, 30605 
Confederated Salish and Kootenai Tribes, MT, 
30605 
Confederated Tribes of Umatilla Indian 
Reservation, OR, 17527 
Confederated Tribes of Warm Springs 
Reservation of Oregon, 34726 
Coquille Indian Tribe, OR, 34727 
Coushatta Tribe of Louisiana, 31189, 33423 
Flandreau Santee Sioux Tribe, SD, 13303 
Klamath Tribes, OR, 34727 
Moapa Band of Paiute Indians, NV, 1167 
Northern Cheyenne Tribe, MT, 36461 
Samish Indian Nation, WA, 38570 
Tunica-Biloxi Tribe, LA, 30606 


Indian Health Service 


NOTICES 
Agency information collection activities: 

Proposed collection; comment request, 2416, 
2417, 3727, 18120 

Submission for OMB review; comment request, 
24973, 40112 

Grant and cooperative agreement awards: 

Indian Health Scholarship Program; recipients 

list, 34212 
Grants and cooperative agreements; availability, 
etc.: 

American Indian/Alaska Native Children, 
Youth, and Families; Mental Health and 
Community Safety Initiative, 26841, 34220 

Health Professionals Preparatory, Pregraduate, 
and Indian Health Professions Scholarship 
Programs, 3464 

Native American Research Centers for Health, 
37796 

Organization, functions, and authority delegations: 

Albuquerque Area Indian Health Service, 34220 

Information Systems and Technology Division, 
8730 


Information Security Oversight Office 


RULES 
Classified national security information: 
Multi-agency declassification issues; uniform 
referral standard; correction, 16320 


Inspector General Office, Health and 
Human Services Department 


RULES 
Health care programs; fraud and abuse: 
Health Insurance Portability and Accountability 
Act— 
Civil money penalties; revisions, 24400, 
35583 
Medicare: 
Hospital outpatient services; prospective 
payment system, 40535 


52 


Privacy Act: implementation, 34986 
PROPOSED RULES 
Health care programs; fraud and abuse: 
Health Insurance Portability and Accountability 
Act— 
Civil money penalty safe harbor to protect 
Medicare supplemental insurance and 
Medigap premium payments for end- 
stage renal disease (ESRD) beneficiaries, 
25460 
Medicare and State health care programs; fraud 
and abuse: 
Ambulance restocking safe harbor under anti- 
kickback statute, 32060 
NOTICES 
Health care program; fraud and abuse: 
Healthcare Integrity and Protection Data Bank— 
Querying and user fees; opening date, 11589 
Program exclusions; list, 3728, 8376, 14986, 
19006, 30415, 37156 
Reports and guidance documents; availability, etc.: 
Individual and small group physician practices; 
compliance program, 36818 
Nursing facilities; Inspector General Office 
compliance program guidance, 14289 
Special fraud alert; publication: 
Rental of space in physician offices by persons 
or entities to which physicians refer, 9274 


Interagency Commission on Crime 
and Security in U.S. Seaports 


See Crime and Security in U.S. Seaports, 
Interagency Commission 


Inter-American Foundation 


NOTICES 
Meetings; Sunshine Act, 1908, 24220 


Interior Department 


See Fish and Wildlife Service 

See Geological Survey 

See Hearings and Appeals Office, Interior 
Department 

See Indian Affairs Bureau 

See Land Management Bureau 

See Minerals Management Service 

See National Indian Gaming Commission 

See National Park Service 

See Reclamation Bureau 

See Special Trustee for American Indians Office 

See Surface Mining Reclamation and Enforcement 
Office 

RULES 

Assistance program; administrative and audit 
requirements and cost principles: 

Uniform administrative requirements for grants 
and agreements with institutions of higher 
education, hospitals, and other non-profit 
organizations, 14406 

Assistance programs; administrative and audit 
requirements and cost principles: 

On-the-job seat belt use, 37702 

Correction, 39822 

Natural resource damage assessments; correction, 
6012 

Watches, watch movements, and jewelry: 

Duty-exemption allocations— 

Virgin Islands, Guam, American Samoa, and 
Northern Mariana Islands, 8048 
PROPOSED RULES 
Semi-annual agenda, 22872 
Watches, watch movements, and jewelry: 

Duty-exemption allocations— 

Virgin Islands, Guam, American Samoa, and 
Northern Mariana Islands, 731 


NOTICES 


Central Utah Water Conservancy District: 

Bonneville Unit; municipal and industrial water; 
cost prepayment allocations, 4825 

Committees; establishment, renewal, termination, 
etc.: 

Earth Observing System Land Processes 
Distributed Active Archive Center Science 
Advisory Panel, 3730 

Exxon Valdez Oil Spill Public Advisory Group, 
37405 

Invasive Species Advisory Committee; working 
groups estabiishment, 25494 

Sport Fishing and Boating Partnership Advisory 
Council, 1909 

Environmental statements; availability, etc.: 

Central Utah Project— 

Diamond Fork System; action modifications, 
37163 

Diamond Fork System; Bonneville Unit, 
14998 

Strawberry Valley Project; conversion of 
portion of water from irrigation to 
municipal and industrial use, 5880 

Environmental statements; notice of intent: 
Central Utah Project— 
Diamond Fork System; action modifications, 
3971 
Exxon Valdez Oil Spill Trustee Council; 
restoration of resources and services injured 
by oil spill; request for proposals (2001 FY), 
8984 
Federal land and resource management: 

Watershed approach; unified Federal policy, 

8834, 21715 
Grants and cooperative agreements; availability, 
etc.: 

Tribal self-governance program—— 

Programs eligible for inclusion in 2001 FY 
annual funding agreements; non-BIA 
bureaus, 9286 
Hydropower licensing; review process for 
mandatory conditions, 34151 
Indian Appeals Board decisions: 

Legal fees reimbursement; review by Secretary, 

39420 
Meetings: 

American Samoa Economic Advisory 
Commission, 13014 

Blackstone River Valley National Heritage 
Corridor Commission, 4256 

Delaware and Lehigh National Heritage 
Corridor Commission, 10814, 21784, 
38848 

Exxon Valdez Oil Spill Public Advisory Group, 
4256, 8984, 37405 

Interagency Task Force to Improve 
Hydroelectric Licensing Processes 
Advisory Committee, 11596, 35657 

Invasive Species Advisory Committee et al., 
1909, 26234 

Invasive Species Council, 26234 

Watches and watch movements; allocation of 
duty-exemptions: 

Virgin Islands, 10769 


Internal Revenue Service 


RULES 
Estate and gift taxes: 

Prior gifts valuation; adequate disclosure; 

correction, 1059 
Excise taxes: 

Kerosene, aviation fuel, heavy trucks and 
trailers, and highway vehicle use taxes; 
taxable fuel measurement and reporting, 
17149 

Correction, 26488 
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IRS 


Inflation adjustment factor, nonconventional 
source fuel credit, and reference price for 
1999 CY, 18429 

Meetings: 

Advisory Group to Internal Revenue 
Commissioner, 35697 
Art Advisory Panel, 13831 
Citizen Advocacy Panels— 
Brooklyn District, 3273, 3274, 6255, 6256, 
11638, 13832, 18430, 25794, 31209, 
35698 
Midwest District, 1430, 6443, 11639, 18430, 
25794, 35698 
Pacific-Northwest District, 11639, 18430, 
20521, 31209, 37603 
South Florida District, 6256, 13831, 18430, 
25793, 35698 
Information Reporting Program Advisory 
Committee, 21065 

Privacy Act: 

Systems of records, 11833, 20848, 21236 

Taxable substances, imported: 

Polyether polyols, 13832 


International Boundary and Water 
Commission, United States and 
Mexico 


NOTICES 
Environmental statements; availability, etc.: 
El Paso-Las Cruces Regional Sustainable Water 
Project, Sierra and Dona Ana Counties, 
NM, and EI Paso County, TX, 17679, 
31067 
Environmental statements; notice of intent: 
El Paso and Hudspeth Counties, TX; Rio 
Grande Rectification Project, 2441 


International Development 
Cooperation Agency 


See Overseas Private Investment Corporation 


International Trade Administration 


RULES 
Watches, watch movements, and jewelry: 
Duty-exemption allocations— 
Virgin Islands, Guam, American Samoa, and 
Northern Mariana Islands, 8048 
PROPOSED RULES 
Educational and scientific institutions; instruments 
and apparatus: 
Florence Agreement Program; procedures 
changes, 30555 
Watches, watch movements, and jewelry: 
Duty-exemption allocations— 
Virgin Islands, Guam, American Samoa, and 
Northern Mariana Islands, 731 
NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 16166, 
30391, 37358, 38242 
Antidumping: 
Antifriction bearings (other than tapered roller 
bearings) and parts from— 
Germany, 3416, 21718 
Various countries, 5309, 18033 
Aramid fiber formed of polypara-phenylene 
terephthalamide from— 
Netherlands, 11285, 39124 
Axes and adzes and picks and mattocks from— 
China, 5497 
Bars and wedges and hammers and sledges 
from— 
China, 3658, 16167, 35321 


Brake rotors from— 
China, 19359, 35322 
Brass sheet and strip from— 
Canada, 279, 6134, 10048, 37520 
Netherlands, 735, 742, 16167, 30058 
Various countries, 25304, 25305, 33295 
Bulk aspirin from— 
China, 116, 3204, 33805, 39598 
Carbon steel butt-weld pipe fittings from— 
Various countries, 753 
Carbon steel plate from— 
Taiwan, 18043 
Carbon steel wire rod from— 
Argentina, 4803, 7829 
Carbon steel wire rope from— 
Mexico, 18283 
Chrome-plated lug nuts from— 
China and Taiwan, 11762 
Taiwan, 7491 
Circular seamless stainless steel hollow products 
from— 
Japan, 14941, 25305 
Circular welded carbon steel pipes and tubes 
from— 
Taiwan, 5310, 6359, 36110 
Circular welded non-alloy steel pipe and tube 
from— 
Mexico, 37518 
Circular welded non-alloy steel pipe from— 
Mexico, 6136, 17256 
Citric acid and sodium citrate from— 
China, 1588 
Cold-rolled and corrosion-resistant carbon steel 
flat products from— 
Korea, 13359, 18044, 24180 
Cold-rolled carbon-quality steel flat products 
from— 
Venezuela, 18047 
Cold-rolled carbon steel flat products and 
corrosion-resistant carbon steel flat 
products from— 
Korea, 20135 
Cold-rolled carbon steel flat products from— 
Germany, 18046 
Netherlands, 13362, 16168, 30062 
Cold-rolled flat-rolled carbon-quality steel 
products from— 
Brazil, 5536, 5554 
China, 1117, 34660 
Indonesia, 1103, 34655 
Russian Federation, 5500, 5510 
Slovakia, 1110, 34657 
South Africa, 5529 
Taiwan, 1095, 34658 
Turkey, 1127, 15123 
Various countries, 5520 
Venezuela, 5499 
Collated roofing nails from— 
Taiwan, 17256 
Color picture tubes from— 
Various countries, 20799 
Compact ductile iron waterworks fittings and 
glands from— 
China, 1590, 3660 
Corrosion-resistant carbon steel flat products 
and cut-to-length carbon steel plate from— 
Australia, 18049 
Canada, 9243, 18286, 18287, 24678, 39867 
France, 18050 
Germany, 18051 
Japan, 8935, 14534, 16169 
Cotton shop towels from— 
Various countries, 8119 
Coumarin from— 
China, 25906, 38506 
Creatine monohydrate from— 
China, 5583 


Cut-to-length carbon-quality steel plate products 
from— 
Various countries, 6585 
Cut-to-length carbon steel plate from— 
Belgium, 18292 
Brazil, 18052 
Canada, 18290 
Germany, 18055, 18294 
Mexico, 1591, 6359, 8338, 18052, 19359 
Romania, 1847, 16171, 19872 
Spain, 18056 
United Kingdom, 13714, 18056 
Varicus countries, 18054 
Dynamic random access memory 
semiconductors of one megabit or above 
from— 
Korea, 34439, 35886 
Electroluminescent flat panel displays and 
display glass from— 
Japan, 11979, 19360 
Electrolytic manganese dioxide from— 
Greece, 1136, 6140, 26567, 34661 
Japan, 1136, 6140, 26570, 34661 
Elemental sulphur from— 
Canada, 280, 4804, 11980 
Expandable polystyrene resins from— 
Indonesia, 19872, 39349 
Korea, 19872, 39351 
Extruded rubber thread from— 
Malaysia, 6140, 11981, 25703, 25704, 37359 
Forged stainless steel flanges from— 
India and Taiwan, 18058 
Fresh and chilled Atlantic salmon from— 
Norway, 5584, 13358 
Fresh Atlantic salmon from— 
Chile, 11285 
Fresh garlic from— 
China, 15125, 33295 
Freshwater crawfish tail meat from— 
China, 13939, 20948, 25308, 25309, 33297, 
35046, 39867 
Frozen concentrated orange juice from— 
Brazil, 3204, 35892 
Furfuryl alcoho! from— 
China and Thailand, 25309 
Glycine from— 
China, 20431, 34147, 36405 
Grain-oriented electrical steel from— 
Italy, 14535 
Granular polytetrafluoroethylene resin from— 
Italy, 6147, 30064 
Japan, 6147 
Gray portland cement and cement clinker 
from— 
Japan, 11549, 20135 
Mexico, 1592, 10468, 13943 
Venezuela, 10467 
Heavy forged hand tools, finished or unfinished, 
with or without handles, from— 
China, 12202 
Heavy forged hand tools from— 
China, 15615, 26573, 26574 
Helical spring lock washers from— 
China, 31143, 35605, 37521 
Taiwan, 35605 
Honey from— 
China, 25907 
Hot-roiled lead and bismuth carbon steel 
products from— 
United Kingdom, 7490, 13713 
Industrial belts from— 
Various countries, 18963 
Industrial nitrocellulose from— 
Korea, 2115 
United Kingdom, 6148 
Industrial phosphoric acid from— 
Belgium, 3661, 21396, 37115, 39355 
Israel, 37115 
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Prepaid telephone cards; communications excise 

tax, 1056 
Correction, 10153 

Safe harbor deposit rules and fuel floor stock 

taxes, 36326 
Income taxes: 

Annuities valuation, interests for life or terms 
of years, and remainder or reversionary 
interests; actuarial tables use, 12471, 36908 

Correction, 39470 

Asset transfers to Regulated Investment 
Companies (RICs) and Real Estate 
Investment Trusts (REITs), 5775 

Business expenses; substantiation, 4121 

Correction, 15547 

Cafeteria plans; tax treatment, 15548 

Consolidated return regulations; limitations on 
use of certain credits, 33753 

Corporations; treatment of distributions to 
foreign persons; correction, 11467 

Estates; applicability of separate share rules; 
correction, 16317 

Fast-pay stock; financing arrangements 
recharacterization, 1310 

Correction, 16316 

Foreign investment; passive foreign investment 
company preferred shares; qualified 
electing fund elections; special exclusions, 
5777 

Correction, 16319 

Hyperinflationary, nonfunctional currency 
transactions and notional principal 
contracts; taxation of gain or loss, 2026 

Insurance companies other than life insurance; 
underwriting income determination; 
deductions for unearned premiums 
increase, 701 

Intangible property; amortization, 3820 

Correction, 16318 

Low-income housing credit; compliance 

monitoring and miscellaneous issues, 2323 
Correction, 16317 

Partnership interests; adjustments following 
sales; correction, 9220 

Passive foreign investment companies— 

Marketable stock definition, 3817, 15862 

Puerto Rico and possession tax credit 
termination; new lines of business 
prohibited, 3814 

Purchase price allocations in deemed and actual 
asset acquisitions, 1236 

Qualified covered calls; special rules and 
definitions, 3812 


Qualified retirement plans; remedial amendment | 


period, 5432 
Real estate mortgage investment conduits; 
reporting requirements and other 
administrative matters, 37701 
Reorganizations; nonqualified preferred stock, 
31078 
Retirement plans; new technologies; electronic 
transmission of notices and consents, 6001 
Correction, 8234, 17148 
S corporations— 
Corporate subsidiaries treatment, 3843, 16317 
Passthrough of items to shareholders, 16318 
Passthrough of items to shareholders; 
correction, 12471 
Solely for voting stock requirement in certain 
corporate reorganizations, 31805 
Stock transfer rules, 3589 
Supplemental rules, 3586 
Taxable transactions; treatment of disposition by 
one corporation of stock of another 
corporation, 31073 
Correction, 37481 


Tax-exempt organizations; travel and tour 

activities, 5771 
Correction, 16143 

Tax shelter disclosure statements, 11205 

Withholding of tax on certain U.S. source 
income paid to foreign persons and related 
collection, refunds, and credits, etc.; 
correction, 16319 

Income taxes, etc.: 

Qualified retirement plans, etc.— 

Relief from disqualification for plans 
accepting rollovers, 21312, 34534 

Withholding of tax on certain U.S. source 
income paid to foreign persons and related 
collection, deposit, refunds, and credits, 
etc., 32152 

Procedural rules: 

Penalty mail use in location and recovery of 

missing children; correction, 15862 
Procedure and administration: 

Agriculture Department; return information 
disclosures for statistical purposes and 
related activities, 215 

Corporate tax shelter registration, 11215 

Investors in potentially abusive tax shelters; 
requirements to maintain list, 11211 

Tax exempt organizations; private foundation 
public disclosure requirements, 2030 


PROPOSED RULES 
Excise taxes: 

Deposits and tax returns, 1076 

Diesel fuel dye injection systems; partially 
withdrawn, 17211 

Income taxes: 

Asset transfers to Regulated Investment 
Companies (RICs) and Real Estate 
Investment Trusts (REITs); cross-reference 
and hearing, 5805 

Basis adjustments among partnership assets; 
allocation, 17829 

Cafeteria plans; tax treatment, 15587 

Controlled corporations; recognition of gain on 
certain distributions of stock or securities 
in connection with acquisition; hearing, 
7807 

Corporate reorganizations involving disregarded 
entities, 31115 

Credit for increasing research activities, 258 

Depletion; treatment of delay rental, 6090 

Hearing cancellation, 33504 

Dollar-value last-in, first-out (LIFO) regulations; 
inventory price index computation method, 
31841 

Electronically filed information returns; 
instaliment agreements; due date extension, 
4396 

Exclusions from gross income of foreign 
corporations, 6065 

Financial asset securitization investment trusts; 
real estate mortgage investment conduits, 
5807 

Foreign corporations, gross income; exclusions, 
16554 

Hyperinflationary currency; definition, 2084 

Hearing cancellation, 26542 

Intangible property; amortization to partnership 

transactions, 3903 
Hearing cancellation, 31118 
Labor and personal services; source of 
compensation, 3401] 
Hearing, 39112 
Lifetime charitable lead trusts, 17835 
Hearing cancellation, 38229 
Nonqualified preferred stock, 4203 
Correction, 10153 
Hearing cancellation, 31853 
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Partnership debt allocation, 2081 
Partnership mergers and divisions— 
Hearing, 1572 
Hearing cancellation, 24897 
Qualified retirement plans; optional forms of 
benefits, 16546 
Hearing cancellation, 39319 
Qualified transportation fringe benefits, 4388 
Correction, 16545 

Qualified tuition and qualified education loan 
payments; information reporting, including 
magnetic media filing requirements for 
information retums, 37728 

Source of compensation for labor or personal 
services 

Hearing cancellation, 19702 

Stock transfer rules; supplemental rules; cross 

reference, 3629 
Hearing cancellation, 20403 

Tax-exempt organizations; taxation of income 

from corporate sponsorship, 11012 
Correction, 17829 

Tax shelter disclosure statements; cross- 

reference, 11269 
Procedure and administration: 

Agriculture Department; return information 
disclosures for statistical purposes and 
related activities; cross reference, 263 

Corporate tax shelter registration; cross- 
reference, 11272 

Investors in potentially abusive tax shelters; 
requirements to maintain list; cross- 
reference, 11271 

Correction, 17617 


NOTICES 
Advisory committees; annual reports; availability: 
Art Advisory Panel; closed meetings, 13831 
Agency information collection activities: 
Proposed collection; comment request, 164, 165, 
166, 167, 168, 807, 1427, 1428, 1429, 
2228, 3270, 3271, 3272, 3273, 3533, 3534, 
3535, 3536, 4459, 4460, 4461, 4462, 6255, 
6688, 6689, 6690, 6691, 6692, 6693, 6694, 
6695, 7916, 7917, 7918, 7919, 7920, 7921, 
7922, 8762, 8763, 8764, 8765, 8766, 
11107, 11108, 11634, 11635, 11636, 
11637, 11638, 12624, 12625, 12626, 
13079, 13080, 14014, 14015, 14016, 
14017, 14018, 14019, 14020, 14644, 
16456, 16457, 18149, 18428, 18429, 
19813, 19814, 19815, 19816, 20521, 
25421, 25422, 25423, 25424, 25425, 
25426, 25427, 25428, 25429, 26659, 
26660, 26661, 26875, 26876, 30476, 
30477, 30478, 30479, 30673, 30674, 
30675, 30676, 31060, 32149, 34528, 
34529, 34530, 35696, 35697, 36506, 
36507, 36755, 37460, 37461, 37462, 
37463, 37464, 37465, 37830, 37831, 
39227, 39228, 39229, 39230, 40164, 40165 
Committees; establishment, renewal, termination, 
ete.: 
Art Advisory Panel, 7922 
Electronic Tax Administration Advisory 
Committee, 20266 
Information Reporting Program Advisory 
Committee, 24256 
IRS Advisory Council, 40165 
Employee Retirement Income Security Act: 
Employee pension, welfare, and fringe benefit 
plans; annual return/report forms (Form 
5500 Series); adoption, 5026 
Health Insurance Portability and Accountability 
Act of 1996; implementation: 
Expatriation ; individuals losing United States 
citizenship; quarterly list, 5020, 15041, 
35423 
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Internal combustion forklift trucks from— 
Japan, 35323 
Large and small diametei carbon and alloy 
seamless standard, line, and pressure pipe 
from— 
Japan and South Africa, 6153 
Large diameter carbon and alloy seamless 
standard, line, and pressure pipe, etc., 
from— 
Japan and South Africa, 25907, 39360 
Mexico, 5587, 13715, 39358 
Large newspaper printing presses and 
components, assembled or unassembled, 
from— 
Germany, 18294 
Japan, 7492, 31879 
Large newspaper printing presses from— 
Japan and Germany, 13364 
Light-walled welded rectangular carbon steel 
tubing from— 
Taiwan, 11763 
Malleable cast iron pipe fittings from— 
Brazil, 6153, 21719 
Japan and Korea, 10469 
Various countries, 10470 
Manganese metal from— 
China, 18059, 30067 
Mechanical transfer presses from— 
Japan, 753, 11764, 25705, 38507 
Natural bristle paintbrushes and brush heads 
from— 
China, 13944 
Non-frozen apple juice concentrate from— 
China, 19873, 35606 
Oil country tubular goods from— 
Argentina, 8948 
Canada, 4804, 36406, 36407 
Japan, 1596, 15305, 24916 
Korea, 280, 13364 
Mexico, 1593, 13716 
Pasta from— 
Italy, 5591, 7349, 39868 
Turkey, 5591, 8949, 39868 
Persulfates from— 
China, 1356, 18963 
Petroleum wax candles from— 
China, 20800 
Pineapple fruit (canned) from— 
Thailand, 13716 
Polyester staple fiber from— 
Korea, 16880, 33807 
Taiwan, 16877, 24678, 33807 
Polyethylene terephthalate film from— 
Korea, 5592, 11984, 26574 
Polyethylene terephthalate film sheet and strip 
from— 
Korea, 6366, 11982, 34661 
Polyvinyl alcohol from— 
Japan, 3418, 36112 
Taiwan, 3418, 35896 
Porcelain-on-steel cookware from— 
China, 1136, 20136, 21504, 31144, 31301 
Mexico, 281, 5311, 20136, 21504, 30068, 
35901 
Taiwan, 20136, 21504 
Preserved mushrooms from— 
Chile, 34147 
China, 17257, 40609 
Professional electric cutting tools from— 
Japan, 35324 
Pure magnesium from— 
Canada, 10768, 30070 
China, 283 
Sebacic acid from— 
China, 1849, 18968 
Silicomanganese from— 
Brazil, 35324 
China, 1597, 31514, 35324 
Ukraine, 34440 


Silicon metal from— 
Argentina, 758, 5311, 35608 
Brazil, 7497, 11285, 33297, 35607 
China, 35609 
Small diameter carbon and alloy seamless 
standard, line, and pressure pipe from— 
Czech Republic, 5599, 12971, 33803, 39363 
Japan and South Africa, 12509 
Romania, 5594, 39125 
Solid fertilizer grade ammonium nitrate from— 
Russian Federation, 1139, 6983, 37759 
Sorbitol from— 
France, 7361 
Sparklers from— 
China, 5312, 11985, 18059 
Stainless steel bar from— 
India, 3662, 12209, 18295 
Japan, 13717 
Various countries, 25909 
Stainless steel butt-weld pipe and tube fittings 
from— 
Various countries, 5604, 11766 
Stainless steel butt-weld pipe fittings from— 
Taiwan, 2116, 11766 
Various countries, 4595, 19876 
Stainless steel flanges from— 
India, 8120, 17485, 37359 
Stainless steel sheet and strip in coils from— 
Japan, 6155, 17856 
Stainless steel wire rod from— 
Brazil, 5319 
France, 5317, 8121 
India, 1597, 5315, 31302 
Korea, 2139 
Spain, 26582 
Sweden, 2580 
Static random access memory semiconductors 
from— 
Taiwan, 12214, 20801, 26577, 38809 
Steel wire rope from— 
Korea, 18296 
Various countries, 3205, 16173 
Structural steel beams from— 
Japan, 6992, 24182, 37960 
South Korea, 6984 
Sulfanilic acid from— 
China, 6156, 13366, 18300, 20137, 36404, 
37758 
India, 6156, 36404, 37758 
Sulfur chemicals (sodium thiosulfate) from— 
Various countries, 11985 
Synthetic indigo from— 
China, 25706, 37961, 39128 
Tapered roller bearings and parts, finished and 
unfinished, from— 
China, 2580 
Hungary, 11552, 35610 
Japan, 1601, 11767 
Tapered roller bearings, four inches or less in 
outside diameter, and components, etc., 
from— 
Japan, 18972, 34148 
Tapered roller bearings from— 
China, 11550 
Tin mill products from— 
Japan, 19737, 39364 
Top-of-the-stove stainless steel cooking ware 
from— 
Taiwan and Korea, 20801 
Uranium from— 
Russia, 10473 
Ukraine, 11552 
Uzbekistan, 4600, 10471, 20431 
Welded ASTM A-312 stainless steel pipe 
from— 
Korea, 30071 
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Welded carbon steel pipe and tube from— 
Thailand, 2581, 18301 
Turkey, 6159, 37116 
Welded stainless steel pipe from— 
Korea, 5607 
Taiwan, 5607, 18062, 24680, 39367 


Antidumping and countervailing duties: 


Administrative review requests, 2114, 4228, 
7348, 10466, 14242, 16875, 19736, 25303, 
26278, 31141, 35320, 38242 

Federal Register notices; format modification 
(size reduction), 3654 

Five-year (sunset) reviews— 

Final results; time limit extended, 11761, 
18058 
Final results and revocations, 7830 
Initiation of reviews, 5308, 17484, 35604 
Preliminary results; time limit extension, 
10048, 16166 
New steel rail from— 
Canada, 6358 
Pasta from— 
Italy, 26179 


Borderless online marketplace; consumer 


transactions; alternative dispute resolution; 
public workshop, 7831 


Cheese quota; foreign government subsidies: 


Annual list, 759 
Quarterly update, 17485 


Committees; establishment, renewal, termination, 


ete.: 
Africa Commerce Advisory Committee, 1851 
Environmental Technologies Trade Advisory 
Committee, 4601 
U.S.-Korea Business Cooperation Committee, 
1357, 11769 


Countervailing duties: 


Alloy and pure magnesium from— 
Canada, 10766 
Brass sheet and strip from— 
Various countries, 25304, 33295 
Carbon steel products from— 
Sweden, 18304, 39868 
Cold-rolled and corrosion-resistant carbon steel 
flat products from— 
Korea, 6162, 18973 
Cold-rolled carbon steel flat products from— 
Germany, 16176 
Corrosion-resistant carbon steel flat products 
from— 
France, 18063 
Germany, 16176 
Cotton shop towels from— 
Various countries, 8119 
Cut-to-length carbon-quality steel plate products 
from— 
Various countries, 6587 
Cut-to-length carbon steel plate from— 
Belgium, 18066 
Brazil, 18065 
Germany, 19740 
Mexico, 13368, 18067 
Spain, 18307 
Sweden, 18305 
United Kingdom, 18309 
Cut-to-length carbon steel plate products from— 
Germany, 16176 
Fresh and chilled Atlantic salmon from— 
Norway, 5854, 13358 
Grain-oriented electrical steel from— 
Italy, 3206, 39129 
Gray portland cement and cement clinker 
from— 
Venezuela, 11554 
Hot-rolled lead and bismuth carbon steel 
products from— 
Germany, 2581, 12511 
United Kingdom, 7490, 13713 
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Industrial phosphoric acid from— 
Belgium and Israel, 37115 
Israel, 6163, 19360 
Iron-metal castings from— 
India, 5611, 5612, 14941, 31515 
Pasta from— 
Italy, 18069 
Porcelain-on-stee! cooking ware from— 
Mexico, 284 
Pure and alloy magnesium from— 
Canada, 25910 
Stainless steel wire rod from— 
Italy, 6171 
Spain, 6166 
Sulfanilic acid from— 
China and India, 36404, 37758 
India, 6171, 18070 
Welded carbon steel pipes and tubes from— 
Turkey, 17486, 18070 
Export trade certificates of review, 760, 2583, 
2930, 5612, 5613, 6589, 7833, 8950, 10769, 
15615, 15616, 20802, 21397, 21398, 24448, 
30073, 30564, 36410, 37360 
Grants and cooperative agreements; availability, 
ete.: 
International Buyer Program; domestic trade 
shows support (2002 FY), 39599 
Market Development Cooperator Program, 
14535 
Special American Business Intemship Training 
Program, 2584, 36117 
Meetings: 
Africa Advisory Committee, 15898, 37522 
Borderless online marketplace; consumer 
transactions; alternative dispute resolution; 
public workshop, 18032, 36888 
Environmental Technologies Trade Advisory 
Committee, 4601, 30391 
Exporters’ Textile Advisory Committee, 1601 
U.S. Automotive Parts Advisory Committee, 
10049, 36889 
U.S. delegation to Asia Pacific Economic 
Cooperation Small and Medium Enterprise 
Ministerial meetings, etc., 31517 
U.S.-Nigeria Joint Economic Partnership 
Commission, 25466 
North American Free Trade Agreement (NAFTA); 
binational panel reviews: 
Bovine carcasses and half carcasses, fresh or 
chilled, from— 
United States, 36664 
Contrast media used for radiographic imaging 
4 from— 
United States, 32075 
E Corrosion-resistant carbon steel flat products 
from— 
Canada, 12512 
Cut-to-length carbon steel plate from— 
Canada, 12513 
Extraordinary Challenge Committee request; 
type I cement, 20950 
Gray portland cement and clinker from— 
Mexico, 8121, 25466 
Live cattle from— 
Canada, 438, 17857 
Porcelain-on-steel cookware from— 
Mexico, 37522 
Urea from— 
United States and Russian Federation, 32075 
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Overseas trade missions: 
2000 trade missions— 
Application opportunity (April and May), 
15125 
Application opportunity (June and July), 
30956 
Business development trade mission to Egypt, 
Kenya, and South Africa, 30564 
Clean Energy Trade Mission Poland, 
Hungary, and Czech Republic, 39869 
Clean Energy Trade Promotion Initiative, 
14245 
Private sector participants recruitment and 
selection (August), 3941, 20803, 39131 
South East Asia; Telecommunications 
Matchmaker, 34662 
Senior Executive Service: 
Performance Review Board; membership, 36411 
Showcase exhibition of exported U.S. products 
and services at ITA headquarters, 2140 
Watches and watch movements; allocation of 
duty-exemptions: 
Virgin Islands, 10769 
Applications, hearings, determinations, etc.: 
Agricultural Research Service, 3666 
Agriculture Department, 14244 
Allegheny-Singer Research Institute, 38244 
Ames Laboratory, Energy Department, 284 
Boston University, 3666 
Energy Department, 11038 
LDS Hospital, Salt Lake City, UT, 18062 
Michigan Technological University, 24447 
National Institutes of Health, 11038 
Ohio State University, 14245, 24447 
Purdue University, 25708, 36116 
Tulane University, 34148 
University of— 
California, 7362 
Delaware, 26583 
Florida, 6996 
Hawaii, 6995 
Massachusetts, 5322 
Michigan, 16563, 38244 
Michigan et al., 11986, 26583 
North Carolina, 3666 
North Dakota, 21397, 25980 
Vermont, 26583 
Wisconsin-Madison, 39129 
Wisconsin-Milwaukee, 21397, 33298 
Washington University, 37117 


International Trade Commission 


NOTICES 
Administrative protective orders; breaches 
investigation summary, 30434 
Agency information collection activities: 
Proposed collection; comment request, 15922 
Submission for OMB review; comment request, 
1173, 11080, 12574, 30132, 33574, 36163, 
38856 
Antidumping: 
Bearings from— 
Various countries, 39925 
Import investigations: 
Amino fluoro ketone compounds, 40691 
Ammonium nitrate from— 
Russia, 2643, 11080, 15353, 34232, 40126 
Andean Trade Preference Act; effect on U.S. 
economy and Andean drug crop 
eradication, 17900 
Aramid fiber from— 
Netherlands, 13988 
Bar clamps, bar clamp pads, and related 
packaging, display, and other materials, 
13307 


Brass sheet and strip from— 
Various countries, 20832 
Bulk acetylsalicylic acid (aspirin) from— 
China, 5659 
Bulk aspirin from— 
China, 33576 
Canned pineapple from— 
Thailand, 35666 
Carbon steel products from— 
Various countries, 20833 
Carbon steel wire rod from— 
Argentina, 5368 
Cased pencils from— 
China, 15007 
Chrome-plated lug nuts from— 
China and Taiwan, 16632 
Cigarettes and packaging, 11081 
Circular seamless stainless steel hollow products 
from— 
Japan, 30133 
Citric acid and sodium citrate from— 
China, 7889 
Cold-rolled steel products from-—— 
Turkey and Venezuela, 31348 
Various countries, 6624, 15008 
Color negative photo paper and chemicals 
from— 
Japan and Netherlands, 10107 
Color picture tubes from— 
Various countries, 17901 
Compact ductile iron waterworks fittings 
from— 
China, 5369 
Cotton shop towels from— 
Various countries, 5369 
Coumarin from— 
China, 24504, 36163 
Crabmeat from swimming crabs, 15008, 40691 
Creatine monohydrate from— 
China, 5369 
Cuba; economic impact of U.S. sanctions, 
21788 
Cut-to-length steel plate from— 
Various countries, 6624 
Downhole well data recorders and components, 
5889, 40691 
DRAMs of one megabit and above from— 
Korea, 7890, 16632 
Electric power services; recent reforms in 
selected foreign markets, 5370 
Electroluminescent flat panel displays from— 
Japan, 16962 
Electrolytic manganese dioxide from— 
Greece and Japan, 12575, 31348 
Enhanced dram devices containing embedded 
cache memory registers, components, and 
products containing same, 4259 
EPROM, EEPROM, flash microcontroller 
semiconductor devices, and products 
containing same, 36843 
European Union-South Africa Agreement; 
economic effects on United States trade, 
development, and cooperation, 33575 
Excimer laser systems for vision correction 
surgery and components and methods for 
performing such surgery, 5371, 6625, 
13308 
Expandable polystyrene resins from— 
Indonesia and Korea, 2429 
Extruded rubber thread, 38856 
Extruded rubber thread from— 
Malaysia, 3246 
Ferrovanadium and nitrided vanadium from— 
Russia, 35668 
Forged stainless steel flanges from— 
India and Taiwan, 15009 
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Fresh and chilled Atlantic salmon from— 
Norway, 11082 
Fresh garlic from— 
China, 13989 
Furfuryl alcohol from— 
China and Thailand, 25363 
Glycine from— 
China, 5371, 31145 
Grain-oriented silicon electrical steel from— 
Italy and Japan, 13989 
Gray portland cement and clinker from— 
Various countries, 17901 
Harmonized Tariff Schedule— 
Simplification, 13308 
Heavy forged handtools from— 
China, 6626 
Helical spring lock washers from— 
China and Japan, 7890 
Industrial belts from— 
Various countries, 6627, 39425 
Industrial nitrocellulose from— 
Various countries, 5889, 39426 
Industrial phosphoric acid from— 
Israel and Belgium, 1173 
Integrated circuit chipsets, components, and 
products containing same, 7059, 26630 
Integrated repeaters and products containing 
same, 21789 
Internal combustion industrial forklift trucks 
from— 
Japan, 5660, 13309, 19022 
Lug nuts from— 
China and Taiwan, 37408 
Magnesium from— 
Canada, 6628, 36164 
Magnetic resonance injection systems and 
components, 34231 
Malleable cast iron pipe fittings from— 
Various countries, 7891 
Mechanical transfer presses from— 
Japan, 19022, 36164 
Non-frozen concentrated apple juice from— 
China, 3247, 36165 
Paper clips from— 
China, 15010 
Phosphoric acid from— 
Israel and Belgium, 35395 
Pipe and tube from— 
Various countries, 17307, 37409, 38000 
Polyester staple fiber from— 
Korea and Taiwan, 19795, 33576 
Polyethylene terephthalate film from— 
Korea, 9298 
Porcelain-on-steel and top-of-the-stove stainless 
steel cooking ware from— 
Various countries, 17902 
Porcelain-on-steel cooking ware from— 
Mexico, 2430 
Production sharing; use of U.S. components in 
foreign assembly operations (1995-1998), 
5373 
Professional electric cutting tools from— 
Japan, 7891, 36843 
Pure magnesium from— 
China and Russia, 17531 
Safety eyewear and components, 25941, 36844 
Seamless carbon and alloy steel standard, line, 
and pressure pipe from— 
Japan and South Africa, 39426 
Various countries, 2430, 10107, 31928 
Semiconductor chips with minimized chip 
package size and products containing same, 
25758 
Semiconductor memory devices and products 
containing same, 5374, 11604, 30134, 
37409 


Silicon metal and silicomanganese from— 
Various countries, 7891 
Sodium thiosulfate from— 
Various countries, 9298 
Sparkiers from— 
China, 7892 
Spiral grilled products including ducted fans and 
components, 4260 
Stainless stee] bar from— 
Various countries, 20834 
Stainless steel butt-weld pipe fittings from— 
Various countries, 1174, 9298 
Stainless steel wire rod from— 
Various countries, 2644 
Static random access memory semiconductors 
from— 
Taiwan, 31928 
Steel rails from— 
Canada, 4261 
Steel wire rope from— 
Two-handle centerset faucets and 
escutcheons, and components, 24506 
Various countries, 136, 12575, 24505 
Structural steel beams from— 
Japan, 11082, 21790, 38000 
Korea, 11082, 21790 
Sub-Saharan A frica— 
Advice on providing additional GSP benefits, 
38857 
U.S. trade and investment, 33577 
Sulfanilic acid from— 
China and India, 2645, 34232 
Synchronous dynamic random access memory 
devices, microprocessors, and products 
containing same, 21790 
Synthetic indigo from— 
China, 38001 
Tin- and chromium-coated steel sheet from— 
Japan, 21791 
Tomatoes and peppers; monitoring reports, 
36844 
Two-handle centerset faucets and escutcheons, 
and components, 38858 
U.S.-Jordan Free Trade Agreement; economic 
impact on U.S., 39426 
U.S. large civil aircraft aerostructures industry; 
competitive assessment, 21792 
Uranium from— 
Russia, Ukraine, and Uzbekistan, 3737, 37575 
Various countries, 15353 
Welded stainless steel pipe from— 
Korea and Taiwan, 17308 
Year in Trade 1999; report to Congress, 16633 


International Harmonized System: 


Harmonized Commodity Description and 
Coding System; modifications, 35395 


Meetings; Sunshine Act, 307, 1647, 2431, 2986, 


3482, 4841, 5375, 6394, 11341, 13791, 
13990, 15174, 15649, 16962, 18350, 21470, 
25502, 25942, 30134, 30135, 35122, 35123, 
36465, 37164, 37410, 38301, 39925 


Security procedures for persons delivering/picking 


up packages and documents, 15353 


Semiconductor memory devices and products 


containing same, 5890 


Senior Executive Service: 


Performance Review Board; membership, 39427 


Joint Board for Enrollment of 


Actuaries 


NOTICES 
Committees; establishment, renewal, termination, 


etc.: 
Actuarial Examinations Advisory Committee, 
26561 


FEDERAL REGISTER INDEX, January--June 2000 


Justice 


Meetings: 
Actuarial Examinations Advisory Committee, 
14521, 26561 


Judicial Conference of the United 
States 


NOTICES 
Meetings: 

Judicial Conference Advisory Committee on— 
Appellate Procedure Rules, 7396 
Bankruptcy Procedure Rules, 7397 
Civil Procedure Rules, 7396 
Criminal Procedure Rules, 7397 
Evidence Rules, 7397 
Practice and Procedure Rules, 7397 


Justice Department 


See Antitrust Division 

See Drug Enforcement Administration 

See Federal Bureau of Investigation 

See Foreign Claims Settlement Commission 

See Immigration and Naturalization Service 

See Justice Programs Office 

See Juvenile Justice and Delinquency Prevention 
Office 

See National Institute of Corrections 

See National Institute of Justice 

See Parole Commission 

See Prisons Bureau 

RULES 

Executive Office for Immigration Review: 

Immigration Appeals Board; expansion to 21 
permanent members to handle increasing 
caseload, 20068 

Police Corps eligibility and selection criteria: 
Educational expenses; timing of 
reimbursements, 7723 

Privacy Act; implementation, 21139 

Uniform administrative requirements for grants 
and agreements with institutions of higher 
education, hospitals, and other non-profit 
organizations, 14406 

PROPOSED RULES 

Air programs: 

Accidental release prevention requirements; risk 
management programs; distribution of off- 
site consequence analysis information, 
24834 

Privacy Act; implementation, 8916 
Semi-annual agenda, 22950 

NOTICES 

Agency information collection activities: 

Proposed collection; comment request, 8737 

Submission for OMB review; comment request, 
3482, 6394, 10545, 13791, 15650, 24224, 
31348 

Americans with Disabilities Act: 
Fairness hearings— 
Denver, Denver County, and Denver Police 
Department, CO, 33578 
Grants and cooperative agreements; availability, 
etc.: 

Community Oriented Policing Services Office— 

COPS in Schools, 26632 

COPS Making Officer Redeployment 
Effective, 33578 

Tribal Resources Program, 14317 

Universal Hiring Program, 26633 

Visiting Fellowship Program, 14316, 26633 

Immigration related employment discrimination, 
public education program, 21014 

Intellectual property: 

National Intellectual Property Law Enforcement 
Coordination Council; policies and agenda; 
comment request, 35611 
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| Justice 


Meetings: 

Heavy duty diesel engine consent decrees, 

14318, 38573 
Newspaper Preservation Act: 

Denver Rocky Mountain News and Denver 
Post; joint newspaper operating 
arrangement approval, 36716 

Pollution control; consent judgments: 

745 Property Investments, Inc., et al., 25759 

Air Products & Chemicals, Inc., et al., 10108 

Alcoa Inc., 19924 

Alpha Metals, Inc., et al., 32123 

A-L Processors et al., 10107 

Ambroid Co., Inc., 3738 

Amity Products Carriers, Inc., 3738 

Anthony Dell’ Aquila Enterprises et al., 6630 

Apex Engineering et al., 15922 

Arnet Realty Co. et al., 18351 

Ashland, Inc., et al., 11341 

Associated Grocers, Inc., et al., 10108 

AT&T Corp. et al., 15011 

Atkemix Thirty-Seven, Inc., et al., 3975, 30609 

Azrael et al., 19925 

Beazer East, Inc. and Butala Construction Co., 
20487, 21016 

Bemis Co., Inc., et al., 38573 

Big Apple Wrecking Corp. et al., 24980 

Boomsnub Corp., 19925 

Browning-Ferris Industries Chemical Services, 
Inc., et al., 40692 

Brownwood Furniture, Inc., 17533 

California Office of State Printing, 11342 

Cedar Wood Apartments, Inc., et al., 32124 

Comell University, 6630 

Cotter Corp., 38573 

Cuyahoga Equipment Corp. et al., 4438 

Cytec Industries, Inc., et al., 31602 

Didion Milling Co., Inc., 3739 

Doe, Jane, as Executrix of Edmund Barbera 
Estate, et al., 15011 

Doyle, Wilbur S., et al., 16634 

Dyer, Bruce S., et al., 36716 

Enzyme Bio-Systems, Ltd., 32124 

Excel Corp., 14318 

Fisher Sand & Gravel Co., 15012 

Fleetwood Industries, Inc., et. al., 21016, 40692 

GAF Corp. et al., 5891 

Gayner et al., 36465 

General Electric Co., 4439 

Greenwood Chemical Co., 19925 

Gulf States Steel, Inc., 18351, 24981 

Harvey GRQ, Inc., et al., 26634 

Holden et al., 36466 

IBP, Inc., 35670 

Intalco Aluminum Corp., 3975 

ITT Industries, Inc., et al., 35671 

Johnson, William, et al., 36715 

Jupiter Oil Corp. et al., 3976 

Koch Industries, Inc., et al., 4439 

Las Vegas Paving Corp., 4440 

Libra Industries, Inc. of Michigan, 19926 

Lockheed Martin Corp., 19926, 20487 

Los Angeles and Burbank, CA, et al., 4440 

Meyer, Robert W., Jr., 3248 

Migell, Bruce, et al., 17533 

Morgan-Skinner, Elsa, et al., 36716 

Morton Intemational, Inc., 21017 

Mountain Metal Co. et al., 15012 

Natural Gas Processing Co. et al., 35671 

New York City, NY, et al., 40692 

Nichols, James E., et al., 14319 

Northrop Grumman Corp. et al., 12576 

Nowakowski, Louis, et al., 10109 

Odabashian, Robert, et al., 3739, 19926, 35672 

Pan American Grain Manufacturing Co., Inc., 
10546 


Production Plated Plastics, Inc., et al., 3976 
Raymark Industries, Inc., 6630 

Raymark Industries, Inc., et al., 12577 
Redi-Serve Foods L.P., 21017 

Riverside Plating Co., Inc., et al., 36717 
S.B. Foot Tanning Co., 19927 

Safe Tire Disposal Corp. et al., 17534 
Sapo Corp. et al., 3248 


Juvenile Mentoring Program, 13016 

Mental health and juvenile justice, effective 
service delivery, 6512 

Missing and Exploited Children’s Program, 
1175 

National Innovations to Reduce 
Disproportionate Minority Confinement 
Training and Technical Assistance 


Program, 38598 
Parents Anonymous Program, 17746 
Meetings: 
Coordinating Council, 13794 
Juvenile Justice and Delinquency Prevention 
Coordinating Council, 36165 


Labor Department 


See Employment and Training Administration 

See Employment Standards Administration 

See Federal Contract Compliance Programs Office 

See Labor-Management Standards Office 

See Labor Statistics Bureau 

See Mine Safety and Health Administration 

See Occupational Safety and Health 
Administration 

See Pension and Welfare Benefits Administration 

See Veterans Employment and Training, Office 
of Assistant Secretary 

RULES 

Nationwide employment statistics system; election 
process for State agency representatives for 
DOL consultations, 7194 

Uniform administrative requirements for grants 
and agreements with institutions of higher 
education, hospitals, and other non-profit 
organizations, 14406 


SC Holding et al., 24224 
Scott County Sportsmen’s Association, 32125 
Shenango Inc., 14319 
Sorenson Engineering, Inc., 15923 
Southern Pacific Transportation Co. et al., 
38574 
Sparton Technology, Inc., 4440 
Sun Co., Inc, et al., 19927 
T. Frank Flippo & Sons, LLC, 12279 
Tampa Electric Co., 15013 
Tesoro Hawaii Corp., 24225 
Texas City Refining, Inc., et al., 17534 
Tex Tin Corp., 37410 
TH Agriculture & Nutrition, L.L.C., 19927 
TPI Petroleum, Inc., et al., 26635 
Union Pacific Railroad Co. et al., 3249, 12280 
Wesierm Publishing Co., Inc., et al., 40126 
Williams, Roger D., 31603 
Young, Jane A., et al., 18351 
Privacy Act: 
Computer matching programs, 4441, 10109 
Systems of records, 8989, 8990, 11342, 32125, 
36718 
Reports and guidance documents; availability, etc.: 
Federal Activities Inventory Reform Act; 
revised inventory, 33579 
Senior Executive Service: 


Performance Review Boards; membership, PROPOSED RULES 
31603 Semi-annual agenda, 23014 
NOTICES 


Justice Programs Office 


NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 2193, 
3249, 8741, 37165 
Submission for OMB review; comment request, 
13793, 17676, 18123, 19386, 20834, 


Agency information collection activities: 
Proposed collection; comment request, 11084, 
24509, 36165 
Submission for OMB review; comment request, 
789, 2646, 3253, 4261, 5689, 5894, 5895, 
5897, 7563, 8447, 8993, 10546, 11802, 
12577, 15180, 15181, 16637, 18124, 


26631. 36467 20487, 24510, 25502, 25503, 25942, 
acide ‘labili 25943, 26635, 30442, 33614, 33827 

Grants and ; availability, geen 
wart cooperative agreements; avai abi ity 33828, 34732, 35961, 35962, 35963, 


37576, 37577, 38003, 38861, 39430 
Grants and cooperative agreements; availability, 
etc.: 
Women in Apprenticeship and Nontraditional 
Occupations, 24988 
Meetings: 


Financial Crime-Free Communities Support 
Anti-Money Laundering Program, 39191 

Latin America; criminal justice system profiles 
in selected countries, 36722 

National Incident-Based Reporting System 


Implementation Program, 38001 
State Criminal Alien Assistance Program, 36723 
Statistical methodologies for analysis of 
disproportionate minority confinement, 
16635 


North American Agreement on Labor 
Cooperation National Advisory Committee, 
17311 

Presidential Task Force on Employment of 


Adults with Disabilities, 25944 

President’s Committee on International Labor 
Organization, 25943 

School-to-Work Opportunities Advisory 
Council, 31304 

Trade Negotiations and Trade Policy Labor 
Advisory Committee, 137, 14626, 33358 

North American Agreement on Labor Cooperation: 
Association of Flight Attendants, AFL-CIO, and 


Juvenile Justice and Delinquency 
Prevention Office 


NOTICES 

Agency information collection activities: 
Proposed collection; comment request, 3250 
Submission for OMB review; comment request, 


20835 Association of Flight Attendants of 
Grants and cooperative agreements; availability, Mexico; Submission No. 9901 review, 
2193 
Drug-Free Communities Support Program, Hearing, 9299 
10914 
Hate Crime Prevention Comprehensive Labor-Management Standards Office 
Approach, 39193 RULES 


Juvenile delinquency prevention; information 
sharing; training and technical assistance 
approach, 39198 


Labor-management standards: 
Labor organization annual financial reports; 
technical amendments; correction, 21140 


FEDERAL REGISTER INDEX, January--June 2000 


| | 
| i 
| 


Labor Statistics Bureau 


NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 15181, 
19022, 21477, 21478, 21479, 31349, 31930 
Committees; establishment, renewal, termination, 
ete. 
Federal Economic Statistics Advisory 
Committee, 34234 
Meetings: 
Business Research Advisory Council, 25366 
Federal Economic Statistics Advisory 
Committee, 34234 
Labor Research Advisory Council, 31194 


Land Management Bureau 


RULES 
Land resource management: 
Disposition; occupancy and use— 
Alaska occupancy and use; Alaska Native 
veterans allotments, 40954 
Minerals management: 
Leasing of solid minerals other than coal and 
oil shale; correction, 11475 
PROPOSED RULES 
General management: 
Public administrative procedures— 

Local governments; financial assistance; 
Payments in Lieu of Taxes for 
entitlement lands, 21688 

Land resource management: 
Disposition; occupancy and use— 
Alaska occupancy and use; Alaska Native 
veterans allotments, 6260 
Recreation permits for public lands, 31234 
Correction, 34534, 34629 
Minerals management: 
Oil and gas leasing— 
Alaska; National Petroleum Reserve 
unitization, 24542, 39334 
NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 3731, 
3732, 3973, 8438, 12027, 14610, 15000, 
15001, 15002, 15003, 15005, 16953 
Submission for OMB review; comment request, 
17896, 19920, 25744, 33570, 35658 
Alaska Native claims selection: 
Cape Fox Corp., 35384 
Doyon, Ltd., 31926 
NANA Regional Corp., Inc., 30128 
Old Harbor Native Corp., 35385 
Sitnasuak Native Corp., 35122 
Boundary establishment, descriptions, etc.: 
Grand Canyon-Parashant National Monument, 
AZ, 35385 
Classification of public lands: 
Idaho, 37569 
Utah, 39626 
Closure of public lands: 
Arizona, 7394, 37569 
California, 3473, 5656, 16409, 39922 
Colorado, 35389 
Idaho, 14314 
Montana, 1167, 17527, 38299 
Nevada, 12278, 15350, 16954, 31190 
New Mexico, 14314, 19384 
Oregon, 2190, 36712 
Utah, 4256, 15169, 16410 
Coal leases, exploration licenses, etc.: 
Colorado, 4826, 10102, 17897, 20827, 20828, 
24499 
Kentucky, 10539 
Montana, 17304 


New Mexico, 24499 

Oklahoma, 36713 

Utah, 2422 

Wyoming, 7560, 30428, 39627, 40122 


Committees; establishment, renewal, termination, 


etc.: 

California Desert District Advisory Council, 
38849 

Central California Resource Advisory Council, 
30606 

Front Range Resource Advisory Council, 15646 

Northwest and Front Range Resource Advisory 
Councils, 5883 

Northwest California Resource Advisory 
Council, 4827, 26627 

Northwest Resource Advisory Council, 15646 

Resource Advisory Coiiicils, 11800 

Wild Horse and Burro Advisory Board, 37569 


Disclaimer of interest applications: 


North Dakota, 4827 
Utah, 26235 


Environmental statements; availability, etc.: 


Bitter Creek and Mountain Plover Areas, MT, 
14611 

Cadiz Groundwater Storage Dry-Year Supply 
Program, CA; pipeline right of way and 
plan amendment, 8732 

Cascade Siskiyou Ecological Emphasis Area, 
OR, 13303 

Continental Divide/Wamsutter II Natural Gas 
Project, WY, 38570 

Dry Valley Mine Extension, ID, 39174 

Headwaters Forest Reserve, CA, 35389 

Henry Mountain Management Framework Plan, 
UT, 8205 

Interior Columbia Basin Ecosystem 
Management Project, OR et al., 17624 

Lower Gila Resource Planning Area et al., AZ, 
10540 

Marigold Mine Expansion Project, NV, 7057 

Naval Air Station Fallon, NV; Fallon Range 
Training Complex requirements, 5657, 
20198 

Nevada; impacts of mining claims and mill site 
occupancies, 25745 

New Mexico; public land health standards and 
livestock grazing management guidelines, 
3732 

North Bank Habitat Management Area, OR, 
1645 

Pinedale Anticline Natural Gas Exploration and 
Development Project, WY, 307, 31594 

Pony Express Resource Area, UT, 39174 

Skull Valley Band of Goshute Indians 
Reservation, UT; independent spent fuel 
storage installation, 39206 

Sonoran Pronghorn Forage Enhancement 
Project, AZ, 6619 

South Baggs Area Natural Gas Development 
Project, WY, 18121 

South Pipeline Project, NV, 11598 

Sublette County, WY; Jonah Field II Natural 
Gas Project, 18122 

Sweetwater, Fremont, and Sublette Counties, 
WY; Jack Morrow Hills coordinated 
activity plan, 40687 

Taos Field Office, NM, et al.; riparian and 
aquatic habitat management plans, 3474, 
4827 

Transit Mixed Concrete Co. Sand and Gravel 
Mining Project, CA, 34494 

Zion National Park, UT, 2423 


Environmental statements; notice of intent: 


AT&T Corp.; buried fiber optic 
telecommunications system, CA, AZ, NM, 
and TX, 24977 
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Campbell County, WY; Jacobs Ranch Coal Co., 
2979 

Caribou-Targhee National Forest, ID, 15891 

Desolation Flats Natural Gas Development 
Project, WY, 31595 

Fruitland Coalbed Methane Gas Development, 
CO; meetings, 36713 

Gunnison and Uncompahgre Resource Areas, 
CO, 16955 

Headwaters Forest Reserve, CA, 35389, 39175 

Lorton Correctional Complex, VA; exchange for 
land in Mason Neck area of Fairfax 
County, 16956 

Malheur County, UT; North Fork Malheur River 
landscape area management project, 38850 

Manti-La Sal National Forest, UT, 14523 

Maricopa County, AZ; Southwest Valley 500 
kv Transmission Line Project, 20828 

Nellis Air Force Range, NV; resource plan, 
20483 

New Mexico, Colorado, and Utah; various 
counties; refined petroleum products and 
natural gas pipelines and utility corridor 
analysis, etc., 21006 

Northern spotted owl; habitat management for 
National Forests and BLM districts, 24446 

Powder River Basin, WY; oil and gas 
development, 38571, 39923 

San Juan and San Miguel Resource Area, San 
Juan Basin, CO, 17672 

Shoshone-Eureka, Elko, and Egan Resource 
Areas, NV; Falcon to Gonder 345kV 
Transmission Line Project and right-of-way 
utility corridors, 17674 

Walker River Basin, NV; water and/or water 
rights from willing sellers, 4827, 21207, 
37797 

Management framework plans, etc.: 
Nevada, 10541 
Utah, 4828, 19921 
Meetings: 

Arkansas; planning analysis for 12 tracts of 
public lands; comment request, 4828 

California Desert District Advisory Council, 
3475, 25495, 31927 

Colorado wild horse management; helicopter 
and motor vehicle use; public hearing, 
13987 

Colorado wild horses capture from West 
Douglas Herd Area, 20200 

Gila Box Riparian National Conservation Area 
Advisory Committee, 14314, 14612, 39422 

National Historic Oregon Trail Interpretive 
Center Advisory Board, 3242, 14315 
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Land 


Resource Advisory Councils— 
Alaska, 4997, 35659 
Arizona, 11340, 21208, 39923 
Central California, 10541 
Central Montana, 24224 
Dakotas, 33823 
Eastern Montana, 15647 
Eastern Washington, 10819, 19792, 24710, 
36462 
Front Range, 21208, 39627 
John Day/Snake, 6620, 25745, 31927 
Lower Snake River District, 4996, 17673, 
31596 
Mojave-Southem Great Basin, 14611, 31190 
New Mexico, 1910, 15646, 31012 
Northeast California, 5883, 35122 
Northeastern Great Basin, 20200, 39628 
Northwest California, 6222, 39175 
Northwest Colorado, 4829, 18349, 37798 
Sierra Front/Northwestern Great Basin, 1167, 
19921, 33824, 37407, 39423 
Southeast Oregon, 13790, 37997 
Southwest, 5883, 17673 
Upper Columbia-Salmon Clearwater District, 
10103, 21208 
Upper Snake River District, 2637, 19021 
Utah, 3243, 4829, 7887, 17674, 36462 
Western Montana, 6619, 26235 
Science Advisory Board, 1412, 25745 
Trona, CA; land for recreation and public use, 
application; ranch for abused and neglected 
horses, 7561 
Wild Horse and Burro Advisory Board, 39423 
Wild horses; removal, public hearing, 40689 
Wyoming wild horse management; helicopters 
and motor vehicles use; public hearing, 
1646 
Motor vehicle use restrictions: 
Arizona, 14612 
Colorado, 15647 
Montana, 21209, 26236, 36159 
Oregon, 5657 
National Fee Demonstration Pilot Program: 
Arizona and California; supplementary rules, 
34727 
Oil and gas leases: 
Colorado, 25939 
New Mexico, 3732 
Utah, 37798 
Various States, 3733 
Wyoming, 3243, 5658, 13014, 21469, 34495 
Opening of public lands: 
Alaska, 19384 
California, 38851 
Montana, 7057 
Oregon, 7058 
Wyoming, 7888, 13790 
Organization, functions, and authority delegations: 
Nevada State Office Public Room; change in 
business hours, 307 
Privacy Act: 
Systems of records, 502, 1911 
Protraction diagram plat filings: 
Montana, 40689 
Public land orders: 
Alaska, 35390 
Arizona, 14614 
Califomia, 15648, 18122, 35390 
Colorado, 3733, 8205, 15917, 17898, 19792, 
35391, 40122, 40690 
Idaho, 8440, 15917, 33823, 40123 
Montana, 15918, 19793 
Nevada, 30429, 35391 
New Mexico, 2423, 5884, 38299 
Oregon, 15919, 15920, 16625, 30429, 30606, 
31597, 36160 
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Utah, 36160 

Washington, 15919 

Wyoming, 15920 

Realty actions; sales, leases, etc.: 

Alaska, 4997, 21470 

Arizona, 5658, 10103, 14315, 35427, 36840 

California, 8440, 15920 

Colorado, 1168, 5884, 15006, 24978, 31190, 
34729, 38851 

Montana, 10104, 14612 

Nevada, 1168, 1169, 1412, 3244, 3245, 3734, 
4829, 5658, 11598, 13304, 13987, 14315, 
14613, 15170, 15171, 17528, 36713, 
36714, 37798, 38572, 40167 

New Mexico, 12571, 30430 

Oregon, 31345 

Utah, 30430 

Wyoming, 25940, 31346, 31597, 33570 

Recreation management restrictions, etc.: 

Arcata Resource Area, CA; off-road vehicle use, 
overnight camping, etc.; supplementary 
rule, 5884 

Bangs Canyon Special Recreation Management 
Area, CO; travel management, etc., 7888 

Boundary County et al., ID; abandoned 
underground openings; entrance 
prohibition, 10104 

California, BLM-administered campgrounds; 
recreation use fees; supplementary rules, 
35659 

Eastern Tulare County, CA; supplementary 
rules, 40124 

El Centro Resource Area, CA; trash removal 
from trash receptacles prohibited, 21785 

Headwaters Forest Reserve, CA; public access 
restricted, 35392 

King Range National Conservation Area, CA; 
closure to overnight camping outside of 
developed campsites, 33824 

Lower Gunnison River, CO; campfire 
prohibitions, etc., 8440 

Montana, North Dakota, and South Dakota; 
possession of alcoholic beverages by 
minors; prohibition, 20483 

Montana public lands; motorized vehicles 
operation, 4566 

Muddy Mountain Interpretive Nature Trail, WY; 
trail use restrictions, 36714 

Scratchgravel Hills, Helena, MT; firearms, 
fireworks, and fires; prohibitions, 3975 

Three Rivers Resource Area, OR; Burns Wild 
Horse Corrals facility; access limits, 24978 

Upper Missouri National Wild and Scenic 
River, MT; commercial guided recreation 
trips, 25746 

Wallace L. Forest Conservation Area, ID; 
personal firewood cutting prohibition, 
10105 

William L. Matthews Wildlife Habitat and 
Recreation Area, MT; firearms discharge 
restriction, 24979 

Wonder Valley, CA; recreational shooting 
restricted to protect human health and 
safety, 17305, 25940, 39923 

Reports and guidance documents; availability, etc.: 

Interior Columbia Basin Ecosystem 
Management Project; congressionally- 
required report, 24174 

Land Use Planning Manual and Handbook; 
comment request, 34495, 40690 

Resource management plans, etc.: 

Arizona Strip District, AZ, 13304 

Bayfield, Door, Langlade, Oneida, Vilas, and 
Waupaca Counties, WI, 10105 

Billings Resource Area, Pryor Mountain Wild 
Horse Range, MT; herd area management 
plan, 2191 
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Survey plat filings: 


Wild horses removal: 


Withdrawal and reservation of lands: 


Grants and cooperative agreements; availability, 


Meetings; Sunshine Act, 2987, 3484, 18377, 


See National Commission on Libraries and 


RULES 


Book Cliffs Resource Area, UT, 8206 

Brothers-La Pine Resource Area, OR, 35660 

California Desert Conservation Area; buried 
fiber optic cable, TX, NM, AZ, and CA, 
30129 

Carson City Field Office, NV, 25746 

Clancy-Unionville Vegetative Manipulation and 
Travel Management Project, MT, 14613 

Cody Resource Area, WY, 36840 

Grand Staircase-Escalante National Monument, 
UT, 10819 

Grant County et al., NM, 4257 

Horseshoe Ranch Wildlife Area, CA, 11074 

Kingman Resource Area, AZ, 39176 

Kremmling Field Office, CO, 16956 

Lahontan Resource Area, Naval Air Station 
Fallon, NV, 34230 

Lemhi Resource Area, ID, 10106 

Owyhee Resource Area, ID, 3734 

Phoenix and Safford Districts, AZ; land transfer, 
31013 

San Juan/San Miguel Resource Area, CO, 
26236 

Socorro County, NM, 11599 


Arizona, 5365, 19922 

Colorado, 19922 

Florida, 30607 

Idaho, 8441, 24711 

Minnesota, 2638, 2639, 2640, 7058, 14614, 
31598 

Montana, 10106 

Nevada, 25747 

New Mexico, 504, 8441, 15648, 30607 

Oregon, 9294, 16218, 25362, 36715 

Utah, 8732 

Washington, 9294, 16218, 25362, 36715 

Wisconsin, 30431 

Wyoming, 35392 


Wyoming, 4997, 26851, 38572 


Alaska, 34230 

Arizona, 31598 

Califomia, 8734, 12318, 19793, 36161, 38852 
Colorado, 4840, 8442, 8734, 40125 

Idaho, 3735 

Nevada, 35660 

Oregon, 1413, 24499, 33825, 37570, 38849 
Utah, 2980, 4624 

Washington, 34729 

Wyoming, 2981, 33349 


Legal Services Corporation 


RULES 

Legal assistance eligibility: 
Maximum income levels, 10717 

NOTICES 


etc.: 

Civil legal services to poor— 
New York, 8449 
Various States, 21480, 33842 


19393, 19929, 31352, 38304, 38305 
Libraries and Information Science, 
National Commission 
Information Science 


Library of Congress 
See Copyright Office, Library of Congress 


Procedures and services: 
Library information through Public Affairs 
Office, 11736 
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Library material; acquisition by non-purchase 
means and disposition of surplus, 11735 


Management and Budget Office 


See Federal Procurement Policy Office 


PROPOSED RULES 
Semi-annuai agenda, 23666 
NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 38005 
Submission for OMB review; comment request, 
26859 
Audits of States, local governments, and nonprofit 
organizations (Circular A-133), 17684 
Balanced Budget and Emergency Deficit Control 
Reaffirmation Act (Gramm-Rudman- 
Hollings): 
Sequestration update report; transmittal to 
President and Congress, 5378 
Budget rescissions and deferrals, 9017 
Cumulative reports, 16973, 20840, 33851, 
38306 
Circulars, etc.: 
A-76, 25967 
A-94, 8212 
A-110, 25396 
A-130, 19933 
A-133, 17684 
Commercial activities performance (Circular A- 
76): 
Federal pay raise assumptions and inflation 
factors update (Transmittal Memorandum 
No. 21), 25967 
Revised Supplemental Handbook; technical 
changes, 25966 
Designated Federal entities and Federal entities; 
list, 38611 
Federal Financial Accounting Standards: 
Material Revenue-Related Transactions 
Disclosure, Paragraph 65-2 Deferral, et al., 
3260 
Social insurance accounting standards, 7076 
Federal information resources management 
(Circular A-130), 19933 
Federal programs; cost-effectiveness analysis; 
discount rates (Circular A-94), 8212 
Government Paperwork Elimination Act; 
implementation procedures and guidance, 
25508 
Grants and agreements with higher education 
institutions, hospitals, and other non-profit 
organizations (Circular A-110), 25396 
Meetings: 
Collecting Information in Information Age; 
initiative, 25004 
North American Industry Classification System; 
2002 update, 21242 
Privacy Act: 
Systems of records, 16976 
Reports and guidance documents; availability, etc.: 
Costs and benefits of Federal regulations; report 
to Congress, 1296, 4447, 7198 


Maritime Administration 


RULES 
Coastwise trade laws; administrative waivers, 6905 
Merchant Marine training: 

Service obligations, deferments, and waivers; 
compliance determinations; appeal 
procedures, 39556 

PROPOSED RULES 
Merchant Marine training: 

Service obligations, deferments, and waivers; 
compliance determinations; appeal 
procedures, 18957 


U.S.-flag commercial vessels: 

US. flag vessels of 100 feet or greater; 
eligibility to obtain commercial fisheries 
documents, 646 

NOTICES 
Agency information collection activities: 

Proposed collection; comment request, 3266, 
5928, 6249, 7607, 7608, 13076, 17704, 
19038, 19811, 20257, 34247 

Submission for OMB review; comment request, 
2223, 11107, 13075, 17000, 20843, 21234, 
24535, 25420, 25421, 33418, 34248, 
37598, 38315 

Coastwise trade laws; administrative waivers: 

A QUIT-ALL, 17548 

CALEDONIA, 15194 

ENTERPRIZE, 37453 

EYE OF THE NEEDLE, 16685 

FAIR TRADES, 19039 

GAFIA, 15195 

HAGGAI, 18145 

JUST DESSERT, 16454 

KIRSTEN ANNE, 12613 

LADY IN RED, 24536 

MARIA CHRISTINA, 37453 

MIMI, 24536 

PUFFIN, 21064 

REEF DIVER, 39467 

STRIKER, 37826 

TA MANA, 26272 

TROPICAL ATTITUDES, 26271 

ULTRA GRAND SLAM, 16454 

URSA MAJOR, 11828 

VICTORY OF BURNHAM, 11830 

YANKEE, 20843 

Committees; establishment, renewal, termination, 
etc.: 

Marine Transportation System National 
Advisory Council, 2224 

Maritime Security Program/Emergency 
Preparedness Program; Voluntary Intermodal 
Sealift Program; evaluation; comment request, 
20844 

Meetings: 

Marine Transportation System National 

Advisory Council, 30188 
Voluntary Intermodal Sealift Agreement Joint 
Planning Advisory Group, 25531 

Applications, hearings, determinations, etc.: 

Farrell Lines Inc., 36218 


Medicare Payment Advisory 
Commission 


NOTICES 
Meetings, 307, 12281, 17543 


Merit Systems Protection Board 


RULES 
Practice and procedure: 
Attorney fees; reimbursement, 24381 
Employee choice between agency procedure and 
grievance procedure; agency requirement to 
provide notice when it takes appealable 
action against employee, 25623 
Hearing tape recordings and written transcripts; 
copy requests, 19293 
Uniformed Services Employment and 
Reemployment Rights Act and Veterans 
Employment Opportunities Act; 
implementation— 
Appeals, 5410 
Appeals; cross-references, 5409 


NOTICES 
Agency information collection activities: 


Proposed collection; comment request, 36728 
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Minerals 


Submission for OMB review; comment request, 
3255 
Opportunity to file amicus briefs: 
Sturdy, Jerry C. v. Army Department, 13050 
Organization, functions, and authority delegations: 
Board headquarters relocation, 12282 
Privacy Act: 
Systems of records, 12282, 36166 
Senior Executive Service: 
Performance Review Board; membership, 25759 


Mexico and United States, 
International Boundary and 
Water Commission 


See International Boundary and Water 
Commission, United States and Mexico 


Minerals Management Service 


RULES 
Outer Continental Shelf; oil, gas, and sulphur 
operations: 

CFR subparts revision; sections assigned new 
section numbers; correction, 35824 

Documents incorporated by reference; update, 
217 

Correction, 40051 
Technical amendment, 15862, 18432 
Postlease operations safety; update and 
clarification— 
Correction, 36328 
Document incorporated by reference, 3126, 
6536, 14469, 25284 
Outer Continental Shelf operations: 

Royalty and offshore minerals management 
programs; appeals procedures; technical 
amendments, 3856 

Technical amendments, 2874 

Royalty management: 

Federal oil valuation regulations; training 
sessions, 24387 

Indian gas valuation regulations; training class, 
11468 

Natural gas from Indian leases; valuation; 
correction, 1542 

Oil value for royalty due on Federal leases, 
14022 

Approved publications and tables use to value 
oil not sold at arm’s length, 37043 


PROPOSED RULES 
Outer Continental Shelf; oil, gas, and sulphur 
operations: 

Intemational Organization for Standardization; 
documents incorporated by reference; 
update, 9232 

Oil and gas drilling requirements, 38453 

Royalty management: 

Indian leases; gas valuation regulations; 
amendments, 37504 

Oil value for royalty due on Federal leases; 
establishment; correction, 3167 

Workshops, 1580 

Oil value for royalty due on Indian leases; 

establishment, 403, 10436 
Workshop, 2557 


NOTICES ; 
Agency information collection activities: 
Proposed collection; comment request, 8984, 
8985, 8987, 11600, 14615, 20484, 20485, 
21007, 30431, 33826, 38852 
Submission for OMB review; comment request, 
8442, 11601, 16623, 16625, 16626, 20829, 
25495, 26662, 31598, 31600, 33570, 
37570, 37571, 37573 
Environmental statements; availability, etc.: 
Central Gulf of Mexico— 
Lease sales, 31014 
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Minerals 


Gulf of Mexico OCS— 
Deepwater areas; exploration, development, 
and production activities, 36841 
Oil and gas operations, 5885, 25496 
Wester Gulf of Mexico OCS— 
Lease sales, 21008 
Meetings: 
Minerals Management Advisory Board, 4258, 
24711 
Oil and gas leases: 
Wyoming; Federal and State crude oil bids, 
4840 
Outer Continental Shelf Lands Act: 
Civil monetary penalties paid January 1- 
December 31, 1999; list, 12571 
Outer Continental Shelf operations: 
Central Gulf of Mexico— 
Oil and gas lease sales, 7394 
Gulf of Mexico— 
Leasing maps and official protraction 
diagrams, 2191 
OCS offshore Northen New Jersey— 
Sand and gravel resources lease sale, 1413, 
5886 
Oil and gas lease sales— 
Restricted joint bidders list, 16957 
Western Gulf of Mexico— 
Oil and gas lease sales, 18349 
Royalty management: 
Federal natural gas from Gulf of Mexico; bid 
invitations, 5886 
Federal royalty oil availability and sale to small 
refiners, 2981 
Indian leases; exclusion from valuation— 
Alabama-Coushatta Tribe, 10542 
Oil value for royalty due on Federal leases 
Market centers identification, 38299 


Mine Safety and Health 
Administration 


RULES 
Reporting and recordkeeping requirements, 40498 
PROPOSED RULES 
Coal mine and metal and nonmetal mine safety 
and health: 
Underground mines— 


Diesel particulate matter exposure of miners, 
40557 


NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 1913, 
8993, 16227, 16228, 16229, 17678, 21211, 
24511, 31931, 39943 
Petitions for safety standard modifications; 
summary of affirmative decisions, 16964 
Safety standard petitions: 
Anthracite Underground Rescue, Inc., 40140 
Centralia Mining Co. et al., 10563 
CONSOL of Kentucky, Inc., et al.,,5700 
Energy Fuels Coal, Inc., et al., 19928 
Freeman United Coal Mining Co. et al., 31609 
Hopkins County Coal, LLC, et al., 31611 
Monterey Coal Co. et al., 1913 
Plateau Mining Co. et al., 40140 
Williams Brothers Coal Co., Inc., et al., 16965 


Mine Safety and Health Federal 
Review Commission 


See Federal Mine Safety and Health Review 
Commission 
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Minority Business Development 
Agency 


NOTICES 
Grants and cooperative agreements; availability, 
etc.: 
Minority Business Capital Access Policy 
Institute establishment, 36411, 40078 


Mississippi River Commission 


NOTICES 
Meetings; Sunshine Act, 15019, 18432 


Morris K. Udall Scholarship and 
Excellence in National 
Environmental Policy Foundation 


PROPOSED RULES 
Semi-annual agenda, 23628 


NOTICES 
Meetings; Sunshine Act, 25504 


National Aeronautics and Space 
Administration 


RULES 
Acquisition regulations: 
Contract financing, 31101 
Elements elimination as category in evaluations, 
30012 
Export controlled technology; standard clause, 
6915 
Foreign acquisition; procedures, 10031 
Foreign proposals to NASA research 
announcements; implementation on no- 
exchange-of-funds basis, 3153 
Miscellaneous administrative revisions, 38776 
Miscellaneous amendments, 12484 
Packaging, handling, and transportation, 37061 
Risk management, 37057 
Administrative authority and policy: 
Inspection of persons and personal effects on 
NASA property, 2865 
Federal Acquisition Regulation (FAR): 
Caribbean Basin Trade initiative, 24321 
Civilian Agency Acquisition Council and 
Defense Acquisition Regulations Council 
issuances; introduction; correction, 4633 
Competition under multiple award contracts, 
24317 
Cost accounting standards coverage; 
applicability, thresholds, and waiver, 36028 
FAR drafting principles, 36015 
Federal Procurement Office policy letters; 
rescission, 36014 
Foreign acquisition; policies and procedures; 
correction, 4633 
General records schedules, 36021 
Indian organizations and Indian-owned 
economic enterprises utilization, 24322 
Introduction, 16274, 24316, 36012 
Ocean transportation by U.S.-flag vessels, 
24324 
Price reasonableness and commerciality 
determination, 24320 
Progress payments and related financing 
policies, 16276 
Recycled products and environmentally 
preferable services; supporting procurement 
requirements, 36016 
SBA’s 8(a) Business Development Program; 
correction, 4633 
Small Business Competitiveness Demonstration 
Program, 16275 
Small business opportunities; Federal supply 
schedules, 36023 


Small entity compliance guide, 16286, 24325, 
36031 


Technical amendments, 16285, 24325, 36030 
Trade agreements thresholds, 36025 
Yugoslavia and Afghanistan acquisitions; 
restrictions, 36027 
Freedom of Information Act; implementation; 
technical amendment, 19646 
Grants and cooperative agreements: 

Uniform administrative requirements for grants 
and agreements with institutions of higher 
education, hospitals, and other non-profit 
organizations, 14406 

PROPOSED RULES 
Acquisition regulations: 

Insurance; partial or total immunity from tort 
liability for State agencies and charitable 
institutions, 24170 

NASA Inspector General hotline posters, 32069 

Research and development contracts; final 
reports submission, 20791 

Unclassified information technology resources; 
security requirements, 429 

Federal Acquisition Regulation (FAR): 

Advance payments for non-commercial items, 
25614 

Competitive negotiated acquisitions; discussion 
requirements, 17582 

Contract action and contracting action 
definitions, 34894 

Contractor responsibility, labor relations costs, 
and costs relating to legal and other 
proceedings, 40830 

Cost accounting standards administration, 20854 

Deferred research and development costs, 4328 

Drafting principles, 4346 

Energy efficiency of supplies and services, 
30310 

Government property, 1438 

Information technology; interagency acquisition 
by executive agent; withdrawn, 33428 

Liquidated damages, 2272 

Procurement integrity rewrite, 16758 

Semi-annual agenda, 23756 

Time-and-materials or labor-hours, 3762 

Semi-annual agenda, 23632 


NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 3980, 
6397, 34500, 34501 
Submission for OMB review; comment request, 
6397, 10831, 16419, 20206 
Copyright licenses; applications, etc.: 
Micro Timer & Controls, Inc., 4443 
Safeguards International, Inc., 4443 
Environmental statements; availability, etc.: 
Sounding Rocket Program, 8209 
Environmental statements; notice of intent: 
Ames Research Center, CA; development plan, 
37802 
Federal Acquisition Regulation (FAR): 
Agency information collection activities—- 
Proposed collection; comment request, 12219, 
13953, 14950, 14951, 17489, 17490, 
25315, 25316, 26818, 35617 
Submission for OMB review; comment 
request, 1145, 6998, 6999, 30965, 
31887, 33810, 36422, 37122 
Inventions, Government-owned; availability for 
licensing, 13335, 38004 
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Meetings: 
Advisory Council, 10832, 34502 
Aero-Space Technology Advisory Committee, 
2987, 11806, 16230, 20207, 35963 
Earth Systems Science and Applications 
Advisory Committee, 17903, 20207 
International Space Station Operational 
Readiness, 15370 
Life and Microgravity Sciences and 
Applications Advisory Committee, 2195, 
3485, 20207, 24715, 24716, 25367, 
25962, 31016 
Minority Business Resource Advisory 
Committee, 2196, 34502 
Space Flight Advisory Committee, 25504, 
36472 
Space Science Advisory Committee, 2987, 
4855, 5375, 10832, 35964, 36472, 38004 
Task Forces, 25366, 34502 
Aerospace Safety Advisory Panel, 2988 
Centennial of Flight Commission, 10832, 31016 
International Space Station Operational 
Readiness, 17903 
Procurement policies, practices, and initiatives; 
open forum, 4627 
Patent licenses; non-exclusive, exclusive, or 
partially exclusive: 
Access, LLC, 30640 
BARCO, Inc., Display Systems, 4443 
Cognitive Technologies, LLC, 30640 
CyberLearning Technologies, Inc., 30641 
Cytec Industries, Inc., 13335 
Diebold, Inc., 38005 
East3.com, LLC, 30641 
Horton’s Orthotic Lab, Inc., 16230 
Intergraph Federal Systems, 10833 
Knowledge Technologies, Inc., 24716 
Meridian Holdings, Inc., 30641 
MIMIC Health Technologies, L.L.C., 34502 
Phoenix Systems International, Inc., 4443 
Reality Capture Technologies, Inc., 24716 
Strategic Planning Group, Inc., 4443 
USA Video Interactive, Corp., 25962 
VisiCom, 4444 
Senior Executive Service: 
Performance Review Board; membership, 39442 


National Agricultural Statistics 
Service 


NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 17626, 
18278, 18279, 25701, 25702, 33293, 
36886, 38497, 38498 
Meetings: 
Agriculture Statistics Advisory Committee, 
18280 


National Archives and Records 
Administration 


See Information Security Oversight Office 


RULES 
John F. Kennedy assassination records: 
Interpretive and implementation guidance; CFR 
part transfer, 39550 
NARA facilities: 
Public use; miscellaneous amendments, 34977 
Correction, 35840 
National Security-classified information; 
declassification, 34973 
Public availability and use: 
NARA facilities; records location and hours of 
use, 38730 
Records management: 
Agency records centers; storage standards, 
39817 


Computer tapes, rewind requirement; 
elimination, 24132 
Uniform administrative requirements for grants 
and agreements with institutions of higher 
education, hospitals, and other non-profit 
organizations, 14406 


PROPOSED RULES 
NARA facilities: 
Public use; miscellaneous amendments, 15592 
National security-classified information; 
declassification, 8077 
Correction, 10437 
Public availability and use: 
NARA facilities; locations and hours of use, 
26542 
Reproduction services; fee schedules, 24164 
Records management: 
Computer tapes, rewind requirement; 
elimination, 5295 
Semi-annual agenda, 23636 
NOTICES 
Agency information collection activities: 
Proposed coiiection; comment request, 34503 
Submission for OMB review; comment request, 
4627, 12580, 17903 
Agency records schedules; availability, 4444, 
7398, 11807, 12032, 15370, 19026, 30135, 
36167, 39628 
Electronic copies previously covered by General 
Records Schedule 20; records schedules 
availability and comment request, 3485, 
10833, 11606, 17680, 20208, 38862 
Meetings: 
National Industrial Security Program Policy 
Advisory Committee, 11608 
Records of Congress Advisory Committee, 
32130 
Nixon Presidential historical materials; opening of 
materials, 13335, 31612 
Privacy Act: 
Systems of records, 13052 
Records scheduling and appraisal policies and 
process review; comment request, 16230 


National Commission on Libraries 
and Information Science 


NOTICES 
Meetings: 
National Technical Information Service; 
proposed closure and transfer of functions, 
7398 
Meetings; Sunshine Act, 3980, 6637, 16670 


National Communications System 


NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 36728 
Meetings: 
National Security Telecommunications Advisory 
Committee, 19929 
Telecc ications Service Priority System 
Oversight Committee, 20489 


National Council on Disability 


NOTICES 
Committees; establishment, renewal, termination, 
etc.: 
Youth Advisory Committee, 6637 
Meetings: 
International Watch Advisory Committee, 
10114, 37183 
Youth Advisory Committee, 39953 
Meetings; Sunshine Act, 16670 
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National Education 


National Counterintelligence Center 


NOTICES 
Privacy Act: 
Systems of records, 3255 


National Credit Union Administration 


RULES 
Credit unions: 
Consumer financial information; privacy 
requirements, 31722, 36782 
Correction, 34534 
Leasing, 34581 
Organization and operations— 

Low-income designated credit unions; 
secondary capital accounts, 21129 

Overdraft policy, 15224 

Prompt corrective action— 
Undercapitalized federally-insured credit 
unions, 8560 
Share insurance and appendix, 34921 
Trustees and custodians of pension plans; share 
insurance and appendix, 10933 
Truth in Savings Act— 

Annual percentage yield calculation and 
model clauses and sample forms; 
appendices added; CFR correction, 
32010 

Statement disclosures; delivery in electronic 
form, 21131 

Organization, functions, and authority delegations: 
Technology and Information Systems Office 
renamed Office of Chief Information 
Officer, 25266 


PROPOSED RULES 
Credit unions: 
Consumer financial information; privacy 
requirements, 10988 
Involuntary liquidation; adjudication of creditor 
claims, 11250 
Member information security; guidelines, 37302 
Organization and operations— 
Chartering and field of membership policies, 
37065 
Prompt corrective action— 
Risk-based net worth requirement, 8597 
Regulatory flexibility and exemption program, 
15275 
Privacy Act; implementation, 36797 
Semi-annual agenda, 23906 
NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 790, 
24998 
Submission for OMB review; comment request, 
790, 1229, 6637 
Meetings; Sunshine Act, 1647, 2442, 2988, 4855, 
8748, 11089, 13796, 19394, 25962, 34503, 
35404 
Privacy Act: 
Systems of records, 3486 


National Drug Control Policy Office 


NOTICES 
Grants and cooperative agreements; availability, 
etc.: 
Drug-Free Communities Support Program, 
10914 
High intensity drug trafficking areas designations; 
list, 26611 
Meetings: 
Drug Free Communities Advisory Commission, 
10091 


National Education Goals Panel 


NOTICES 
Meetings, 7569 
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National Foundation 


National Foundation on the Arts and 
the Humanities 


RULES 
Federal claims collection, 37485 


PROPOSED RULES 
Privacy Act; implementation, 31864 
Semi-annual agenda: 
National Endowment for the Arts, 23646 
National Endowment for the Humanities, 23650 
National Institute of Museum and Library 
Sciences, 23644 


NOTICES 
Agency information collection activities: 
Proposed collecticn; comment request, 14320, 
16968, 19796, 31017, 31195 
Submission for OMB review; comment request, 
31196, 34739, 38005 
Grants and cooperative agreements; availability, 
etc.: 
ArtsLink; continued management, 40143 
ArtsREACH and Creative Links grant projects; 
documentation of success, 30449 
Contemporary performance work from Asia, 
Africa, or Latin America; translation 
models, 20489 
Fund for U.S. Artists at International Festivals 
and Exhibitions, 36472 
National Leadership Grants for Libraries, 3742 
Stage Directors and Designers; Career 
Development Program, 20490 
Universal designed environments; greater public 
awareness and demand, 4446 
Meetings: 
Arts and Artifacts Indemnity Panel, 26640 
Arts National Council, 7896, 39631 
Combined Arts Advisory Panel, 25759, 30137, 
36473, 37184, 39631 
Fellowships Advisory Panel, 37184 
Humanities National Council, 12581 
Humanities Panel, 5375, 11347, 15927, 21030, 
24229, 33849 
International Exhibitions Federal Advisory 
Committee, 24513 
Leadership Initiatives Advisory Panel, 2442, 
4855, 12035, 25759 
President’s Committee on Arts and Humanities, 
2442, 21481 
Special Projects Advisory Panel, 35404 
Meetings; Sunshine Act, 8450, 25963 


National Highway Traffic Safety 
Administration 


RULES 
Anthropomorphic test devices: 
Occupant crash protection— 
12-month-old infant crash test dummy, 17180 
Hybrid III test dummies; 3-year-old child 
dummy; design and performance 
specifications, 15254 
Hybrid III test dummies; 6-year-old child 
dummy; design and performance 
specifications, 2059 
Hybrid III test dummies; fifth percentile 
female adult dummy; design and 
performance specifications, 10961 
Consumer information: 
Uniform tire quality grading standards, 33481 
Fuel economy standards: 
Light trucks; 2002 model year, 17776 
Motor vehicle safety standards: 
Hydraulic and electric brake systems— 
Passenger car brake systems, 6327 
Metric conversion— 
Speedometer display; technical correction, 
30915 


Occupant crash protection— 
Future air bags designed to create less risk 
of serious injuries for small women and 
young children, etc., 30680, 35427 
improved frontal crash protection, 
Offset deformable barrier, 17196 
Roof crush resistance test procedures; rounded 
or raised roofs; suitability, 4579 
School bus body joint strength; technical 
amendment, 11751 
Motor vehicle theft prevention standard: 
High-theft vehicle lines for 2001 model year; 
listing, 34106 
Seat belt use: 
State observational surveys; uniform criteria, 
13679 


PROPOSED RULES 
Consumer information: 
Passenger cars and light multipurpose passenger 
vehicles and trucks; rollover prevention, 
34998 
Fuel economy standards: 
Alternative fuel vehicles; manufacturing 
incentives, 26805 
Insurer reporting requirements: 
Insurers required to file report; lists, 18267 
Motor vehicle safety standards: 
Occupant crash protection— 
Occupant protection in interior impact; head 
impact protection, 17842, 36106 
Side impact protection— 
European dynamic provisions; rulemaking 
petition granted in part, denied in part, 
33508 
Vehicles built in two or more stages: 
Negotiated Rulemaking Committee— 
Establishment and meeting, 20936 
Meetings, 5847 


NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 10147, 
12614, 15034, 26273 
Submission for OMB review; comment request, 
6441, 7609, 11830, 13411, 14336, 19040, 
24537, 24538, 38877 
Grants and cooperative agreements; availability, 
etc.: 
Crash Outcome Data Evaluation Systems; 
development and use, 33870 
Seat belt use rates; innovative projects, 33875 
Meetings: 
Child restraint systems; safety performance; 
identification and publication, 1224 
Crash Injury Reseaich and Engineering 
Network, 19428, 39981 
Driver distraction when using in-vehicle 
technologies; safety implications, 34797 
Research and development programs, 30188 
Safety performance standards; vehicle regulatory 
program, 2455, 21500 
Motor vehicle defect proceedings; petitions, etc.: 
Kerr, Edward C.,; petition denied, 25023 
McMath, Sandy S.; petition denied, 25026 
Motor vehicle safety standards: 
Nonconforming vehicles— 
Importation eligibility; determinations, 1946, 
3002, 5019, 7097, 8759, 19040, 19428, 
19429, 26872, 26873, 35419, 38316, 
38878, 38879, 38880, 38882, 39221 
Motor vehicle safety standards; exemption 
petitions, etc.: 
Advanced Bus Industries, LLC, 6249 
American Transportation Corp., 1946 
Aprilia S.p.A., 1225 
Beall Trailers of Washington, Inc., 3267 


Blue Bird Body Co., 13412 
Currie Technologies, Inc., 3268 
Evenflo Co., Inc., 25789 
Ford Motor Co., 25975 
Forest River, Inc., 11831 
Freightliner Corp., 34800 
General Motors Corp., 3004, 24252, 31207, 
34248 
Honda Motor Co., Ltd., 31629 
IMPCO Technologies, 14009 
Intac Automotive Products, Inc., 8472 
Kolcraft Enterprises, Inc., 4862 
Mercedes-Benz U.S.A., Inc., 8473 
Subaru of America, Inc., 12615 
Suzuki Motor Corp., 24253 
Motor vehicle theft prevention standard: 
Passenger motor vehicle theft data (1998 CY), 
6250, 14344 
Motor vehicle theft prevention standards: 
Passenger motor vehicle theft data (1998 CY), 
40721 
Motor vehicle theft prevention standards; 
exemption petitions, etc.: 
Ford Motor Co., 24254 
General Motors Corp.. 17333 
Volkswagen of America, Inc., 31208 
Reports and guidance documents; availability, etc.: 
Car dealers; insurance cost information booklet 
for prospective purchasers, 11365 


National Indian Gaming Commission 


PROPOSED RULES 
Semi-annual agenda, 23914 
NOTICES 


Indian Gaming Regulatory Act: 
Fee rates, 9300 


National Institute for Literacy 


RULES 
Literacy Leader Fellowship Program, 11894 
NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 12035 
Submission for OMB review; comment request, 
12035, 12036, 25505 
Grants and cooperative agreements; availability, 
Content Development Partners (Special 
Collections), 36729, 39205 
Literacy Leadership Fellowship Program, 12036 
Regional Technology Centers Project, 36733, 
39205 
Meetings: 
Advisory Board, 25760 


National Institute of Corrections 


NOTICES 
Grants and cooperative agreements; availability, 
Community education on jails; videotape 
development, 35123 
Community Restorative Justice Outcomes/ 
Measurements and Evaluation, 6396, 12280 
Comprehensive Objective Prison Classification 
Systems Development, 17310 
Development of training curriculum and 
delivery of managing initial criminal justice 
decisions forums, 3251 
Institutional culture assessment, 30619 
Managing long term aging offenders and 
offenders with chronic and terminal 
illnesses, 8446, 15018 
Prison workforce issues; regional meetings, 
35125 
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State correctional agencies; institution mission 
change; technical assistance, 24507 

Transition from prison to community, 30621 ~ 
Women offenders— 

Community corrections strategies; descriptive 

analysis, 38602 
Management; critical issues, 36724, 38602 
Meetings: 

Advisory Board, 5689, 24715 


National Institute of Justice 


NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 3252 
Submission for OMB review; comment request, 
16419 
Grants and cooperative agreements; availability, 
etc..: 
Communications Interoperability and 
Information Sharing Technologies, 35961 
Comprehensive Indian Resources for 
Community and Law Enforcement 
(CIRCLE) Project; evaluation, 25942 
Domestic Violence Victims’ Civil Legal 
Assistance Program; national evaluation, 
31604 
Drug court research and evaluation; national 
evaluation of juvenile drug courts and 
research on adult and juvenile drug courts, 
12281 
Violence against women— 
Research and evaluation, 12281 
Violent crimes against women on campus; 
national evaluation of grants, 31604 
Meetings: 
Future of DNA Evidence National Commission, 
13016, 36468 


National Institute of Standards and 
Technology 


RULES 
Fastener Quality Act; implementation, 39798 


PROPOSED RULES 
Fastener Quality Act; implementation, 1572 


NOTICES 
Agency information collection activities: 

Proposed collection; comment request, 19740 

Submission for OMB review; comment request, 
19741 

Grants and cooperative agreements; availability, 
etc.: 

Materials Science and Engineering Laboratory 
Program; Neutron Scattering Research and 
Spectroscopy, 34149 

Partnership for Advancing Technologies in 
Housing Cooperative Research Program, 
3418 

Information processing standards, Federal: 
Digital Signature Standard, 7507 
Thirty-three standards withdrawn, 10049 

Inventions, Govermment-owned; availability for 

licensing, 7852, 14542, 21398 

Meetings: 

Advanced Technology Program Advisory 
Committee, 3667, 24917 

Advanced Technology Visiting Committee, 
7853, 31519 

Computer System Security and Privacy 
Advisory Board, 16178, 33808 

Malcolm Baldrige National Quality Award— 

Board of Overseers, 31520 
Panel of Judges, 31520 

Manufacturing Extension Partnership National 

Advisory Board, 1852, 14542 


National Institute of Standards and Technology 
and National Cooperation for Laboratory 
Accreditation; memorandum of 
understanding; public workshop, 31879 

Radio and Telephone Terminal Equipment 
Directive training; workshop, 39601 

Weights and Measures National Conference, 
21399 

National Fire Codes: 
Fire safety codes and standards, 285 
Technical committee reports, 287 
National Voluntary Conformity Assessment 
System Evaluation Program: 

Quality system registrars; accreditation bodies 

recognition, 4229 
National voluntary laboratory accreditation 
program: 

Selected NVLAP services; termination, 3206 

Patent licenses; non-exclusive, exclusive, or 
partially exclusive: 

Claud S. Gordon Co., 38244 


National Institutes of Health 


NOTICES 
Agency information collection activities: 

Proposed collection; comment request, 2967, 
3465, 5873, 11787, 12560, 17513, 24490, 
26220, 30419, 33334, 36149 

Submission for OMB review; comment request, 
4562, 5355, 5356, 10504, 17513, 25338, 
26620, 35379, 37396 

Committees; establishment, renewal, termination, 
etc.: 

Biomedical Imaging in Oncology Interagency 
Council, 33561, 38027 

Grants and cooperative agreements; availability, 
etc.: 

Corticotropin Releasing Factor antagonists; 
research and development for treatment of 
cocaine dependence, 5874 

National Cancer Institute— 

Factors that inhibit human immunodeficiency 
virus (HIV) replication; research, 
purification, and further development, 
16207 

GADD45 polypeptide activity, novel 
inhibitors; screening, development, and 
commercialization, 16209 

Idiotype tumor vaccines; development for 
treatment of B-cell lymphoma, 7875 

Innovative idotype tumor vaccines 
development, 39151 

Steroid derivatives with paclitaxel-like 
activity, 15347 

Targeted screening for inhibitors of human 
herpesvirus 8 DNA polymerase activity, 
15345 

TELESYNERGY Medical Consultation 
WorkStation; medical uses expansion, 
20469 

National Institute on Dental and Craniofacial 
Research— 

Centers for research to reduce oral health 
disparities; regional workshops, 301 

Inventions, Government-owned; availability for 

licensing, 302, 3466, 3467, 4563, 6444, 

17514, 20471, 20472, 21770, 21771, 21772, 

21773, 21774, 21775, 31577, 31578, 36150, 

39915, 39916, 39917 

Meetings: 

AIDS Research Office Advisory Council, 11320 

Chronic Fatigue Syndrome Coordinating 
Committee, 33335 

Director’s Council of Public Representatives, 
16211, 19009 
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NIH 


Fogarty International Center Advisory Board, 
2968, 25339 

Health disparity challenges in new millennium; 
call to action; conference, 20472 

Minority Health Research Advisory Committee, 
5357 

National Cancer Institute, 303, 2968, 4563, 
6386, 6387, 7030, 8379, 8380, 9277, 9278, 
9279, 11321, 12273, 12274, 14306, 14989, 
14990, 14991, 14992, 16211, 17515, 
17516, 17885, 17886, 19010, 19916, 
20999, 24491, 33335, 33336, 35100, 
36151, 36835, 36836, 37397, 37398, 40671 

National Center for Complementary and 
Alternative Medicine, 2970, 11789, 13409, 
14306, 20473, 21775, 30420, 31579, 35101 

National Center for Research Resources, 2969, 
2970, 5875, 7876, 9279, 11788, 13409, 
14992, 14993, 17886, 21776, 26220, 
30420, 33336, 34222, 34223, 35101, 
38837, 40672 

National Eye Institute, 303, 1641, 4564, 17887, 
24491, 25339, 34222 

National Heart, Lung, and Blood Institute, 1642, 
3467. 4564. 6216, 7030, 9279, 9280, 
11789, 12275, 12561, 16211, 19010, 
20473, 24491, 24492, 26221, 30420, 
30421, 31579, 33337, 34223, 37398, 38837 

National Human Genome Research Institute, 
5875, 17516, 19010, 21000, 35101, 35102 

National Institute of Allergy and Infectious 
Diseases, 304, 2975, 3468, 3469, 3470, 
7031, 7876, 7877, 8380, 8381, 11324, 
11789, 11790, 12562, 14994, 16213, 
17888, 19015, 20474, 21000, 21001, 
25340, 26222, 30422, 31580, 33342, 
36153, 36836, 38840, 40673 

National Institute of Arthritis and 
Musculoskeletal and Skin Diseases, 2975, 
4564, 5358, 9280, 17888, 1889, 19014, 
25339, 26221, 26222, 30421, 34224, 
35102, 36152, 39153 

National Institute of Child Health and Human 
Development, 2971, 3965, 6387, 8182, 
8381, 8382, 12275, 12561, 14308, 14993, 
17888, 19012, 19014, 21778, 33339, 
33341, 34224, 38840, 38841, 40673 

National Institute of Dental and Craniofacial 
Research, 1643, 7032, 7033, 11321, 13409, 
20475, 26620, 33339, 33340, 36153, 
38838, 40674 

National Institute of Diabetes and Digestive and 
Kidney Diseases, 2972, 7032, 8381, 11791, 
12276, 12277, 14994, 15348, 19013, 
20475, 21777, 21778, 25340, 25341, 
26223, 33343, 37399, 38840, 40672 

National Institute of Environmental Health 
Sciences, 1644, 2971, 3468, 6217, 6388, 
9281, 11324, 13410, 14306, 14307, 19011, 
19916, 20474, 26621, 31582, 36152, 
38841, 40674 

National Institute of General Medical Sciences, 
5357, 8181, 8380, 9280, 9281, 11323, 
15349, 17517, 17887, 31580, 31581, 
31582, 38839 

National Institute of Mental Health, 304, 2973, 
2974, 5876, 6387, 8182, 11323, 11324, 
12562, 14307, 14308, 14309, 14993, 
15348, 15349, 16212, 17516, 17517, 
19014, 21002, 25341, 26222, 31581, 
33342, 34223, 35102, 35104, 37399, 
38838, 39153, 40675 

National Institute of Neurological Disorders and 
Stroke, 1642, 1643, 3965, 7031, 7877, 
9280, 11323, 12561, 17887, 19011, 19012, 
20474, 21002, 21776, 24493, 26224, 
31581, 35102, 38839, 40675 
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NIH 


National Institute of Nursing Research, 3965, 
12561, 21776, 33341, 35102, 37400, 38842 
National Institute on Aging, 2971, 2975, 3469, 
6216, 6218, 11322, 11791, 12563, 16212, 
21001, 21002, 21777, 33340, 34222, 
35103, 38841 
National Institute on Alcohol Abuse and 
Alcoholism, 3468, 5357, 6218, 11791, 
11792, 16213, 19011, 21000, 21001, 
24492, 31579, 31580, 35104, 36152, 38839 
National Institute on Deafness and Other 
Communication Disorders, 3468, 6388, 
7031, 11315, 11322, 14306, 25340, 30421, 
30422, 31580, 37399 
National Institute on Drug Abuse, 304, 2972, 
2973, 4565, 5358, 6217, 11325, 11789, 
14994, 14995, 16212, 21002, 24493, 
26621, 30421, 33337, 35103, 36153, 38842 
National Library of Medicine, 1644, 7877, 
12563, 14309, 16213, 19013, 19016, 
30423, 31582, 35104, 35105 
Osteoporosis Prevention, Diagnosis, and 
Therapy Consensus Development 
Conference, 13289 
Peer Review Oversight Group, 39155 
Recombinant DNA Advisory Committee, 8618, 
36154 
Scientific Review Center, 1644, 1645, 2976, 
2977, 3470, 3966, 5876, 6219, 6383, 7029, 
7033, 8383, 9282, 11325, 11326, 12277, 
12563, 12565, 14309, 14995, 14996, 
16213, 16215, 17518, 17519, 19017, 
19018, 20476, 21003, 24493, 24494, 
30423, 31583, 33343, 34225, 35105, 
36154, 36156, 38842, 38843, 38846, 
39154, 40675 
Warren Grant Magnuson Clinical Center Board 
of Governors, 305, 24490, 36151 
Women’s Health Research Advisory Committee, 
14997 
National Environmental Policy Act; categorical 
exclusions, 2977 
Organization, functions, and authority delegations: 
Bioengineering and Bioimaging Office, 20477 
Bioengineering, Bioimaging, and Bioinformatics 
Office, 38848 
Program Coordination Office, 11792 
Patent licenses; non-exclusive, exclusive, or 
partially exclusive: 
Achillion Pharmaceuticals, Inc., 21003 
Alphal Biomedicals, Inc., 10505, 13013 
BioChem Pharma Inc., 35107 
Biogen, Inc., 8183 
BioPhysics Assay Laboratory, Inc., 21778 
BioSeek, Inc., 36836 
Claragen, Inc., 8384, 12318 
EndocrinoLogix, Inc., 5878, 7418 
HyperMed, Inc., 17521 
iDEC Pharmaceutical Corp., 21779 
Mallinckrodt, Inc., 36159 
Mitos, Inc., 5879 
Nascent Pharmaceuticals LLC, 31583 
Therion Biologics Corp., 35108 
Varian Biosynergy, Inc., 5879 
Viragen, Inc., 35108 
ZymoGenetics, Inc., 8183 
Privacy Act: 
Systems of records, 3967, 20181 
Reports and guidance documents; availability, etc.: 
Antimicrobial resistance, public health action 
plan, 38832 
Human pluripotent stem cells; research 
guidelines, 5359 


National Labor Relations Board 


NOTICES 
Meetings; Sunshine Act, 16420 
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National Oceanic and Atmospheric 
Administration 


RULES 
Endangered and threatened species: 
Beluga whale; Cook Inlet, AK, stock 
designation as depleted, 34590 
Coastal cutthroat trout; jurisdiction change from 
FWS, 21376 
Critical habitat designation— 
Johnson’s seagrass, 17786 
Washington, Oregon, Idaho, and California; 
salmon and steelhead; evolutionarily 
significant units, 7764 
Sea turtle conservation; Atlantic waters off 
easter North Carolina and Virginia; 
closure to large-mesh gilinet fishing, 31500 
Sea turtle conservation; shrimp trawling 
Tequirements— 

Leatherback Conservation Zone; turtle 
excluder devices, 25670, 33779 
Umpqua River cutthroat trout; delisting, 20915 

West Coast steelhead; Washington, Oregon, 
Idaho, and California populations, 36074 
Fishery conservation and management: 
Alaska; fisheries of Exclusive Economic Zone— 
American Fisheries Act; emergency 
implementation, 4520, 10722, 15577 
Atka mackerel, 4893, 5284, 11249, 18257 
Atka mackerel; Steller sea lion critical 
habitat, 7461 
At-sea scales; Community Development 
Quota Program, 33780 
Bering Sea and Aleutian Islands groundfish, 
60, 74, 5442, 8282, 8297 
Bering Sea and Aleutian Islands king and 
Tanner crab, 38216 
Bering Sea and Aleutian Islands pollock, 380 
Greenland turbot, 34992 
Gulf of Alaska deep-water species, 31288 
Gulf of Alaska groundfish, 65, 73, 8281, 
8298, 11909, 13698, 17204, 31104 
Individual Fishing Quota Program; cost 
recovery program, 14919 
License Limitation Program, 31103 
Correction, 30549 
Pacific cod, 6561, 10427, 12137, 12138, 
13698, 20919, 24655 
Pacific halibut and red king crab, 39564 
Pollock, 4891, 4892, 4893, 5278, 5283, 5284, 
5285, 6921, 7787, 8067, 10426, 11482, 
14926, 15271, 15272, 16532, 17205, 
17808, 31105, 39107 
Pollock; steller sea lion protection measures, 
3892, 6561, 36795 
Reporting and recordkeeping requirements; 
correction, 10978, 25290 
Rockfish and Pacific Ocean perch, 40538 
Rock sole, 19337 
Rock sole/flathead sole/other flatfish, 12138, 
25671 
Shallow-water species, 34991 
Shortraker and rougheye rockfish; correction, 
31107 
Steller sea lion critical habitat; trawling, 
16150 
Trawling in Steller sea lion critical habitat, 
10721 
Western Alaska Community Development 
Quota Program, 8890 
Atlantic highly migratory species— 
Atlantic bluefin tuna, 2075, 19860, 20092, 
40538 
Large coastal shark, 38440 
Large coastal shark, small coastal shark, and 
pelagic shark species, 35855 
Swordfish, 15873 
Vessel monitoring system, 20918 


Caribbean, Gulf, and South Atlantic fisheries— 

Gulf of Mexico and South Atlantic coastal 
migratory pelagic resources, 4172, 8067, 
12136, 16336, 30362 

Gulf of Mexico reef fish, 21377, 31827, 
36643 

Gulf of Mexico shrimp, 30547 

Gulf of Mexico stone crab gear requirements, 
etc., 31831 

South Atlantic Region; coral, coral reefs, and 
live/hard bottom habitats, 37292 

South Atlantic snapper-grouper, 10039 

Magnuson-Stevens Act provisions— 

Fishing capacity reduction programs, 31430 

Pacific Coast groundfish; annual 
specifications and management 
measures, 221, 4169 

Northeastern United States fisheries— 

Atlantic mackerel, squid, and butterfish, 
16341, 16345, 40059 

Atlantic sea scallop, 37903 

Atlantic sea scallop and monkfish, 11478 

Atlantic surf clam, ocean quahog, and Maine 
mahogany quahog, 32042 

Black sea bass, 36646 

Dealer reporting requirements, 31836 

Northeast multispecies, 377, 16766, 16780, 
21658, 30548, 37903 

Northeast skates; overfished fisheries, 15576 

Spiny dogfish, 1557, 7460, 15110, 16844, 
25887 

Summer flounder, 39823 

Summer flounder, scup, and black sea bass, 
11909, 33486 

Shrimp trawling requirements; sea turtle 
conservation, 24132 

West Coast States and Western Pacific 
fisheries— 

Coastal pelagic species, 3890 

Pacific Coast groundfish, 17805, 17807, 
25881, 31283, 33423, 37063, 37296, 
40537 

West Coast salmon, 11480, 17807, 26138 

Western Pacific crustacean, 39314 

Western Pacific pelagic, 16346, 37917 

International fisheries regulations: 

Antarctic marine living resources; harvesting 
and dealer permits, and catch 
documentation, 30014 

Fraser River sockeye and pink salmon; inseason 
orders, 59 

Pacific halibut— 

Catch sharing plans, 14909, 17805 
Marine mammals: 

Dolphin-safe tuna labeling; official mark, 34408 

Incidental taking— 

Beaufort Sea, AK; offshore oil and gas 
facilities; construction and operation, 
34014 

Eastern Tropical Pacific Ocean; tuna purse 
seine vessels; compliance with 
International Dolphin Conservation 
Program, 30 

Marine Mammal Protection Act— 

Formal rulemaking hearings; practice and 
procedure rules reinstatement, 39560 

Taking and importing— 

Beluga whales; Cook Island, AK, stock, 
38778 

Ocean and coastal resource management: 

Marine sanctuaries— 

Thunder Bay National Marine Sanctuary and 
Underwater Preserve, MI, 39042 

PROPOSED RULES 
Endangered and threatened species: 
Anadromous Atlantic salmon; Gulf of Maine 


distinct population segment; status review, 
1082, 13935 
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Critical habitat designation— 
Johnson’s seagrass, 111, 1584 
Findings on petitions, etc.— 
Smalltooth and largetooth sawfish, 12959 
Marine and anadromous species— 
Northern Califomia steelhead, 6960 
Salmonids, take prohibitions, 7346 


West Coast chinook, chum, coho and sockeye 
salmon, and steelhead trout, 7819 


West Coast salmonids, evolutionarily 
significant units, 170, 7346 


West Coast steelhead, 7346 
Salmonids; take prohibitions, 108 


Sea turtle conservation requirements; technical 
changes, 17852 


White abalone, 26167 
Endangered Species Act: 
Evaluation of conservation efforts when making 
listing decisions; policy, 37102 
Fishery conservation and management: 
Alaska; fisheries of Exclusive Economic Zone— 
Atka mackerel, 36810 


Bering Sea and Aleutian Islands groundfish, 
18028 


Bering Sea and Aleutian Islands king and 
tanner crab, 11973 


Gulf of Alaska groundfish, 18028, 30559, 
39342 


Halibut, 32070 

Halibut and sablefish; Individual Fishing 
Quota Program; correction, 11756 

Pacific cod, 19354, 34133 

Scallop, 12500, 21385 


Westem Alaska Community Deveiopment 
Quota Program, 34434 


Atlantic coastal fisheries cooperative 
management— 


Atlantic Coast horseshoe crab, 25698 
Atlantic highly migratory species— 
Atlantic bluefin tuna, 18960, 33513 


Atlantic bluefin tuna and swordfish; trade 
restrictions, 33517 


Atlantic swordfish and northern albacore tuna, 
33519 


North Atlantic swordfish, 35881 


Pelagic longline management, 3199, 24440, 
26877 


Caribbean, Gulf, and South Atlantic fisheries— 

Caribbean Fishery Management Council; 
meetings, 40600 

Gulf of Mexico and South Atlantic coastal 
migratory pelagic resources, 11028, 
31132, 35040 

Gulf of Mexico Fishery Management 
Council; hearings, 33801, 37513 

Gulf of Mexico reef fish, 4221, 14518, 36656 

South Atlantic Fishery Management Council; 
hearing, 5300, 8107, 20428, 35316, 
37754 


South Atlantic snapper-grouper, 20939, 
31507, 35877 


Magnuson-Stevens Act provisions— 


Domestic fisheries; exempted fishing permits 
for experimental fishing, 18270, 18271 


Northeastemm United States fisheries— 

Atlantic herring, 6575, 11956 

Atlantic mackerel, squid, and butterfish, 431 

Atlantic sea scallop, 5488 

Atlantic sea scallop and deep-sea red crab, 
6975 

Atlantic surf clams, ocean quahogs, and 
Maine mahogany quahogs; fishing 
quotas, 275 

Dealer and vessel reporting requirements, 
7820 

Deep-sea red crab, 4941, 11029, 14519 

New England Fishery Management Council; 
meetings, 20940, 34633 

Scup, 4546 

Summer flounder, scup, and black sea bass, 
4547 

West Coast States and Wester Pacific 
fisheries— 

Highly migratory species; control date, 34635 

Pacific Coast groundfish, 6577, 31871 

Pacific Coast salmon, 39584 

Pacific Fishery Management Council; 
meetings, 2926, 6351 

Shark, 19734 

Western Pacific crustacean and Northwestem 
Hawaiian Islands lobster, 24906 

Western Pacific Fishery Management 
Council; meetings, 6976, 7820, 34432, 
39585 

Wester Pacific pelagic, 8107 

International fisheries regulations: 

Antarctic marine living resources; harvesting 
and dealer permits, and catch 
documentation, 13284 

Pacific halibut— 

Catch sharing plan, 272 
Marine mammals: 

Humpback whales in Alaska; approach 
prohibition, 39336 

Incidental taking— 

Naval activities, USS Winston S. Churchill 
shock testing, 11542 

San Francisco-Oakland Bay Bridge, CA; pile 
installation demonstration project, 1083 

North Atlantic whale protection; whale watching 
vessels; operational procedures, 270 

Ocean and coastal resource management: 

Coastal Zone Management Act Federal 
consistency regulations, 20270, 34995 

Marine sanctuaries— 

Florida Keys National Marine Sanctuary, FL; 
boundary expansion, 31634, 35871 
Gulf of Farallones National Marine 
Sanctuary, CA; motorized personal 
watercraft operation, 32048 
NOTICES 
Agency information collection activities: 

Proposed collection; comment request, 5613, 
5614, 7853, 8121, 11039, 11286, 11287, 
11555, 11770, 17857, 21399, 24681, 
24682, 24683, 33298, 37522, 37523, 
38245, 38809, 40612 

Reporting and recordkeeping requirements, 
10770 

Submission for OMB review; comment request, 
2375, 10051, 11771, 12971, 15617, 16882, 
16883, 19877, 35325, 35326, 36665, 
37764, 40612 

Coastal zone management programs and estuarine 
sanctuaries: 

Consistency appeals— 

Mobil Oil Exploration & Producing 
Southeast, Inc., 3561 1 
State programs— 
Evaluation findings availability, 13370 
Intent to evaluate performance, 10475, 26583, 
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NOAA 


Committees; establishment, renewal, termination, 
etc.: 
Channel Islands National Marine Sanctuary 
Advisory Council, 37765 
Hawaiian Islands Humpback Whale National 
Marine Sanctuary Advisory Council, 34662 
Olympic Coast National Marine Sanctuary 
Advisory Council, 37361 
Endangered and threatened species: 
Incidental take permits— 

Idaho Fish and Game Department; chinook 
salmon, sockeye salmon, and steelhead, 
37524 

Recovery plans— 
Johnson’s seagrass, 39369 
Environmental statements; availability, etc.: 
Alaska; fisheries of Exclusive Economic Zone— 
Bering Sea and Aleutian Islands and Gulf 
of Alaska groundfish, 18074 
Coastal nonpoint pollution control programs; 
States and territories— 
Rhode Island, 14543 
Incidental take permits— 

Idaho Fish and Game Department; Snake 
River; chinook salmon, etc., 20951 

King County, WA; gray wolf, bald eagle, 
etc., 4602 

King County, WA; habitat conservation plan, 
13947 

Montana, Idaho, and Washington lands; bull 
trout, etc., 7856 

Oregon and Washington Fish and Wildlife 
Departments; salmonids, 5322, 17627, 
34442 

Washington Fish and Wildlife Department; 
Upper Columbia River; chinook salmon, 
etc., 20952 

Point Comfort, TX; Alcoa Point Comfort/ 
Lavaca Bay NPL Site recreational fishing 
service losses, damage assessment and 
restoration plan, 30565 

Thurston, Mason, and Grays Harbor Counties, 
WA; marbled murrelet, etc.; habitat 
conservation plan, 761 

Environmental statements; notice of intent: 

Coastal nonpoint pollution control programs; 
States and territories— 

California, 25311 

Incidental take permits— 

Lewis County, WA; harvesting of multiple 
species by non-industrial private forest 
landowners, 40078 

National Marine Sanctuaries System, 8122 

Tortugas Marine Reserve, Gulf of Mexico, FL; 
establishment, 16563 

Fisheries list; continuing effect, 24448 
Fishery conservation and management: 

Alaska; fisheries of Exclusive Economic Zone— 

Sablefish, 10475 

Atlantic coastal fisheries; interstate fishery 
management plans; noncompliance 
determinations— 

Rhode Island; tautog, 7508, 34443 

Atlantic highly migratory species— 

Atlantic tunas, swordfish, and sharks; errata 
sheet availability, 19361 

Caribbean, Gulf, and South Atlantic fisheries— 

Gulf of Mexico shrimp, 7856 

Magnuson-Stevens Act provisions— 

Atlantic highly migratory species; exempted 
fishing and scientific research permits, 
3419 

Essential fish habitat; General Concurrence 
with Engineers Corps; comment request, 
8123 

Grants and cooperative agreements; availability, 
ete.: 

Chesapeake Bay stock assessments to encourage 
research projects for improvement in 
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NOAA 


Chesapeake Bay fishery stock conditions, 
15307 

Coastal Ecosystem Research Project, Northern 
Gulf of Mexico, 15125 

Collaborative Science, Technology, and Applied 
Research Program, 3420 

Community-Based Restoration Program, 16890, 
26181 

Fisheries Finance Program, 16179 

Fishing industry research and development 
projects— 

Saltonstall-Kennedy Program, 10051 

Global Ocean Ecosystems Dynamics Project, 
16883 

National Marine Aquaculture Initiative, 16181 

National Sea Grant College Program— 

Ballast water treatment and management and 
prevention of small boat transport of 
invasive species; improved methods, 
31880 

Minority Serving Institutions Partnership 
Program, 13718, 20432 

Sea scallop research projects, 37118 

Southeast Bering Sea Carrying Capacity 
Research Project, 30566 

South Florida Ecosystem Restoration Prediction 
and Modeling Program and South Florida 
Living Marine Resources Program, 14942 

Hydropower licensing; review process for 

mandatory conditions, 34151 

International fisheries regulations: 

Northwest Atlantic Fisheries Organization 
Regulatory Area; U.S. shrimp quota 
allocation, 39131 

Marine mammals: 

Ecuador, yellowfin tuna and products; 
affirmative finding, 35901 

Incidental taking; authorization letters, etc._— 

Burlington Resources and Seneca Resources 
oil and gas structure removal activities; 
bottlenose and spotted dolphins, 4405 

California Transportation Department, San 
Francisco-Oakland Bay Bridge, CA; pile 
installation demonstration project; Pacific 
harbor seals, etc., 2375, 35047 

King and Kittitas Counties, WA; Plum Creek 
Timber Co.; habitat conservation plan, 
6590 

Marine seismic-reflection data collection in 
Southern California, 16374 

Southem California; marine seismic-reflection 
data collection, 39871 

Taylor Energy Co. et al.; oil and gas structure 
removal activities; bottlenose and spotted 
dolphins, 26584 

Vandenberg Air Force Base, CA; 30th Space 
Wing, U.S. Air Force; rocket launches; 
seals and sea lions, 37361 

Western Geographical/Western Atlas 
Internationa!; Beaufort Sea; offshore 
seismic activities, 21720 

Western Geophysical et al.; Beaufort Sea: on- 

ice seismic operations; ringed and 
bearded seals, 4945, 24456 

Stock assessment reports and guidelines; 
availability, 12514, 31520 

Taking and importation— 

Mexico; yellowfin tuna and tuna products 
harvested in eastern tropical Pacific 
Ocean; affirmative finding; embargo 
removed, 26585 
Meetings: 
Alaska; fisheries of Exclusive Economic Zone— 
Steller sea lions; competitive interactions with 
Pacific cod fisheries, 38508 
Caribbean Fishery Management Council, 10476 
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Gulf of Mexico Fishery Management Council, 
3207, 4604, 6996, 10770, 11556, 14946, 
16185, 17487, 20432, 20433, 20954, 
24683, 33299, 36120, 39132, 40080 

International Commission for Conservation of 
Atlantic Tunas, U.S. Section Advisory 
Committee, 6591 

International Whaling Commission, 120, 13948, 
26815, 34443 

Marine Fisheries Advisory Committee, 15618 

Mid-Atlantic Fishery Management Council, 
1601, 3942, 10771, 11287, 11557, 15618, 
24184, 34444, 35902 

New England Fishery Management Council, 
2381, 5323, 5324, 8342, 8682, 10053, 
11558, 12514, 13723, 15129, 16186, 
17628, 18976, 20434, 21400, 25708, 
26586, 33809, 39133 

North Pacific Fishery Management Council, 
3207, 10771, 11986, 16187, 32076 

Pacific Fishery Management Council, 1358, 
2931, 5615, 6996, 8124, 10476, 10772, 
15129, 16564, 19361, 24185, 31146, 
31147, 33300, 34663, 35053, 38508 

Science Advisory Board, 15130 

South Atlantic Fishery Management Council, 
3208, 4804, 4805, 8342, 20434, 34663, 
40613 

Westem Pacific Fishery Management Council, 
1145, 2140, 2931, 12972, 14543, 19362, 
20137, 20435, 24457, 25311 

National Weather Service; modernization and 
restructuring: 

Weather Service offices— 

Consolidation, automation, and closure 
certification, 5616 
Permits: 

Endangered and threatened species, 2381, 7854, 
7855, 11288, 15131, 15312, 16894, 18310, 
20138, 20954, 25312, 30391, 31147, 
34444, 34445, 36666, 38509, 39869 

Exempted fishing, 19363, 25709, 31149, 31303 

Marine mammals, 289, 1358, 1853, 2383, 6174, 
6175, 6360, 6997, 11291, 12972, 13723, 
13949, 14947, 16894, 19877, 19878, 
21401, 24185, 24186, 25912, 32077, 
35903, 35904, 36120, 36667, 36889, 
37361, 37362, 38810, 38811, 39601, 
39878, 40613 

Reports and guidance documents; availability, etc.: 

Fishery management actions; economic analysis, 
32078 

Habitat Conservation Planning and Incidental 
Take Permitting Process Handbook; final 
addendum, 35242 

RMS Titanic; research, exploration, and salvage 
guidelines; comment request, 35326 

Seabirds in longline fisheries; incidental catch 
reduction; national plan of action, 4945 

Sharks; conservation and management, national 
plan of action, 16186 


National Park Service 


RULES 
Concession contracts; solicitation, award, and 
administration, 20630 
National Park System: 
Denali National Park and Preserve, AK; special 
regulations, 37863 
Personal watercraft use, 15077 


PROPOSED RULES 
Special regulations: 
Denali National Park and Preserve, AK; 
traditional activities definition, 2920 


NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 1169, 
8735, 11603, 17528, 17529, 21009, 35661, 
36161, 40125 
Submission for OMB review; comment request, 
18122, 25498 
Boundary establishment, descriptions, etc.: 
Great Smoky Mountains National Park, NC, 
24500 
Indiana Dunes National Lakeshore, IN, 11341 
Mount Rainier National Park, WA, 4625 
Redwood National Park, CA, 12573 
Rocky Mountain National Park, CO, 20830 
Committees; establishment, renewal, termination, 
Native American Graves Protection and 
Repatriation Review Committee, 6620 
Environmental statements; availability, etc.: 
Big South Fork National River and Recreation 
Area, KY and TN, 11074 
Booker T. Washington National Monument, 
VA; general management plan, 5887, 
17530 
Boston Harbor Islands National Recreation 
Area, MA, 35662 
Cane River Creole National Historical Park, LA, 
37799 
Champlain Valley Heritage Corridor Project, 
NY and VT, 13791 
Death Valley National Park, CA; Timbisha 
Shoshone Tribal Homeland, 30607, 39424 
Denali National Park and Preserve, AK, 12028 
Dry Tortugas National Park, FL, 38853 
Dyke Marsh Wildlife Preserve, VA; raised 
boardwalk, etc., 6392 
Franklin D. Roosevelt Home National Historic 
Site, NY, 35662 
Gettysburg National Military Park, PA, 26237 
Glacier National Park, MT, 5888 
Golden Gate National Recreational Area, CA, 
38853 
Homestead National Monument of America, 
NE, 2641 
John D. Rockefeller, Jr. Memorial Parkway, 
WY, 33572 
Joshua Tree National Park, CA; backcouniry 
and wilderness management plan, 4625 
Lower East Side Tenement National Historic 
Site, NY, 35662 
Lower Sheenjek Wild and Scenic River, AK; 
study and legislative environmental impact 
statement, 36715 
Maurice National Scenic and Recreational 
River, NJ, 31191 
Missouri National Recreational River, NE and 
SD; management plan, 10542, 32121 
Natchez Trace Parkway, TN, AL, and MS, 
30129 
Niobrara National Scenic River, NE; general 
management plan, 32121 
Padre Island National Seashore, TX, 12029 
Redwood National and State Parks, CA, 20831 
Shasta-Trinity-Whiskeytown National 
Recreation Area, CA, 15172 
Shenandoah Valley Battlefields National 
Historic District, VA, 20201 
Voyageurs National Park, MN, 37799 
White House and President’s Park, Washington, 
DC; comprehensive design plan, 25747 
Whitman Mission National Historic Site, WA, 
38300 
Yosemite National Park, CA— 
Merced Wild and Scenic River 
comprehensive management plan, 1170 
Yosemite Valley Plan, 19923 
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Environmental statements; notice of intent: 
Big Bend National Park, TX, 25756 
Cane River Creole National Historical Park, LA, 
4625 

Coronado National Memorial, AZ, 8736 

Cumberland Island National Seashore, GA; 
various plans, 32122 

Curecanti National Recreation Area, CO; 
resource protection study, 25756 

Death Valley National Park, CA and NV; 
Timbisha Shoshone Tribal Homeland, 
13305 

Dry Tortugas National Park, FL, 30130 

Ebey’s Landing National Historical Reserve, 
WA; general management plan, 32122 

Fort Vancouver National Historic Site, WA, 
1171 

Glacier National Park, MT, 35663 

Glen Echo Park, MD, 13306 

Guadalupe Mountains National Park, TX, 8988 

Lake Meredith National Recreation Area and 
Alibates Flint Quarries National 
Monument, TX, 2983 

Lincoln Boyhood National Memorial, IN, 21010 

Morristown National! Historical Park, NJ, 16630 

Niobrara National Scenic River, NE; 
management plan, 10542 

Point Reyes National Seashore, CA, 5365 

Saratoga National Historical Park, NY, 13306 

Grants and cooperative agreements; availability, 
ete: 

Chesapeake Bay Gateways and Water Trails 
Initiative, 12573 

Civil War battlefield sites; non-Federal 
acquisition, 33572 

Glacier Bay National Park, AK; Dungeness crab 
commercial fishery crewmember interim 
compensation program, 15350 

Management and land protection plans; 
availability, etc.: 

Point Reyes National Seashore, CA; fire 
management, 5366 

Meetings: 

Acadia National Park Advisory Commission, 
2643, 33573 

Aniakchak National Monument Subsistence 
Resource Commission, 10543, 16630 

Boston Harbor Islands Advisory Council, 1171, 
5388, 32123, 38300 

Cape Cod National Seashore Advisory 
Commission, 11075, 31927, 37800 

Concessions Management Advisory Board, 
15921 

Death Valley National Park Advisory 
Commission, 8989 

Delaware Water Gap National Recreation Area 
Citizen Advisory Commission, 10544 

Denali National Park and Preserve Subsistence 
Resource Commission, 5367 

Gates of Arctic National Park and Preserve 
Subsistence Resource Commission, 25500 

Gettysburg National Military Park Advisory 
Commission, 3475, 24500 

Going-to-the-Sun Road Advisory Committee, 
6620 

Golden Gate National Recreation Area and 
Point Reyes National Seashore Advisory 
Commission, 19384 

Jimmy Carter National Historic Site Advisory 
Commission, 17530 

Joshua Tree National Park Advisory 
Commission, 34496 

Kaloko-Honokohau Nationai Historical Park 
Advisory Commission, 15648 

Kenilworth Park, Washington, DC; clean up and 

planning for use of park, 2424, 5367 
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Lake Clark National Park Subsistence Resource 
Commission, 4626, 10544 
Manzanar National Historic Site Advisory 
Commission, 16630 
Mojave National Preserve Advisory 
Commission, 1171 
National Capital Memorial Commission, 8736 
National Landmarks Advisory Commission, 
16410 
National Park System Advisory Board, 17530 
National Preservation Technology and Training 
Board, 24500, 32123, 39176 
Native American Graves Protection and 
Repatriation Review Committee, 6621 
San Francisco Maritime National Historical Park 
Advisory Commission, 10544, 31191 
Selma to Montgomery National Historic Trail 
Advisory Council, 24979, 36162 
Tallgrass Prairie National Preserve Advisory 
Committee, 1172 
Trail of Tears National Historic Trail Advisory 
Council, 15172 
White House Preservation Committee, 31191 
Wrangell-St. Elias National Park Subsistence 
Resource Commission, 5367 
Mining plans of operations; availability, etc.: 
Wrangell-St. Elias National Park and Preserve, 
AK, 17898 
National Park System: 
Management policies update, 2984 
National Register of Historic Places: 
Eligibility determinations, 16631 
Pending nominations, 1172, 1646, 2984, 3736, 
4998, 6222, 7561, 9295, 11603, 12028, 
13988, 15172, 16411, 17675, 18349, 
21010, 21786, 25500, 30130, 31346, 
33573, 34497, 35956, 37164, 37998, 39424 
National Trail Systems: 
Official trail marker insignias— 
Appalachian National Scenic Trail, 16412 
California National Historic Trail, 16412 
Ice Age National Scenic Trail, 16413 
Juan Bautista de Anza National Historic Trail, 
16413 
Mormon Pioneer National Historic Trail, 
16413 
Natchez Trace National Scenic Trail, 16414 
National Recreation Trails, 16417 
North Country National Scenic Trail, 16414 
Oregon National Historic Trail, 16415 
Overmountain Victory National Historic 
Trail, 16415 
Pony Express National Historic Trail, 16416 
Santa Fe National Historic Trail, 16416 
Selma to Montgomery National Historic 
Trail, 16416 
Trail of Tears National Historic Trail, 16417 
Native American Graves Protection and 
Repatriation Act:, 6621 
Disposition of culturally unidentifiable human 
remains; recommendations, 36462 
Native American human remains and associated 
funerary objects: 
611th Air Support Group, Elmendorf Air Force 
Base, AK— 
Inventory from Shemya Island, AK, 2424, 
33349 
Agate Fossil Beds National Monument, National 
Park Service, Harrison, NE, et al.— 
Inventory from Nebraska panhandle region, 
33350 
Anthropological Studies Center, Archeological 
Collections Facility, Sonoma State 
University, CA— 
Inventory from Dry Lagoon State Park, CA, 
2425 


National Park 


Arkansas Archeological Survey, AR— 
Inventory from Parkin State Park, AR, 24501 
Bernice Pauahi Bishop Museum, Honolulu, 
HI— 
Inventory from Kawaihae, Kohala, Island of 
Hawaii, 17899 
Tobacco pipe, etc., from Oahu, HI, 17305 
Wooden images, feather cape fragment, 
wooden funnel, bracelet, etc., from 
Kawaihae, Kohala, Island of Hawaii, 
17898 
California State Office, Land Management 
Bureau, CA— 
Cultural items from ancient Lake Cahuilla, 
CA, 26628 
Carnegie Museum of Natural History, PA— 
Cayuga cultural items from Upper Cayuga, 
NY, 24712 
Chugach National Forest, Anchorage, AK— 
Bone needles, etc., from Prince William 
Sound Region, AK, 16957 
Dayton Museum of Natural History, OH— 
Apache human remains, 26629 
Denver Art Museum, CO— 
Motoki Society buffalo headdress bundle, 
etc., 11075 
Motoki Society snake headdress bundle, etc., 
24712 
Federal Bureau of Investigation, San Francisco, 
CA— 
Chief Little Bear (Ute Indian); scalp with 
eagle feather, 24501 
Heard Museum, Phoenix, AZ— 
Rattles and paddles, 11076 
Land Management Bureau, Alaska State Office, 
AK— 
Inventory from construction site in Eagle, 
AK, 24714 
Maxwell Museum of Anthropology, University 
of New Mexico, NY— 
Leather medicine man’s cap with turkey 
feathers, 2425 
Miami University, Sociology, Gerontology, and 
Anthropology Department, OH— 
Cayuga record stick, etc., 20201 
Milwaukee Public Museum, WI— 
Inventory from mound groups on Menominee 
reservation, WI, 24502 
Inventory from Oregon, 2426 
Museum of Anthropology, University of 
Michigan, MI; inventory from Battle Point 
Site, Ottawa County, MI, 16958 
National Museum of Health and Medicine, 
Armed Forces Institute of Pathology, 
Washington, DC— 
Native Hawaiian remains, 33351 
Nebraska State Historical Society, NE— 
Inventory from Genoa and Clarks sites 
(Pawnee villages), 2426 
Inventory from Valley, Lancaster, and Nance 
Counties, NE, 2427 
Nevada Operations Office, Energy Department, 
NV— 
Cultural items from Nevada Test Site, NV, 
26629 
Peabody Museum of Archaeology and 
Ethnology, MA— 
Inventory from Georgia, 11077 
Memorial totem pole bearing Brown Bear 
crest from Old Cape Fox village, AK, 
19795 
Peabody Museum of Natural History, CT— 
Inventory from Kansas, 11077 
Pipestone National Monument, Pipestone, 
MN— 
Pipe belonging to Osage Chief Roan Horse, 
16959 
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National Park 


Public Museum of Grand Rapids, MI— 
Marpiya Okinajin; Dakota man executed in 
1862 following United States-Dakota 
War, 33352 
Rochester Museum and Science Center, NY— 
Inventory from Madison and Oneida 
Counties, NY, 11078 
San Diego Archaeological Center, San Diego 
CA— 
Pipe fragments and crystals from Santee, CA, 
16959 
Projectile points and beads from Santee 
Greens Site, CA, 33352 
School of American Research, Santa Fe, NM; 
Kiva jars, etc., 11079 
South Dakota State Archaeological Research 
Center, SD— 
Inventory from Clay County, SD, 36464 
Yankton Sioux cultural items from Vermillion 
Bluff Village, SD, 24714 
University of Alaska Museum, Fairbanks, AK— 
Bone wedge and pumice, etc., from 
Kachemak Bay Region, AK, 16961 
Inventory from Sledge Island, AK, 36464 
Worked bone from Kachemak Bay Region, 
AK, 16960 
University of Pennsylvania, Museum of 
Archaeology and Anthropology, PA— 
Inventory from Cayuga County, NY, 2428 
Inventory from Norton Sound Region, AK, 
20201 
Inventory from Yukon Island, AK, 24503 
Utah Museum of Natural History, UT; 
ceremonial feathers, etc., from Navajo 
hogan in southeastern Utah, 21787 
Virginia Department of Historic Resources, VA; 
inventory from Rockbridge County, VA, 
6622 
Oil and gas plans of operations, etc: 
Big Cypress National Preserve, FL, 11079 
Realty actions; sales, leases, etc.: 
California, 20831 
Saint Paul’s English Lutheran Church, 
Washington, DC, 11080 
Reports and guidance documents; availability, etc.: 
Director’s Order 19; records management, 
37164 
Director’s Order 42; accessibility for visitors 
with disabilities in NPS programs, 
facilities, and services, 5887 
Director’s Order 47; soundscape preservation 
and noise management, 18350 
Director’s Order 53; special park uses; policy 
guidance for managers, 20832 
Director’s Order 58; Structural Fire 
Management Program, 33827 
Director’s Order 87; non-NPS Federal-Aid roads 
and highways in NPS units, 18350 
Standard concession contract; revision, 26052 
Standard language concession contracts and 
environmental protection provisions; 
amendments and exhibits, 9060 
Yosemite National Park, El Portal 
Administrative Site, CA; leasing 
regulations/guidelines, 10545, 30608 
Telecommunications facilities; construction and 
operation: 
Great Falls Park, VA; cellular telephone 
monopole with support facility, 35664 


National Partnership for Reinventing 
Government 


NOTICES 
Grants and cooperative agreements; availability, 
BEST Communities; performance partnerships 
to boost education, skills, training, and 
lifelong learning, 6240 
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National Science Foundation 


RULES 
Freedom of Information Act and Privacy Act; 
implementation, 11740 


PROPOSED RULES 
Semi-annual agenda, 23652 
NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 1182, 
5916, 14320, 17681, 40143 
Submission for OMB review; comment request, 
1647, 11808, 34740, 35964, 36740 
Antarctic Conservation Act of 1978; permit 
applications, etc., 1648, 5375, 6398, 8210, 
19394, 19395, 19929, 21212, 30641, 33377 
Committees; establishment, renewal, termination, 
etc.: 
Environmental Research and Education 
Advisory Committee, 24716 
Graduate Education Special Emphasis Panel et 
al., 39442, 40702 
National Science Board, 7569, 17682 
U.S. National Assessment Synthesis Team (No. 
5219), 4628 
Grants and cooperative agreements; availability, 
etc.: 
Global Ocean Ecosystems Dynamics Project, 
16883 
Meetings: 
Advanced Computational Infrastructure and 
Research Special Emphasis Panel, 19930, 
26239 
Advanced Networking and Infrastructure 
Research Special Emphasis Panel, 6241, 
6242, 36740 
Alan T. Waterman Award Committee, 2196 
Anthropological and Geographic Sciences 
Advisory Panel, 10836 
Astronomical Sciences Special Emphasis Panel, 
21793 
Bioengineering and Environmental Systems 
Special Emphasis Panel, 2988, 13055, 
13996, 26240, 31613, 34504, 38863, 
38864, 38865 
Biological infrastructure Advisory Panel, 15182 
Biological Infrastructure Special Emphasis 
Panel, 13996 
Biological Sciences Advisory Committee, 
13056, 26240, 39443 
Biological Sciences Special Emphasis Panel, 
2196, 2197, 4567, 4628, 10837, 13996, 
19930, 26240 
Biomolecular Processes Advisory Panel, 10837 
Biomolecular Structure and Function Advisory 
Panel, 13056 
Cell Biology Advisory Panel, 10838, 13056 
Chemical and Transport Systems Special 
Emphasis Panel, 2988, 10838, 13997, 
19930, 37804, 38864, 38865 
Chemistry Special Emphasis Panel, 17682, 
37804 
Civil and Mechanical Systems Special Emphasis 
Panel, 536, 7569, 7570, 19930, 21793, 
26240, 31613, 34504, 37804, 37805, 40703 
Cognitive, Psychological, and Language 
Sciences Advisory Panel, 13056 
Computer and Information Science and 
Engineering Advisory Committee, 15654, 
34504, 38863 
Computer-Communications Research Special 
Emphasis Panel, 2197, 2989, 6242 
Design, Manufacture, and Industrial Innovation 
Special Emphasis Panel, 4628, 6242, 7570, 
10839, 13057, 13997, 15182, 31614, 
37805, 38865 


Developmental Mechanisms Advisory Panel, 
19930 

Earth Sciences Proposal Review Panel, 6242, 
19931 

Economics, Decision and Management Sciences 
Advisory Panel, 7570, 7571, 13057 

Educational Systemic Reform Special Emphasis 
Panel, 26240, 26241 

Education and Human Resources Advisory 
Committee, 13058 

Electrical and Communications Systems Special 
Emphasis Panel, 2197, 2989, 4567, 4568, 
10839, 13058, 15183, 19931, 26241, 
31614, 32130, 36740, 37805, 38864 

Elementary, Secondary, and Informal Education 
Special Emphasis Panel, 13997 

Engineering Advisory Committee, 19931 

Engineering Education and Centers Special 
Emphasis Panel, 13058, 19932, 21793, 
26241, 32131, 34504 

Equal Opportunities in Science and Engineering 
Advisory Committee, 7571 

Experimental and Integrative Activities Special 
Emphasis Panel, 537, 10839, 13058, 
15183, 31614, 32131, 38864 

Experimental Program to Stimulate Competitive 
Research Special Emphasis Panel, 10839, 
26241 

Genetics Advisory Panel, 10840, 31615 

Geosciences Advisory Committee, 19932 

Geosciences Special Emphasis Panel, 4628, 
13059, 15654, 18139, 18140, 19932, 
26242, 31615, 37806 

Graduate Education Special Emphasis Panel, 
2198, 32131 

Human Resource Development Special 
Emphasis Panel, 13059, 19932, 21793 

Information and Intelligent Systems Special 
Emphasis Panel, 2989, 13059, 31615, 
34505, 37806 

Integrative Activities Special Emphasis Panel, 
31615 

Interagency Arctic Research Policy Committee, 
7400 

Materials Research Special Emphasis Panel, 
2990, 13060, 21794 

Mathematical and Physical Sciences Advisory 
Committee, 4568, 13997 

Mathematical Sciences Special Emphasis Panel, 
537, 2198, 2199, 7571, 13060, 13998, 
15183 

Methods, Cross-Directorate, and Science and 
Society Advisory Panel, 7572, 15183, 
21794 

Neuroscience Advisory Panel, 6242, 6243, 7572 

NSB Public Service Award Committee, 10840 

Physics Special Emphasis Panel, 6243, 7572, 

13060, 15654, 31616 

Physiology and Ethology Advisory Panel, 2990, 
13061, 15184, 15654 

Polar Programs Advisory Committee, 18140, 
21795, 26242 

Polar Programs Special Emphasis Panel, 35145, 
37806 

Public Affairs Advisory Group, 15184, 18378, 
36741 

Research, Evaluation, and Communication 
Special Emphasis Panel, 21795, 31616, 
32131 

Small Business Industrial Innovation Advisory 
Committee, Visitors Committee, 18140, 
21795, 40703 

Social and Political Science Advisory Panel, 
13998, 17682 

Social, Behavioral, and Economic Sciences 
Advisory Committee, 21795 
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Systematic and Population Biology Advisory 
Panel, 19932 
U.S. National Assessment Synthesis Team, 
31616, 33849 
Undergraduate Education Special Emphasis 
Panel, 6243, 18140, 38865 
Meetings; Sunshine Act, 791, 3742, 12283, 24513 
Reports and guidance documents; availability, etc.: 
Climate Change Intergovernmental Panel; third 
assessment report, 21795 
National Assessment Synthesis Report, 36845 


National Skill Standards Board 


NOTICES 
Meetings, 12038, 25506 


National Telecommunications and 
Information Administration 


NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 30956 
Digital Millennium Copyright Act: 
Electronic commerce development, report to 
Congress, 35673 
Grants and cooperative agreements; availability, 
etc.: 
Public Telecommunications Facilities Program, 
9188 
Applications received; list, 30516 
Technology Opportunities Program, 682, 31416 
Meetings: 
All-hazard waming network; comment request, 
40080 
Child Online Protection Act Commission, 8682 
Minority media ownership; comment request, 
40081 
Rural and small market access to local 
television broadcast signals, 7362 
Satellite communications market and role of 
intergovernmental satellite organizations; 
comment request, 20804 
Ultrawideband signal effects on Federal radio 
receivers; ultrawideband systems test plan; 
comments request, 40614 


National Transportation Safety Board 


NOTICES 
Aircraft accidents; hearings, etc.: 

Little Rock, AR; American Airlines, Inc., Flight 
1420, McDonnell Douglas MD-82; 
accident, 3256 

Meetings: 

Commercial drivers license and medical 

certification; hearing, 2443 
Meetings; Sunshine Act, 4855, 24230, 25506, 
26857, 30642, 31617, 33377, 35965, 38306 


National Women’s Business Council 


NOTICES 
Meetings; Sunshine Act, 10565 


Natural Resources Conservation 
Service 


RULES 
Organization, functions, and authority delegations: 
Headquarters reorganization, 14781 
NOTICES 
Conservation Practices National Handbook: 
Conservation practice standards, new or revised; 
comment request, 6355, 19357 
Environmental statements; availability, etc.: 
Barataria Basin Landbridge Shoreline Protection 
Project, LA, 8116 


Biack Bayou Culverts Hydrologic Restoration 
Project, LA, 35885 
Buffalo Rapids Watershed, MT, 2577 
Caemarvon Diversion Outfall Management 
Project, LA, 14939 
Meadow Branch Watershed, NC, 8117 
South Darlington Watershed, SC, 16873 
TE-36 Thin-Mat Floating Marsh Enhancement 
Demonstration Project, LA, 11760 
Upper Deckers Creek Watershed, WV, 36109 
Environmental statements; notice of intent: 
New Porter Bayou Watershed, MS, 20133 
Upper Tygart Valley River Watershed, WV, 
13712 
Field office technical guides; changes: 
Indiana, 5307, 11760, 26809, 38499 
Iowa, 2928, 6584 
Kentucky, 7348 
Louisiana, 868 | 
Mississippi, 868 1 
New York, 18031, 38498 
North Dakota, 16165 
Oregon, 8335, 16373, 30390 
South Dakota, 39121, 40077 
Tennessee, 32075, 35602 
Texas, 17253 
Washington, 8335, 30390 
Wisconsin, 10046, 10466 
Meetings: 
Agricultural Air Quality Task Force, 3653, 
38241 
Farmland Protection Policy Advisory 
Committee, 40606 
Reports and guidance documents; availability, etc.: 
Comprehensive Nutrient Management Plans; 
development; technical guidance, 13936 
Natural Resources Conservation Service 
Conservation Programs Manual; research 
conservation and development; comment 
request, 20133, 39858 
Pest management technical assistance policy; 
comment request, 25300 


Navy Department 


RULES 
Archeological research permits on ship and aircraft 
wrecks; application guidelines, 31079 
Attomeys practicing under cognizance and 
supervision of Judge Advocate General; 
professional conduct, 15059 
Freedom of Information Act; implementation, 
24635 
Personnel: 
Legal assistance, 26748 
Privacy Act; implementation, 31456 
PROPOSED RULES 
Privacy Act; implementation, 31505 
NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 12523, 
30393, 30394 
Base realignment and closure: 
Surplus Federal Property—- 
Naval Air Station, Key West, FL, 6592 
Environmental statements; availability, etc.: 
Base realignment and closure— 
Marine Corps Air Station El Toro, CA, 20437 
Naval Air Station Agana, GU, 33302 
Naval Air Station Alameda and Fleet and 
Industrial Supply Center Oakland’s 
Alameda Annex and Facility, CA, 12524 
Naval Hospital Philadelphia, PA, 1602 
Naval Station Puget Sound (Sand Point), WA, 
21404 
Marine Corps Air Station Yuma, AZ; improved 
ordnance storage, 6999 
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Northeast 


Naval Air Station Fallon, NV; range training 
complex requirements, 5657, 20198 
NIMITZ-class aircraft carriers in support of 
U.S. Pacific Fleet; home port facilities 
development, 6181 
North Pacific Acoustic Laboratory, HI; sound 
source and cable reuse, 39135 
WINSTON S. CHURCHILL (DDG 81; ship 
shock trial), 4236 
Environmental statements; notice of intent: 
Atlantic Fleet F/A-18 E/F aircraft introduction 
on East Coast of U.S., 39373 
Base realignment and closure-— 
Naval Ammunition Support Detachment, 
Vieques, PR, 20437 
Pearl Harbor, HI; Ford Island development, 
20141 
Inventions, Government-owned; availability for 
licensing, 1146, 8348, 10058, 15898, 16899, 
19746, 33526, 36675, 37122, 39603 
Meetings: 
Chief of Naval Operations Executive Panel, 
12533, 15899, 26820 
Marine Corps University Board of Visitors, 
25317 
Naval Academy, Board of Visitors, 14545, 
35620 
Naval Postgraduate School Board of Advisors 
to Superintendent, 6593 
Naval Research Advisory Committee, 1146, 
31890, 38814 
Ocean Research Advisory Panel, 19879 
Planning and Steering Advisory Committee, 
38815 
Organization, functions, and authority delegations: 
Commander, Naval Inventory Control Point; 
museum exchange program responsibility, 
1146 
Patent licenses; non-exclusive, exclusive, or 
partially exclusive: 
Ford Motor Co., 15899 
Nanoptics, Inc., 34454 
National Technology Transfer Center, 30394 
Scheps, Richard, 30976 
Thiokol Propulsion, 5327 
Virotek, LLC, 6184 
Privacy Act: 
Systems of records, 6184, 17643, 17645, 35620 


Neighborhood Reinvestment 
Corporation 


NOTICES 
Meetings; Sunshine Act, 12581, 30137 


Northeast Dairy Compact 
Commission 


RULES 
Over-order price regulations: 
Compact over-order price regulations-— 
Definitions and required action dates; 
technical amendments, 16118 
Milk supply management plan, 34570 
PROPOSED RULES 
Over-order price regulations: 
Supply management program; hearings, 12146 
Technical amendments; hearing, 1825 
NOTICES 
Meetings, 3980, 10840, 13796, 20490, 31934, 
39443 


Northeast Interstate Low-Level 
Radioactive Waste Commission 
RULES 


Party to Compact; State eligibility declaration, 
30833 
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Northeast 


PROPOSED RULES 
Party to Compact; State eligibility declaration, 
13700 


Nuclear Regulatory Commission 


RULES 

Fee schedules revision; 100% fee recovery (2000 
FY), 36946 

Fee schedules revisions; 100% fee recovery (1999 
FY); correction, 11204 

Production and utilization facilities; domestic 
licensing: 

Emergency core cooling system evaluation 
modeis, 34913 

Maintenance effectiveness monitoring, 34913 

Noncombustible fire barrier penetration seal 
materials; requirement eliminated, etc., 
38182 

Nuclear power plants— 

Spent nuclear fuel and high-level radioactive 
waste; independent storage; licensing 
requirements: 

Approved spent fuel storage casks; list, 12444, 
14790, 16299, 24623, 24855, 25241, 
38715, 38718 

Correction, 8234, 11458, 17552 

Well logging operations; licenses and radiation 
safety requirements: 

Energy compensation sources and other 
regulatory clarifications, 20337 


PROPOSED RULES 
Fee schedules revision; 100% fee recovery (2000 
FY), 16250 
Performance based-activities; high-level 
guidelines; revision, 3615, 26772 
Workshop, 8072 
Plants and materials, physical protection: 
Power reactor physical protection regulations re- 
evaluation; radiological sabotage definition, 
36649 
Production and utilization facilities; domestic 
licensing: 
Antitrust review authority; clarification, 3394 
Nuclear Energy Institute; Option 2 risk- 
informed regulations; workshop, 20387 
Nuclear power reactors— 
Performance-based approach; voluntary 
option; workshop, 31837 
Risk-informed revisions; special treatment 
requirements, 11488 
Radioactive material packaging and transportation: 
Nuclear waste shipments; advance notification 
to Native American Tribes, 18010 
Radioactive waste, high-level; disposal in geologic 
repositories: 
Yucca Mountain, NV 
Licensing process; public meetings, 20388 
Rulemaking petitions: 
Barbour, Donald A., 3394 
Christie, Bob, 1829 
Epstein, Eric Joesph, 30550 
Metabolic Solutions; denied, 21673 
Correction, 26148 
Natural Resources Defense Council, 40548 
Nuclear Energy Institute, 34599, 36647 
United Plant Guard Workers of America, 30018 
Westinghouse Electric Co. LLC, 6044 
Semi-annual agenda, 23920 
Spent nuclear fuel and high-level radioactive 
waste; independent storage; licensing 
requirements: 
Approved spent fuel storage casks; list 
additions, 3397, 38794, 38795 
Interim storage for greater than class C waste, 
37712 
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NOTICES 
Agency information collection activities: 

Proposed collection; comment request, 2648, 
6398, 6399, 11608, 11609, 11809, 15020, 
16420, 19395, 21030, 24230, 33582, 
35965, 35966; 36473, 38605, 39205 

Submission for OMB review; comment request, 
537, 7897, 8450, 15373, 17904, 17905, 
24998, 31352, 34505, 34506, 37582, 
38866, 39206 

Commercial nuclear power plants; regulatory 
oversight program; allegation process, 6399 

Committees; establishment, renewal, termination, 
etc.: 

Medical Uses of Isotopes Advisory Committee, 
19030 

Nuclear Waste Advisory Committee, 34741 

Decommissioning plans; sites: 

Aberdeen Proving Ground, MD; U.S. Army 
Research Laboratory; Depleted Uranium 
Study Area, Transonic Range, 17321 

Commonwealth Edison Co.; Zion Nuclear 
Power Station, Units 1 and 2, IL, 19796 

Molycorp, Inc.— 

Washington, PA site, 20491 
York, PA facility, 30140 

NASA Plum Brook Reactor Facility, ND, 12040 

Picatinny Arsenal, NJ; U.S. Army Tank- 
Automotive and Armaments Command; 
Building 611B, 17322 

UCAR Carbon Co., Inc.; Union Carbide Corp. 
facility, Lawrenceburg, TN, 11096 

University of Virginia Reactor, VA, 17684 

West Valley Demonstration Project and Site, 
NY; policy statement, 538, 9300 

Enforcement actions; policy and procedure; 
revision, 25368 
Environmental statements; availability, etc.: 

AmerGen Energy Co., LLC, 5001, 13339 

Arizona Public Service Co., 11097 

BNFL Fuel Solutions Corp., 11099 

Carolina Power & Light Co., 14322 

Commonwealth Edison Co., 10841, 21491, 
36474, 36476 

Consumers Energy Co., 16971 

Decommissioning of nuclear facilities, 19397 

Duke Energy Corp., 7401, 13340, 15659 

Entergy Nuclear Generation Co., 16972 

Entergy Operations, Inc., 15660 

FirstEnergy Nuclear Operating Co., 794, 2201, 
26858, 31021 

Florida Power Corp. et al., 10120, 12592 

Geological Survey, 10567 

Holtec International, 2995, 7575, 11350 

il-VI, Inc., 34507 

Indiana Michigan Power Co., 11100, 16421 

Iowa State University, 25964 

National Aeronautics and Space Administration, 
16421 

Northeast Nuclear Energy Co., 39443 

Northeast Nuclear Energy Co. et al., 25003 

Northern States Power Co., 7897 

Nuclear facilities decommissioning; meetings, 
25395 

PECO Energy Co., 11612 

Plateau Resources Ltd., 12593 

Portland General Electric Co., 20837 

Power Authority of State of New York, 1183 

Rhode Island Atomic Energy Commission, 
31617 

Skull Valley Band of Goshute Indians 
Reservation, UT; independent spent fuel 
storage installation, 39206 

Southern California Edison Co., 9301 

Southern Nuclear Operating Co., Inc., 15661, 
36477 


Tennessee Valley Authority, 10844, 20209 
Vermont Yankee Nuclear Power Corp., 1648, 
37583 
Environmental statements; notice of intent: 
Entergy Operations, Inc., 13061 
Nuclear facilities decommissioning; meetings, 
13797, 34741 
Private Fue! Storage, L.L.C., 6401 
Southern Nuclear Operating Co., 19797 
Export and import license applications for nuclear 
facilities and materials: 
Bayou Steel Corp., 7898, 8748 
Poco Graphite, Inc., 15373 
Transnuclear, Inc., 12285 
Meetings: 
10 CFR Part 70; standard review plan, 5002 
Consensus standards development and use; NRC 
coordination with standards development 
organizations, 39444 
Decommissioning standards review plan; 
workshop, 309 
Environmentally assisted cracking; stakeholders 
workshop, 12594 
General Electric Co.; Vallecitos Nuclear Center, 
CA; agency responsibilities, 7402 
High-burnup fuel behavior under postulated 
accident conditions; experts, 2996, 13798, 
31619 
Integrated Safety Analysis guidance document, 
etc., 35968 
National Materials Program Working Group, 
8751 
Nuclear fuel cycle facilities oversight program; 
workshop, 5916, 13062, 20837 
Nuclear materials regulatory applications; 
prioritization for new risk-formed 
approaches; workshop, 14323 
Nuclear Waste Advisory Committee, 5377, 
12595, 14634, 20838, 33583, 40703 
Pilot Program Evaluation Panel, 1417 
Radiation Standards Interagency Steering 
Committee, 34508 
Reactor Oversight Process Pilot Program; 
workshops, 5917 
Reactor Safeguards Advisory Committee, 1649, 
1650, 2204, 4447, 7402, 8211, 10121, 
10122, 12041, 13998, 14634, 17907, 
18383, 20838, 20839, 21492, 26644, 
31197, 31620, 31942, 33584, 39445, 39446 
Review process for petitions; discussion about 
comments, 2650 
Risk-informed corrective action program, 3497 
Solid materials control; staff working group, 
5377 
Spent fuel shipping casks; burnup credit; 
technical experts’ meeting, 20492 
Standard Review Plan; stakeholders, 15374 
Technical basis document for dose modeling to 
support decommissioning; workshop, 
30141 
Technical requirements; risk-informed revisions; 
workshop and website, 140 
Meetings; Sunshine Act, 538, 1918, 2996, 3259, 
3981, 5002, 6643, 7898, 10122, 11101, 
12041, 13999, 15185, 16671, 17908, 19933, 
21034, 24514, 25507, 30450, 31353, 33585, 
34742, 36169, 37420, 38606, 39631 
Memorandums of understanding: 
Energy Department; sealed sources 
management, 1184 
Federal Bureau of Investigation; nuclear threat 
incidents involving NRC licensed facilities, 
materials, or activities, 31197 
Nuclear waste and spent fuel shipments: 
Governors’ designees receiving advanced 
notification; list, 40704 
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Operating licenses, amendments; no significant 
hazards considerations; biweekly notices, 
1918, 4268, 6402, 9000, 12286, 15375, 
17908, 21034, 25396, 25761, 31354, 33586, 
34743, 37420, 39956 

Organization, functions, and authority delegations: 

Local public document room relocation and 
establishment— 
Headquarters, White Flint Complex, 
Rockville, MD, 16672 

Petitions; Director’s decisions: 

Consolidated Edison Co. of New York, Inc., 
19398, 20839 

Northeast Nuclear Energy Co. et al., 9303 

Power Authority of State of New York, 17930 

Production and utilization facilities; domestic 
licensing: 

Technical requirements; risk-informed revisions; 
workshop, 7075 
Radiation protection standards: 
NRC-licensed facilities; radiological criteria for 
decommissioning (license termination)}— 
Screening values use to demonstrate 
compliance; criteria clarification, 37186 

Radiation safety inspections of licensed activities 
on offshore facilities and laybarges in Federal 
jurisdiction; letter of agreement with MMS, 
11612 

Radiation Standards Interagency Steering 
Committee; website, 30451 

Regulatory agreements: 

Louisiana; termination, 25508 
Oklahoma, 36169, 37437, 38607, 39966 

Regulatory guides; issuance, availability, and 
withdrawal, 6644, 15397, 19798, 24231, 
24232, 31942, 38866 

Reports and guidance documents; availability, etc.: 

Abnormal occurrences; annual report to 
Congress, 12041 
Environmental standard review plan; update, 
13798 
Materials licenses, consolidated guidance— 
Service provider licenses; program-specific 
guidance, 36846 
Special nuclear material of less than critical 
mass licenses; program-specific 
guidance, 24514 
Mixed oxide fuel fabrication facility; application 
review; standard review plan, 4856, 13063 
Nuclear byproduct material risk review; NRC 
and Agreement State materials licensing 
and inspection personnel; survey results, 
36479 
Nuclear byproduct material systems; risk 
analysis and evaluation of regulatory 
options, 31620 
Nuclear power reactors— 
License termination plans evaluation; standard 
review plan, 35675 
Operator licensing examination standards, 
15020 
Probabilistic risk assessment use in plant- 
specific, risk-informed decisionmaking; 
standard review pian, 19030 
Workshop, 25396 
Radiological criteria compliance for license 
termination and decommissioning standard 
review plan; guidances combined, 11096 
Source and byproduct materials; systematic 
radiological assessment of exemptions, 
3259 
Spent fuel dry storage facilities; standard review 
plan, 20839 
Spent fuel pool accident risk at 
decommissioning nuclear power plants; 
technical study, 8752 


Spent fuel shipment risk estimates; 
reexamination, 37186 
Staff meetings open to public; policy statement, 
3982 
Strategic plan (2000-2005 FY); comment 
request, 11613 
Tank waste remediation system privatization 
project; license application review; standard 
review plan, 25004 
Transportation packages for spent nuclear fuel; 
standard review plan, 20839 
Safety analysis and evaluation reports; availability, 
ete.: 
Westinghouse Electric Co., 18383 
Senior Executive Service: 
Executive Resources Board; membership, 34509 
Performance Review Boards; membership, 
15663 
Applications, hearings, determinations, etc.: 
ABB C-E Nuclear Power, Inc., 17683 
Air Force Department, McClellan Nuclear 
Radiation Center, CA, 10115 
AmerGen Energy Co., LLC, 7071, 11609, 
19029, 19396, 26642, 32132, 35404 
Arizona Public Service Co. et al., 34370 
Army Department; Jefferson Proving Ground, 
IN, 7573 
Army Research Laboratory, 33582 
Baltimore Gas & Electric Co., 12038, 16670, 
25963 
Carolina Power & Light Co., 791, 792, 1182, 
15655, 30449 
Carolina Power & Light Co. et al., 21481 
CBS Corp., 10841, 12040, 21483 
Commonwealth Edison Co., 793, 7072, 8749, 
11809, 12582, 12583, 12584, 12585, 
12586, 15933, 38606 
Commonwealth Edison Co. et al., 5702, 8994, 
12581, 15655 
Consolidated Edison Co. of New York, Inc., 
3256, 10565, 16230, 18378, 21031 
Consumers Energy Co., 6638, 11089, 18379, 
31352 
Detroit Edison Co., 13336 
Duke Energy Corp., 6243, 16968, 17683, 34506 
Energy Department, 18141 
Entergy Nuclear Generation Co., 17905 
Entergy Operations, Inc., 7074, 11609, 16670, 
37413 
Envirocare of Utah and Snake River Alliance, 
25760 
FirstEnergy Nuclear Operating Co., 15656, 
31017, 37414 
Florida Power & Light Co. et al., 10115 
Florida Power Corp., 14631, 34740 
Florida Power Corp. et al., 14321 
GPU Nuclear, Corp., 21484 
GPU Nuclear Corp. et al., 31021 
GPU Nuclear, Inc., et al., 37417 
GRAYSTAR, Inc., 38867 
Hydro Resources, Inc., 6638, 7074 
IES Utilities Inc., 5703 
IES Utilities Inc. et al., 31934 
Indiana Michigan Power Co., 2199, 6638, 
10116 
International Uranium (USA) Corp., 308, 26242, 
26243 
Kaiser Aluminum & Chemical Corp., 12283 
Maine Yankee Atomic Power Co. et al., 15657 
Moab Mill Reclamation Trust, 138, 20490 
Molycorp, Inc., 3258, 25506 
Niagara Mohawk Power Corp., 2443, 37807 
North Atlantic Energy Service Corp. et al., 
18380, 26640 
Northeast Nuciear Energy Co., 7573, 11092, 
14632, 31617, 35145 
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Northeast Nuclear Energy Co. et al., 2990, 
4265, 6640, 8451, 11091, 18381, 21486, 
26641 

Northern States Power Co., 6641, 6642, 7574, 
8995, 11835, 24999, 25001, 31935, 31937, 
31938, 31939 

Omaha Public Power District, 11811, 15184 

Pacific Gas & Electric Co., 21032 ; 

Pathfinder Mines Corp., 10118, 30450 

PECO Energy Co., 12587, 12588, 12589 

PECO Energy Co. et al., 8451, 8996, 24717 

Philippon, Michel A., 6245 

Plateau Kesources Ltd., 33850 

Portland General Electric Co., 7074, 25367 

Portland General Electric Co. et al., 30642 

Power Authority of State of New York, 39953, 
39954 

PP&L, Inc., 11611, 21487, 24718, 25507 

PP&L, Inc., et al., 37418 

Private Fuel Storage, L.L.C., 24230, 37184 

Public Service Electric & Gas Co., 4446, 8452, 
8453, 11094, 12591, 15657, 30137, 33378 

Public Service Electric & Gas Co. et al., 8997, 
8999, 24720, 24721 

Quivira Mining Co., 17321, 36741, 40144 

Rio Algom Mining Corp., 5704 

Sacramento Municipal Utility District, 35406 

Sequoyah Fuels Corp., 3980 

Snake River Alliance and Envirocare of Utah, 
19397 

Southern California Edison Co., 2648, 2991, 
2993, 4265 

Southern Nuclear Operating Co., Inc., 13061, 
17543, 39443 

Tennessee Valley Authority, 11348, 15373, 
18141 

U.S. Army Jefferson Proving Ground Site, IN, 
18382 

Union Electric Co., 10118 

Vermont Yankee Nuclear Power Corp., 4999, 
5376, 8749 

Virginia Electric & Power Co., 1183, 2201, 
13797 

Washington Public Power Supply System, 
17906 

Wester Soil, Inc., 21489 

Wisconsin Electric Power Co., 5705, 14633, 
31940, 35966 

Wisconsin Public Service Corp., 4266, 16969 

Wisconsin Public Service Corp. et al., 5706, 
31941 


Nuclear Waste Technical Review 
Board 


NOTICES 
Meetings: 

Spent nuclear fuel and high-level radioactive 
waste; management and transportation; 
human factors, etc., 35968 

Yucca Mountain, NV, repository, 1233, 15021 


Occupational Safety and Health 
Administration 


RULES 
Safety and health standards, etc.: 

Cargo handling and related activities conducted 
aboard vessels and at marine terminals; 
technical amendments, 40936 

State plans; development, enforcement, etc.: 

Nevada, 20735 

Postal Service coverage issues; Federal 
enforcement level changes in various 
States, 36617 

Correction, 38429 
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Occupational 


PROPOSED RULES 
Occupational safety and health standards: 
Ergonomics program— 
Hearing and clarification, 10042 
Hearings, 4795, 11948, 13254, 19702 
State and local governments, Postal Service. 
and railroads; economic impact; hearing 
location change, 33263, 37322 
NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 3977, 
3978, 3979, 8747, 11085, 11086, 11087, 
11088, 12318, 15018, 15650, 15651, 
15652, 16967, 35127, 35128, 39944 
Reporting and recordkeeping requirements, 
7896, 10824, 24512, 26662 
Committees; establishment, renewal, termination, 
etc.: 
Maritime Advisory Committee for Occupational 
Safety and Health, 3740, 13325 
Grants and cooperative agreements; availability, 
Internet-based OSHA expert compliance 
assistance system; training program, 21028 
Susan Harwood Training Program, 17316, 
24512 
Meetings: 
Construction Safety and Health Advisory 
Committee, 4261, 20836 
Maritime Advisory Committee for Occupational 
Safety and Health, 4842 
Occupational Safety and Health Federal 
Advisory Council, 4843, 30449 
Occupational Safety and Health National 
Advisory Committee, 12578, 31194 
Nationally recognized testing laboratories, etc.: 
Applied Research Laboratories, Inc., 19023 
Curtis-Straus LLC, 26637 
NSF Intemational, 11344, 39944 
SGS U.S. Testing Company, Inc., 2438, 30638 
TUV Rheinland of North America, Inc., 11345, 
39946 
Wyle Laboratories, Inc., 11804, 39949 


Reports and guidance documents; availability, etc.: 


Hazardous energy control (Lockout/Tagout 
Standard); lookback review, 38302 
State plans; standards approval, etc.: 
Nevada, 1915, 1916 
Washington, 34738, 38604 


Occupational Safety and Health 
Review Commission 


RULES 

Freedom of Information Act; implementation, 
24128 

Practice and procedure: 

Settlement judge procedure; settlement part 
procedure addition; pilot program; 
expiration date extension, 7434 

NOTICES 
Agency information collection activities: 

Proposed collection; comment request, 34755 

Submission for OMB review; comment request, 
25965 

Meetings; Sunshine Act, 5707 


Office of Federal Housing Enterprise 
Oversight 

See Federal Housing Enterprise Oversight Office 

Office of Management and Budget 

See Management and Budget Office 
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Office of Motor Carrier Safety 


NOTICES 
Motor carrier safety standards: 
Driver qualifications— 
Bailey, Herman, Jr., et al.; vision requirement 
exemptions, 159 


Office of United States Trade 
Representative 


See Trade Representative, Office of United States 


Oklahoma City National Memorial 
Trust 


RULES 

Oklahoma City National Memorial regulations, 
14760 

PROPOSED RULES 

Oklahoma City National Memorial regulations, 
8010 


Overseas Private Investment 
Corporation 


PROPOSED RULES 
Freedom of Information Act; implementation, 
30369 


NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 10821, 
10822, 15007 
Submission for OMB review; comment request, 
789, 12031, 26853, 26854, 35394 
Meetings; Sunshine Act, 12279, 13015, 33574, 
35665, 37575 


Parole Commission 


RULES 
Federal prisoners; paroling and releasing, etc.: 
District of Columbia Code— 
Prisoners serving sentences, 19996 
PROPOSED RULES 
Federal prisoners; paroling and releasing, etc.: 
District of Columbia Code— 
Prisoners serving sentences, 20006, 26789 
NOTICES 
Meetings; Sunshine Act, 15925, 15926 


Patent and Trademark Office 


RULES 
Inventors’ Rights Act; implementation: 
Invention promoters; complaints, 3127 
Patent cases: 
Application examination and provisional 
application practice; changes, 14865 
Patent and trademark fees; credit card payment, 
33452 
Trademark Law Treaty Implementation Act; 
implementation; correction, 36633 
PROPOSED RULES 
Patent cases: 
American Inventors Protection Act; 
implementation— 
Inter Partes reexamination proceedings, 
optional, 18154 
Patent applications, pending; eighteen-month 
publication; implementation, 17946 
Twenty-year patent term; patent term 
adjustment; implementation, 17215 
NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 14948, 
14950, 16895 


Submission for OMB review; comment request, 
39369, 39370 
Committees; establishment, renewal, termination, 
Public Advisory Committees, 16564 
Intellectual property: 

National Intellectual Property Law Enforcement 
Coordination Council; policies and agenda; 
comment request, 35611, 39601 

Meetings: 

Computer-implemented business method patent 
issues roundtable, 38811 

State sovereign immunity and Federal 
intellectual property rights; conference, 
11987 

Trademark Affairs Public Advisory Committee, 
2587 

Organization, functions, and authority delegations: 

Agency reestablishment as United States Patent 
and Trademark Office and adoption of seal, 
17858 

Patent Law Treaty; comment request, 12515 
Patents: 

Human drug products— 

Roboxetine mesylate; interim term expansion, 
8124 

Patent application examination— 

Revised utility examination guidelines; 
comment request, 3425 
Supplemental guidelines, 38510 


Peace Corps 


PROPOSED RULES 
Semi-annual agenda, 23698 


NOTICES 
Agency information collection activities: 
Submission for OMB review; cominent request, 
11614, 12595, 36479, 36741 


Pension and Welfare Benefits 
Administration 


RULES 
Employee Retirement Income Security Act: 
Annual reporting and disclosure requirements, 
21068 
Correction, 35568 
Civil penalties; assessment, 7181, 7185 
Insurance company general accounts; guidance, 
614 
Medical care to employees of two or more 
employers; multiple employer welfare 
arrangements and other entities providing 
coverage; reporting requirements, 7152 
Federal Retirement Thrift Investment Board; 
fiduciary responsibilities allocation, 34393 
Correction, 35703 
NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 2647, 
3741, 4262, 4263, 4264, 4442, 12579, 
15653 
Reporting and recordkeeping requirements, 
13025, 31932, 39952 
Employee benefit plans; class exemptions: 
Interest free loans, 17540 
Employee benefit plans; prohibited transaction 
exemptions: 
Anvil Construction Co., Inc., et al., 10825 
Banc Funds Co., LLC, et al., 33360 
Barclays Bank PLC et al., 13836, 37165 
Business Men’s Assurance Co. of America et 
al., 6223 
Deutsche Bank AG et al., 4843, 6228 
Earl R. Waddell & Sons, Inc., 25949 
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FINA, Inc. Capital Accumulation Plan et al., 
526 

Fish Lake Beach, Inc., 35129 

Fish Lake Beach, Inc., et al., 10826 

Fortis, Inc., 25954 

General Electric et al., 18132 

Goldman, Sachs & Co., et al., 37175 

Massachusetts Mutual Life Insurance Co. et al., 
532 

McPhail, H. Ray, et al., 18354 

Metropolitan Life Insurance Co. et al., 13326 

Morgan Guaranty Trust Co. of New York et 
al., 6229, 35129, 39431 

Salomon Smith Barney Inc., 35138 

South Central New York District Council of 
Carpenters et al., 4852 

Southco, Inc., 39432 

Standard & Poor’s et al., 15360 

Texas Iron Workers and Employers et al., 
33376 

Employee Retirement Income Security Act: 

Agency policy and operational objectives; 
strategic enforcement plan, 18208 

Employee pension, welfare, and fringe benefit 
plans; annual return/report forms (Form 
5500 Series); adoption, 5026 

Voluntary Fiduciary Correction Program, 14164 

Meetings: 

Employee Welfare and Pension Benefit Plans 
Advisory Council, 14319, 20205, 20206, 
31350, 31351, 37581, 37582 

Medical Child Support Working Group, 13795, 
31933 


Pension Benefit Guaranty 
Corporation 


RULES 

Single employer plans: 
Allocation of assets— 

Interest assumptions for valuing benefits, 
2329, 7435, 13905, 20083, 30880, 37482 
Lump sum payment assumptions, 14753 
Valuation of benefits; use of single set of 
assumptions for ali benefits, 14752 


PROPOSED RULES 
Semi-annual agenda, 23702 
NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 16672, 
18383 
Submission for OMB review; comment request, 
39208 
Employee Retirement Income Security Act: 
Employee pension, welfare, and fringe benefit 
plans; annual return’report forms (Form 
5500 Series); adoption, 5026 
Multiemployer plans: 
Interest rates and assumptions, 2445, 7577, 
13999, 20210, 31022, 37584 
Privacy Act: 
Systems of records, 25397 
Single-employer plans: 
Interest rates and assumptions, 2445, 20210 


Personnel Management Office 


RULES 
Absence and leave: 
Family and Medical Leave Act; implementation, 
26483 
Correction, 38409 
Sick leave for family care purposes, 37234 
Acquisition regulations: 
Federal Employees Health Benefits Program and 
Defense Department demonstration project 
and other miscellaneous changes, 36382 
Correction, 39470 


Employment: 

Displaced Defense Department employees; full 
consideration; interagency career transition 
assistance plan; regulations removed, 
20893 

Reduction in force— 

Defense Department employees; notice 
requirements removed, 25623 

Senior Executive Service; career and limited 
appointments; Qualifications Review Board 
certification, 33738 

Excepted service, career conditional employment 
system, and promotion and internal 
placement: 

Veterans Employment Opportunities Act; 
staffing provisions, 14431 

Health and counseling programs, Federal 
employees: 

Child care costs for lower income employees; 
appropriated funds use, 13659 

Health benefits, Federal employees: 

Defense Department demonstration project, 

35259 
Pay administration: 

Child support, alimony, and commercial 
garnishment of Federal employees’ pay; 
processing, 4753 

Dual compensation reductions for military 
retirees; repeal, 19643 

Prevailing rate systems, 10673, 10674, 15521, 

17755, 26119, 26120, 30831 

Retirement: 

Federal Employees Retirement System 
(FERS)— 

Intra-agency transfer, automation and 
simplification of employee 
recordkeeping, 21119 

Nuclear materials couriers under CSRS and 
FERS; eligibility, 2521 

Voluntary early retirement authority; correction, 
2281 

PROPOSED RULES 
Absence and leave: 

Sick leave for family care purposes, 6339 
Excepted service: 

Persons with psychiatric disabilities; 
appointments, 14477 

Pay administration: 

Grade and pay retention; discretionary authority 
by agencies, 33785 

Locality-based comparability payments, 15875 

Semi-annual agenda, 23670 
Senior Executive Service: 
Performance appraisal regulations, 38442 
Student loans; repayment by Federal agencies, 
38791 
NOTICES 
Agency information collection activities: 

Proposed collection; comment request, 3497, 
10845, 16232, 16233, 18143, 19034 

Submission for OMB review; comment request, 
539, 3497, 3498, 7403, 10845, 36742, 
38612 

Excepted service: 

Schedules A, B and C; positions placed or 
revoked— 

Update, 7577, 15664, 19034, 32133, 38867 

Meetings: 

Federal Prevailing Rate Advisory Committee, 
539, 7579, 16978, 32135 

National Partnership Council, 21797 

Pay under General Schedule: 

Basic and locality pay for certain Federal 

employees; adjustments, 36743 
Personnel management demonstration projects: 

Air Force Research Laboratory, Wright 

Patterson Air Force Base, OH, 3498 
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Army Department— 
Army Research Laboratory, Adelphi, MD, 
3500 
U.S. Army Engineer Research and 
Development Center, Vicksburg, MS, 
32135 
Privacy Act: 
Computer matching programs, 19035 
Systems of records, 540, 14635, 24732, 25775, 
30643 
Senior Executive Service: 
Career positions reserved during 1999; list, 
11112 


Postal Rate Commission 
RULES 
Practice and procedure: 
International mail services; cost, revenue, and 
volume data analysis, 10012 
Proceedings; efficiency and effectiveness 
improvement; electronic filing, etc., 6536 
NOTICES 
Post office closings; petitions for appeal: 
Roanoke, WV, 31368 


Postal Service 


RULES 
Domestic Mail Manual: 
Deceptive written, printed, and graphic matter; 
nonmailability, 17593 
Delivery record filing system; electronic storage 
and retrieval system implementation, 17766 
Experimental nonletter-size business reply mail 
categories and fees; termination, 4517 
Miscellaneous amendments, 1318 
Nonautomation mail processing instructions and 
letter tray label revisions, 5788 
Nonprofit standard mail rate matter; 
substantially related eligibility 
requirements, 6903 
Palletized standard mail and bound printed 
matter, etc.; preparation changes, 31815 
Periodicals mail; experimental ride-along rate, 
7288 
Postage and fees refunds; unused adhesive 
stamps and stamps affixed to unmailed 
matter, 12946 
Special services labels; barcode requirements, 
3609, 26750 
Correction, 4864 
Standard Maii Destination Entry Mailings; 
procedure changes, 12946 
Freedom of Information Act; implementation, 
3857 
International Mail Manual: 
Interationa! surface mail; postal rate changes, 
29955 
Priority Mail Global Guaranteed; enhanced 
expedited service from selected U.S. 
locations to selected European countries, 
34096 
Special services labels; barcode requirements, 
3609 
Correction, 4864 
Practice and procedure: 
Administrative subpoenas; issuance procedures 
in investigations of false representations 
and lotteries, 31265 
False representation and lottery orders; 
proceedings; subpoenas and civil penalties, 
32026 
PROPOSED RULES 
Domestic Mail Manual: 
Basic carrier route periodicals; line-of-travel 
sequencing, 31506 
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Postal 


Commercial mail receiving agency; mail 
delivery, 4918, 13258 
Palletized standard mail and bound printed 
matter, etc.; preparation changes, 264 
Plant Verified Drop Shipment (PVDS) mailings; 
loading requirements; withdrawn, 6950, 
26792 
Sacking and palletizing periodicals nonletters 
and standard mail (A) flats, traying first- 
class flats, and labeling pallets, 10735, 
16859 
Sack preparation changes for periodicals 
nonletter-size pieces and periodicals 
prepared on pallets, 31118 
International Mail Manual: 
International surface mail; postal rate changes, 
11023 
Practice and procedure: 
Administrative subpoenas; issuance procedures 
in investigations of false representations 
and lotteries, 14229 
False representation and lottery orders; 
proceedings; subpoenas and civil penalties, 
13707 
NOTICES 
Discounted letters (presorted/automation rate 
mail); quality control reviews, 141 
Domestic Mail Manual: 
Discounted letters (presorted/automation rate 
mail); quality control reviews, 36744 
Domestic rates, fees, and mail classifications: 
Permanent nonletter-size business reply mail 
classification and fees; establishment, etc., 
3742 
Government Performance and Results Act: 
Five-year strategic plan development, 17930 
Meetings; Sunshine Act, 4629, 10123, 15021, 
21797, 33851, 40145 
Postage meters: 
Information based indicia program; performance 
criteria and security architecture for— 
Open IBI postal evidencing systems, 13063 
Postage evidencing product submission 
procedures, 20211 
Manually set postage meters; retirement plan; 
comment request, 25399 
Privacy Act: 
Systems of records, 142, 32136, 39446, 39970 


Postal Service Board of Governors 


NOTICES 
Meetings; Sunshine Act, 1095 


Presidential Commission on 
Assignment of Women in the 
Armed Forces 


RULES 
CFR Chapter removed, 30542 


Presidential Documents 


PROCLAMATIONS 

Agua Fria National Monument; establishment 
(Proc. 7263), 2817 

Armed Forces, U.S.: 

Military Selective Service Act; registration 
(Proc. 7275), 9199 

California Coastal National Monument; 
establishment (Proc. 7264), 2821 

Canyons of the Ancients National Monument, 
establishment (Proc. 7317), 37243 

Cascade-Siskiyou National Monument; 
establishment (Proc. 7318), 37249 

Circular weided carbon-quality line pipe; imports 
(Proc. 7274), 9193 
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Grand Canyon-Parashant National Monument; 
establishment (Proc. 7265), 2825 
Grand Sequoia National Monument; establishment 
(Proc. 7295), 24095 
Hanford Reach National Monument; establishment 
(Proc. 7319), 37253 
Ironwood Forest National Monument, 
establishment (Proc. 7320), 37259 
Pinnacles National Monument, boundary 
enlargement (Proc. 7266), 2831 
Prayer for Peace, Memorial Day, 2000 (Proc. 
7315), 34907 
Steel wire rod; adjustment to competition from 
imports (Proc. 7273), 8621 
Wheat gluten; imports (Proc. 7314), 34899 
Special observances: 
African American History Month, National 
(Proc. 7270), 5217 
Army, U.S.; 225th anniversary (Proc. 7322), 
37687 
Asian/Pacific American Heritage Month (Proc. 
7299), 25825 
Biotechnology Month, National (Proc. 7269), 
3779 
Cancer Control Month (Proc. 7284), 17981 
Census Day (Proc. 7286), 17985 
Charter Schools Week, National (Proc. 7297), 
25821 
Child Abuse Prevention Month, National (Proc. 
7285), 17983 
Colorectal Cancer Awareness Month, National 
(Proc. 7276), 11197 
Consumer Protection Week, National (Proc. 
7272), 7709 
Crime Victims’ Rights Week, National (Proc. 
7290), 19823 
D.A.R.E. Day, National (Proc. 7291), 21111 
Defense Transportation Day and National 
Transportation Week, National (Proc. 
7308), 31783 
Equal Pay Day, National (Proc. 7306), 30829 
Father’s Day (Proc. 7323), 38407 
Flag Day and National Flag Week (Proc. 7321), 
37263 
Former Prisoner of War Recognition Day, 
National (Proc. 7289), 19821 
Gay and Lesbian Pride Month (Proc. 7316), 
36051 
Greek Independence Day: A National Day of 
Celebration of Greek and American 
Democracy (Proc. 7283), 16509 
Correction, 17552 
Heart Month, American (Proc. 7271), 5219 
Honor, Day of (Proc. 7313), 34567 
Trish-American Heritage Month (Proc. 7279), 
11733 
Jewish Heritage Week (Proc. 7302), 26117 
King, Martin Luther, Jr., Federal Holiday (Proc. 
7268), 2837 
Korean War, 50th Anniversary, and National 


Korean War Veterans Armistice Day (Proc. 


7324), 39773 

Law Day, U.S.A. (Proc. 7298), 25823 

Library of Congress; bicentennial (Proc. 7296), 
24379 

Loyalty Day (Proc. 7300), 25827 

Maritime Day, National (Proc. 7312), 34375 

Mother’s Day (Proc. 7305), 30827 

National Park Week (Proc. 7293), 21115 

Older Americans Month (Proc. 7301), 26113 

Organ and Tissue Donor Awareness Week, 
National (Proc. 7292), 21113 

Pan American Day and Pan American Week 
(Proc. 7288), 19819 

Peace Officers Memorial Day and Police Week 
(Proc. 7307), 31071 


Poison Prevention Week, National (Proc. 7281), 
15201 

Prayer, National Day of (Proc. 7303), 26481 

Recall Round-Up Day, National (Proc. 7294), 
21117 

Red Cross Month, American (Proc. 7278), 
11455 

Religious Freedom Day (Proc. 7267), 2835 

Safe Boating Week, National (Proc. 7309), 
33247 

Save Your Vision Week (Proc. 7280), 12903 

Science and Technology Week, Global (Proc. 
7304), 30335 

Small Business Week (Proc. 7311), 33431 

Trade Week, World (Proc. 7310), 33429 

Volunteer Week, National (Proc. 7287), 19641 

Women’s History Month (Proc. 7277), 11199 

EXECUTIVE ORDERS 

Africa, sub-Saharan; granting access to HIV/AIDS 
pharmaceuticals and medical technologies 
(EO 13155), 30521 

Committees; establishment, renewal, termination, 
etc.: 

Compiementary and Alternative Medicine 
Policy, White House Commission on; 
establishment (EO 13147), 13233 

Education; actions to improve low-performing 
schools (EO 13153), 26475 

Education and Sharing Day, U.S.A. (Proc. 7282), 
16507 

Emergency preparedness; global disaster 
information network (EO 13151), 25619 

Environment: 

Marine protected areas (EO 13158), 34909 

Government agencies and employees: 

Education/training programs, nondiscrimination 
on basis of race, sex, color, national origin, 
disability, religion, age, sexual orientation, 
parent status, 39775 

Environmental management— 

Federal fleet and transportation efficiency 
(EO 13149), 24607 

Leadership in greening the Government (EO 
13148), 24595 

Work force transportation (EO 13150), 24613 

Equal employment opportunity; amendment (EO 
13152), 26115 

Genetic information; prohibiting discrimination 
in Federal employment (EO 13145), 6877 

Women-owned small businesses, increasing 
opportunities (EO 13157), 34035 

Partnership Council, National; amendment (EO 
13156), 31785 

Princeville, North Carolina, President’s Council on 
the Future of; establishment (EO 13146), 
11201 

Correction, 12318 

Russia; blocking property of the Government 
relating to disposition of highly enriched 
uranium extracted from nuclear weapons (EO 
13159), 39279 

U.S. Armed Forces: 

Kosovo Campaign Medal; establishment (EO 
13154), 26479 


ADMINISTRATIVE ORDERS 
Africa, southern; drawdown for emergency disaster 
assistance (Presidential Determination No. 
2000-17 of March 2, 2000), 15821 
Belarus; trade (Presidential Determination No. 
2000-22 of June 2, 2000), 36311 
Burma— 
Conditions and U.S. policy (Memorandum of 
April 19, 2000), 24851 
Continuation of emergency (Notice of May 18, 
2000), 32005 
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China; trade (Presidential Determination No. 2000- 
23 of June 2, 2000), 36313 

Circular welded carbon-quality line pipe; imports 
(Memorandum of February 18, 2000), 9197 

Computers, high-performance, exports to China; 
delegation of authority under National 
Defense Authorization Act for Fiscal Year 
2000 (Memorandum of January 5, 2000), 

January 5, 2000), 15823 

Cuba; anchorage and movement of vessels, 
regulation; continuation of emergency (Notice 
of February 25, 2000), 10929 

Defense, national; exports of high-performance 
computers and transfers of militarily sensitive 
technology (Memorandum of January 5, 
2000), 2279, 3119 

East Timor; U.S. military activities (Presidential 
Determination No. 2000-12 of February 10, 
2000), 8243 

Economic Community of West African States 
(ECOWAS), military assistance (Presidential 
Determination No. 2000-13 of February 16, 
2000), 10669 

Flammable fuels; assessment of risk of terrorism 
and other criminal activity associated with 
released risk-management plans 
(Memorandum of January 27, 2000), 8631 

India; waiver of sanctions (Presidential 
Determination No. 2000-18), 16297 

International entities; certification against 
withholding funds (Presidential Determination 
No. 2000-10), 5407 

Iran; continuation of emergency (Notice of March 
13, 2000), 13863 

Jerusalem Embassy Act; suspension of limitations 
(Presidential Determination No. 2000-24 of 
June 16, 2000), 38713 

Korean Peninsula Energy Development 
Organization; U.S. contribution (Presidential 
Determination No. 2000-15 of February 24, 
2000), 10931 

Libya; state of emergency (Notice of December 
29, 1999), 199 

Middle East peace process; state of emergency 
(Notice of January 19, 2000), 3581 

Narcotics; certification of major illicit drug 
producing and transit countries (Presidential 
Determination No. 2000-16 of February 29, 
2000), 15797 

Palestine Liberation Organization; U.S. relations 
(Presidential Determination No. 2000-19 of 
April 21, 2000), 24852 

Puerto Rico, range facilities on Vieques— 

Community assistance (Directive of January 31, 
2000), 5731 

Referendum (Directive of January 3!, 2000), 
5729 

Sierra Leone; peacekeeping assistance (Presidential 
Determination No. 2000-20 of May 31, 
2000), 36307 

Soviet Union, Independent States of the Former; 
assistance (Presidential Determination No. 
2000-11 of February 1, 2000), 6523 

Steel wire rod; imports (Memorandum of February 
16, 2000), 8629 

Venezuela; emergency disaster relief assistance 
(Presidential Determination No. 2000-9 of 
December 23, 1999), 689 

Vietnam— 

Prisoners of war and missing in action, 
cooperation in accounting for (Presidential 
Determination No. 2000-14 of February 18, 
2000), 10671 

Trade (Presidential Determination No. 2000-21 
of June 2, 2000), 36309 

Yugoslavia, Federal Republic of, Bosnian Serbs, 
and Kosovo; continuation of emergency 
(Notice of May 25, 2000), 34379 


President’s Council on Integrity and 
Efficiency 


NOTICES 
Senior Executive Service: 
Performance Review Board; membership, 13341 


Presidio Trust 


PROPOSED RULES 
Semi-annual agenda, 23708 
NOTICES 
Environmental statements; availability, etc.: 
Letterman Complex, Presidio of San Francisco, 
CA, 13064, 34756 
Environmental statements; notice of intent: 
Area B, Presidio of San Francisco, CA; general 
management plan, etc., 40707 
Mountain Lake enhancement, Presidio of San 
Francisco, CA, 7899 
Presidio Theatre Building 99; rehabilitation and 
expansion, 20218, 36746 
Letterman Complex; programmatic agreement 
regarding deconstruction, new construction, 
and associated leases execution, 13064 
Meetings, 16978 
Wireless telecommunications facilities sites; 
applications: 
Cellular One, 26645 
Nextell Communications, 40708 


Prisons Bureau 


RULES 

Inmate control, custody, care, etc.: 
Civil contempt of court commitments, 34362 
Federal Tort Claims Act, 34363 


PROPOSED RULES 
Inmate control, custody, care, etc.: 
Administrative Remedy Program; excluded 
matters, 39768 


NOTICES 
Environmental statements; availability, etc.: 
Merced County, CA; Federal penitentiary at 
Castle Airport and Aviation Development 
Center, 3740 
South Carolina; medium-security Federal 
correctional facility, 21471 
Environmental statements; notice of intent: 
Criminal alien population in non-Federal low- 
security correctional facilities; cancellation, 
30622 
Fresno County, CA; medium-security or high- 
security Federal correctional facility, 33357 
Northumberland County, PA; medium-security 
Federal correctional institution 
development, 30622 
Terre Haute, IN; medium/high-security Federal 
correctional facility construction, 24988 


Program Support Center 


NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 11793 


Public Debt Bureau 


See Fiscal Service 


NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 7102, 
7103, 14645, 14646, 14647, 14648, 31061, 
31062, 31063, 31064, 31065 


Public Health Service 
See Agency for Healthcare Research and Quality 


FEDERAL REGISTER INDEX, January--June 2000 


Railroad 


See Agency for Toxic Substances and Disease 

Registry 

See Centers for Disease Control and Prevention 
See Food and Drug Administration 
See Health Resources and Services Administration 
See Indian Health Service 
See National Institutes of Health 
See Substance Abuse and Mental Heaith Services 
Administration 
NOTICES 
Meetings: 
National Toxicology Program— 

Acute oral toxicity assessment; up-and-down 
procedure; independent peer review 
evaluation, 8385 

Alternative Toxicological Methods Advisory 
Committee, 7878 

Center for Evaluation of Risks to Human 
Reproduction; phthalates review; 
comment request, 33343 

Endocrine disruptors; low-dose issues; peer 
review, 20478 

Frog embryo teratogenesis assay-Xenopus 
expert panel assessment, 13289 

In vitro methods for assessing acute systemic 
toxicity; workshop, 37400 

Revised up-and-down procedure as alternative 
test method for assessing acute oral 
toxicity; peer review, 35109 

Scientific Counselors Board, 21004, 24495 

National Toxicology Program: 
Carcinogens Report, Tenth Edition— 

Substances, mixtures, and exposure 
circumstances for listing or delisting, 
17889, 17891 

Chemicals nominated for toxicology studies; 
testing recommendations; comment request, 
11329, 14997 

Low-dose issues for endocrine disruptors; peer 
review; comment request, 784 


Railroad Retirement Board 


RULES 
Railroad Retirement Act: 
Disability determination, 14458 
Reviews for medical recovery of annuitants; 
discontinuance, 20371 
Evidence required for payment, 19829 
Family relationships; inheritance rights, 20725 
Railroad Unemployment Insurance Act: 
Remuneration; definition, 14459 
Sickness and unemployment benefits, waiting 
period shortened, etc., 19647 
PROPOSED RULES 
Railroad Retirement Act: 
Annuity or lump sum application; divorced 
spouse benefits, 30366 
Railroad Unemployment Insurance Act: 
Sickness benefits; execution of statement of 
sickness by nurse practitioner, 26161 
Unemployment and sickness benefits; finality of 
decisions, 21164 
Semi-annual agenda, 23712 


NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 1188, 
2650, 2997, 3746, 5918, 6644, 11614, 
14324, 20492, 30451, 31198, 31620, 
34235, 36480, 36746, 40145 
Submission for OMB review; comment request, 
2998, 3747, 21212, 25009, 25010, 26245, 
30452, 36480 
Meetings: 
Actuarial Advisory Committee, 5707, 33379 
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Railroad 


Meetings; Sunshine Act, 14325, 30452, 31620, 
37584, 38309 

Supplemental annuity program; determination of 
quarterly rate of excise tax, 14636, 36747 


Reclamation Bureau 


RULES 
Farm operations in excess of 960 acres, 
information requirements; and formerly 
excess land eligibility to receive non-full cost 
irrigation water, 4304 
NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 7562 
Submission for OMB review; comment request, 
9295, 36162 
Central Valley Project Improvement Act: 
Water management plans; evaluation criteria, 
31601 
Contract negotiations: 
Tabulation of water service and repayment; 
quarterly status report, ?. 75, 21011 
Environmental statements; availability, etc.: 
Animas-La Plata Project, CO and NM, 2428, 
12574 
Central Arizona Project, AZ; water supply 
allocation and long-term contract 
execution, 39177 
Coachella and Imperial Counties, CA; Salton 
Sea Restoration Project, 4258 
Glenn, Colusa, and Yolo Counties, CA; Colusa 
Basin flood control program, 35392 
Orange County, CA; groundwater replenishment 
system establishment, 15649 
Republican River basin, NE and KS— 
Bostwick, Frenchman-Cambridge, and 
Kanaska Divisions, Almena Unit; long- 
term water service contracts, 37999 
Long-term water supply contracts; renewal, 
15351 
Salton Sea Restoration Project, CA, 7889, 
21470 
San Joaquin County, CA; Woodbridge Irrigation 
District and City of Lodi’s Lower 
Mokelumne River Restoration Program, 
36842 
Upper Rio Grande Basin, TX; water operations 
review, 35664 
Environmental statements; notice of intent: 
Flaming Gorge Dam, Colorado River Storage 
Project, UT, 35957 
Marina Coast Water District Recycled Water 
Pipeline Project, CA, 16631 
Navajo-Gallup Water Supply Project, NM, 
16219 
Newlands Project, NV— 
Derby Dam fish passage, 504 
Surface water rights, 21209 
Tehama and Shasta Counties, CA; Battle Creek 
salmon and steelhead restoration project, 
1912 
Upper Rio Grande Basin, TX; water operations 
review, 12030 
Yakima Project, WA; Keechelus Dam; Safety 
of Dams Program modification, 16961 
Meetings: 
Bay-Delta Advisory Council, 1416, 3736, 
13306, 15352, 25501, 25757, 30131, 
35665, 38301 
CALFED Bay-Delta Ecosystem Restoration 
Program; pre-submittal workshop, 17307 
CALFED Bay-Delta Program Policy Group, 
1417, 5368, 15006, 25502 
Conservation Advisory Group, Yakima River 
Basin Water Enhancement Project, 19924 
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Ecosystem Restoration Program Interim Science 
Board et al., 2985 
Glen Canyon Adaptive Management Work 
Group, 9296, 15173, 21787 
Glen Canyon Technical Work Group, 9296, 
15173, 21787 
Refuge Water Supply Long-terin Water Service 
Agreements, 31602 
Trinity River Basin Fish and Wildlife Task 
Force, 2429, 39924 
Patent licenses; non-exclusive, exclusive, or 
partially exclusive: 
Amortec, 6623 
Privacy Act: 
Systems of records, 6393 
Repayment contract negotiations: 
Pick-Sloan Missouri Basin Program; long-term 
water service contracts; availability, 31191 
Reports and guidance documents; availability, etc.: 
National Environmental Policy Act handbook; 
agency employee guidance, 21210, 35393 


Refugee Resettlement Office 


RULES 
Refugee resettlement program: 
Public/private partnership program; refugee cash 

and medical assistance; requirements, 
15410 

NOTICES 

Grants and cooperative agreements; availability, 

etc.: 

Newly arriving refugees; discretionary grants; 
three program areas cancelled, 20826 
Refugee Community and Family Strengthening 

and Integration Program, 26224 
Refugee microenterprise development, 19784 
Refugee resettlement program— 
Individual development accounts for refugees; 
establishment and management, 13290 
Refugees in local areas of high need, 25341 
Social services funds; State allocations, 25345 
Technical assistance to special programs, 21454 
Torture survivors treatment and services, 14595 


Regulatory Information Service 
Center 


PROPOSED RULES 
Unified Agenda of Federal Regulatory and 
Deregulatory Actions, 22483 


Research and Special Programs 
Administration 


RULES 
Hazardous materials: 
Hazardous materials transportation— 

Hazardous materials safety; technology 
sharing meeting, 30914 

Registration and fee assessment program, 
7297 

Hazardous substances other than radionuclides, 
7310 
Pipeline safety: 
Hazardous liquid transportation— 

Breakout tanks; industry standards adoption; 

correction, 4770 
Liquefied natural gas facilities; safety 
standards— 

Liquefied natural gas production, storage, and 
handling standards; incorporation by 
reference, 10950 

PROPOSED RULES 
Hazardous materials: 
Hazardous materials safety; customer service 
and regulatory review; meeting, 11541 


Hazardous materials transportation— 
Compatibility with International Atomic 
Energy Agency regulations, 11028 

Tank cars and cargo tank motor vehicles; 

attendance requirements, withdrawn, 16161 
Pipeline safety: 
Hazardous liquid transportation— 
Areas unusually sensitive to environmental 
damage; workshop and technical review, 
18020 
Pipeline integrity management in high 
consequence areas, 21695 
Safety regulations; periodic updates, 15290 
NOTICES 
Agency information collection activities: 

Proposed collection; comment request, 17940 

Submission for OMB review; comment request, 
317, 3269, 37454 

Hazardous materials: 

Applications; exemptions, renewals, etc., 5388, 
5389, 10851, 10852, 12616, 15682, 15683, 
20845, 20846, 33418, 33419, 33420, 
38625, 38626 

Exemption applications delayed; list, 12621, 
19041, 39645 

Hazardous materials transportation: 

Departmentwide program evaluation; findings 
and recommendations, 19431 

Intermediate bulk containers; discharge from 
motor vehicles, 36882 

Preemption determinations— 

American Trucking Associations, Inc., 17335 
Institute of Makers of Explosives, 18422 
Med/Waste, Inc., et al., 20258 

Safety advisories— 

Non-complying portable propane tanks use, 
26657 
Meetings: 

Hazardous materials safety; UN packaging 
certification agencies, 26875 

International standards on transport of 
dangerous goods, 33881 

Pipeline Safety Advisory Committees, 15404 

Pipeline safety— 

Damage prevention (‘‘path forward’’), 6442 
Pipeline Risk Management Demonstration 
Program: 
Participants— 
Northwest Pipeline Corp., 12053 


Risk Management Agency 


NOTICES 


Dairy Options Pilot Program; implementation: 
Availability, 9237 


Rural Business-Cooperative Service 


PROPOSED RULES 
Program regulations: 
Loans to Indian Tribes and tribal corporations, 
17206 
NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 3201, 
11760, 11975, 14522, 15303, 17253, 
19867, 24910, 31300, 37112 
Grants and cooperative agreements; availability, 
etc.: 
Rural Business Enterprise Program, technical 
assistance for rural transportation systems, 
1092 
Rural Cooperative Development Program, 
24175 
Rural cooperative opportunities and problems; 
research, 30051 
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Intermediary Relending Program loans; sale under 
expanded pilot; extension, 26809 


Rural Housing Service 


PROPOSED RULES 
Program regulations: 
Loans to Indian Tribes and tribal corporations, 
17206 


NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 2578, 
3202, 8117, 8933, 13357, 13712, 14522, 
19867, 34141, 37112 
Grants and cooperative agreements; availability, 
etc.: 
Farm Labor Housing Technical Assistance, 
38499 
Rural Community Development Initiative, 
14525, 25703 
Section 506 Rural Housing Demonstration 
Program, 26565 
Section 515 Rural Rental Housing Program, 
4560 
Section 538 Guaranteed Rural Rental Housing 
Program, 4944, 6585, 39859 


Rural Telephone Bank 


NOTICES 
Bylaw amendments, 2928 
Meetings; Sunshine Act, 5307, 25904 


Rural Utilities Service 


RULES 
Electric loans: 
Insured and guaranteed loans; general and pre- 
loan policies and procedures, 14207, 31246 
Insured loans— 
Post-loan policies and procedures; effective 
date, 10933 
Load forecasts; borrower requirements, 14785 
Materials and construction; standards and 
specifications— 
Underground electric distribution; 
specifications and drawings, 34042 
PROPOSED RULES 
Electric engineering, architectural services and 
design policies and procedures: 
Building plans and specifications; agency 
approval requirement eliminated, 21671 
Electric loans: 
Insured and guaranteed loans; general and pre- 
loan policies and procedures, 31289 
Minimum Times Interest Earned Ratio (TIER) 
requirements; reduction, 12952 
Program regulations: 
Loans to Indian Tribes and tribal corporations, 
17206 
Seismic safety, 34125 
Telecommunications loans: 
General policies, types of loans, and loan 
requirements, 6922 
Reasonably adequate service levels, 33787 
NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 1587, 
3201, 11976, 11977, 12507, 14522, 15304, 
19867, 39863 
Electric loans: 
Quarterly municipal interest rates, 13936, 37518 
Environmental statements; availability, etc.: 
Alabama Electric Cooperative, 5853 
Berkeley Electric Cooperative, 31878, 40607 
Great River Energy, 12507, 21716 


Intertie Participants Group, 2491 1 
Jackson County Lake Project, KY, 34142 
Pohnpei Utilities Corp., 12508 
Southwestern Electric Cooperative, Inc., 1847, 
8118 

Environmental statements; notice of intent: 
Arkansas Electric Cooperative Corp., 31300 
Dairyland P-wer Cooperative, 38506 
National Power Cooperative, Inc., 4595 


Saint Lawrence Seaway Development 
Corporation 


PROPOSED RULES 
Seaway regulations and rules: 
Miscellaneous amendments, 40070 


NOTICES 
Meetings: 
Advisory Board, 17000, 19432 


Science and Technology Policy Office 


NOTICES 
Meetings: 
President’s Committee of Advisors on Science 
and Technology, 7391, 25725 


Secret Service 


NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 26277 


Securities and Exchange Commission 


RULES 
Accounting bulletins, staff: 
Financial statements— 
Revenue recognition; implementation delay, 
16811 
Consumer financial information; privacy 
requirements (Regulation S-P), 40334 
Electronic Data Gathering, Analysis, and Retrieval 
System (EDGAR): 
Filer manual— 
Update adoption and incorporation by 
reference, 3123, 6444, 34079, 39086 
Modernization; filing requirements; changes, 
24788 
Investment companies: 
Investment company assets; custody outside 
United States, 25630 
Personal investment activities fraud prevention; 
adoption of policies and codes of ethics, 
12943 
Correction, 15933 
Organization, functions, and authority delegations: 
General Counsel Office, 12469 
Securities: 
Alternative trading systems; temporary stay of 
effectiveness, 18888 
Canadian tax-deferred retirement savings 
accounts; offer and sale of securities, 
37672 
Exchanges and alternative trading systems; 
technical amendments, 13235 
Revised transfer agent form and related rule, 
36602 
Securities and investment companies: 
Electronic media use; guidance, 25843 
PROPOSED RULES 
Consumer financial information; privacy 
requirements (Regulation S-P), 12354 
Investment advisers: 
Electronic filing system and Form ADV update, 
20524 
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Investment companies: 
Mutual fund after-tax returns; disclosure, 15500 
Regulatory Flexibility Act: 
Rules to be reviewed; list, 3399 
Securities: 
Electronic Data Gathering, Analysis, and 
Retrieval System (EDGAR)— 
Modernization; filing requirements; changes, 
11507, 15044 
International accounting standards; globally 
accepted, high quality financial reporting 
framework, 8896 
Mutual fund after-tax returns; disclosure, 15500 
Selective disclosure and insider trading, 16160 
Supplementary financial information, 4585 


Trading data; electronic submission by exchange 
members, brokers, and dealers, 26534 


Semi-annual agenda, 23938 
NOTICES 


Agency information collection activities: 


Proposed collection; comment request, 310, 
1418, 1934, 2204, 3260, 5002, 6417, 6644, 
7403, 7579, 11350, 16673, 16978, 17544, 
17685, 21046, 25400, 25775, 30644, 
30645, 31368, 31621, 34509, 34756, 
34757, 38309, 38613, 39632 


Submission for OMB review; comment request, 
3501, 3504, 5378, 5379, 7403, 7580, 8454, 
10123, 11102, 12048, 13799, 14325, 
15022, 15928, 15933, 18384, 19398, 
20493, 20494, 21493, 25400, 26645, 
36174, 36847, 37187, 39633 


Consolidated Tape Association and Quotation 
Plans; amendments, 1418, 11102 


Decimalization implementation plan; order to 
submit, 5003, 14637, 21046, 21239, 38010 


Investment Company Act of 1940: 
Deregistration applications— 
Baker, Fentress & Co., 16674 
MIMLIC Cash Fund, Inc., et al., 18391 


Putnam High Quality Bond Fund et al., 
11617 


Sefton Funds Trust et al., 5707 
Select Advisors Trust C et al., 26250 


SSgA International Liquidity Fund et al., 
35676 
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SEC 


Exemption applications— 
American General Series Portfolio Company 
2 et al., 37188 
Ark Funds et al., 39452 
Bain Capital, Inc., et al., 33594 
Barclays Global Fund Advisors et al., 21215, 
21219 
Boston 1784 Funds et al., 19941 
CIGNA Funds Group et al., 34758 
Cirsa Business Corp., S.A., et al., 16675 
CityFed Financial Corp., 3507 
Cohesion Technologies, Inc., 25968 
Colchester Street Trust et al., 15030 
Conseco Variable Insurance Co. et al., 8213 
Endeavor Series Trust et al., 19950 
Equity Investor Fund et al., 16431 
First American Investment Funds, Inc., et al., 
4449, 6645 
H&Q Healthcare Investors et al., 1201 
HT Insight Funds, Inc., et al., 5709 
ING Variable Insurance Trust et al., 19944 
Kelmoore Strategy Variable Trust et al., 
24515 
Liberty All-Star Equity Fund et al., 3983 
Lifetime Achievement Fund, Inc., et al., 
31948 
Manufacturers Investment Trust et al., 797 
Mercury QA Strategy Fund, Inc., et al., 
20233 
Nations Fund Trust et al., 14000, 21214 
New Covenant Funds et al., 795 
New York Life Insurance & Annuity Corp. 
et al., 30144 
Ohio National Life Insurance Co. et al., 
34510 
Pacific Asset Management LLC et al., 20231 
Penn Series Funds, Inc., et al., 19399 
Potomac Insurance Trust et al., 40146 
Republic Funds et al., 10132 
Saiomon Smith Barney Inc. et al., 5711 
Security Benefit Life Insurance Co. et al., 
26251 
SEI Investments Management Corp. et al., 
26246 
Sit Large Cap Growth Fund, Inc., et al., 
37441 
SSgA Funds et al., 25525 
Standish, Ayer & Wood Investment Trust et 
al., 1199 
STI Classic Funds et al., 11815 
Strategist Growth Fund, Inc., et al., 36177 
Sun Capital Advisers Trust et al., 17546 
Third Avenue Variable Series Trust et al., 
3261 
Toronto Dominion Bank et al., 4447, 36175 
Touchstone Advisors, Inc., et al., 18393 
Vantagepoint Funds et al., 2084! 
Victory Portfolios et al., 6245 
Wachovia Funds et al., 3505 
Warburg, Pincus Trust, et al., 30453 
Yahoo! Inc., 33591 
Exemption orders— 
Investment Dealers Association of Canada, 
37678 
Joint transaction applications— 
Pacific Corporate Group Private Equity Fund 
et al., 25408 
Order applications— 
Medallion Financial Corp., 15929 
meVC Draper Fisher Jurvetson Fund I, Inc., 
38309 
Northbrook Life Insurance Co. et al., 33380 
Shares substitution applications— 
Fidelity Investments Life Insurance Co. et al., 
17932 
First Investors Corp. et al., 7901 
Massachusetts Mutual Life Insurance Co. et 
al., 39633 
Nationwide Life Insurance Co., et al., 36178 


Joint industry plan: 
American Stock Exchange LLC et al., 11402 
National Association of Securities Dealers, Inc., 
et al., 799, 1202 
Meetings: 
Investment adviser regulatory issues; roundtable, 
25776 
Securities laws uniformity; annual conference; 
proposed agenda; comment request, 14325 
Meetings; Sunshine Act, 1651, 2656, 3750, 3986, 
4856, 5714, 7404, 10571, 12596, 16234, 
17547, 19401, 19818, 21494, 25410, 25777, 
26651, 26868, 31949, 35678, 36480, 36481, 
39209 
Options Price Reporting Authority: 
Capacity allocation plan, temporary, 5919, 
12597, 15044 
Consolidated options last sale reports and 
quotation information; reporting plan, 2998, 
National Market System Plan; consolidated 
options last sale reports and quotation 
information reporting; message capacity 
allocation formula establishment, 30148 
Participation fee payable by each new party to 
plan, 35147 
Temporary capacity allocation plan, 31950, 
36180 
Regulatory responsibilities allocation plan:, 21052 
American Stock Exchange LLC et al., 34759 
International Securities Exchange LLC et al., 
34762 
Securities: 
Suspension of trading— 
American Healthcare Providers, Inc., 38014 
Asthma Disease Management, Inc., 30154, 
36222 
eConnect, 14001 
Enterprises Solutions, Inc., 17548 
Lifekeepers International, Inc., 7078 
U.N. Dollars Corp., 14002 
Wellness Universe, Inc., 7581 
Transfer agents; registration, cancellation, etc.— 
Non-bank transfer agents, 1204 
Self-regulatory organizations: 
Clearing agency registration applications— 
MBS Clearing Corp., 16980 
Exchange registration applications— 
International Securities Exchange LLC, 
11388, 11401 
Options disclosure documents— 
OM London Exchange Ltd., 35679 
Self-regulatory organizations; proposed rule 
changes: 
American Stock Exchange LLC, 1205, 1206, 
3750, 6647, 6664, 8216, 8217, 9024, 
10134, 10571, 11618, 12599, 13350, 
15186, 15672, 16433, 16437, 17685, 
17934, 18395, 20235, 21223, 21224, 
24234, 26254, 30154, 30155, 33586, 
33598, 34236, 36182, 36183, 36850, 
36853, 36855, 37190, 38014, 38614, 
38615, 38616, 39210, 39211, 39454, 
39638, 39972 
Boston Stock Exchange, Inc., 4451, 17687, 
20497, 36856, 39215 
Chicago Board Options Exchange, Inc., 5921, 
6665, 6668, 7404, 10573, 10574, 11369, 
13799, 14330, 15398, 16676, 18397, 
19401, 24236, 24238, 30458, 32138, 
34238, 34239, 35149, 35679, 35683, 
36185, 36187, 36481, 37191, 37442, 
38617, 38618 
Chicago Stock Exchange, Inc., 2205, 3000, 
5006, 6425, 7581, 8220, 10575, 11351, 
11352, 11619, 11817, 11835, 12601, 


14002, 16440, 16442, 16443, 16444, 
16677, 20236, 24521, 26647, 26649, 
33383, 36857, 36859, 38015, 38620, 
39455, 40712 

Cincinnati Stock Exchange, Inc., 4455, 17323, 
20498 

Depository Trust Co., 1420, 2449, 5714, 12602, 
17688, 18399, 18400, 19802, 24242, 
25411, 25777, 31952, 36188, 37585 

Depository Trust Corp., 14003 

Emerging Markets Clearing Corp., 18401, 
19407, 25778 

European Securities Clearing Corp., 26255 

Government Securities Clearing Corp., 541, 
3509, 37586 

International Securities Clearing Corp., 311 

International Securities Exchange LLC, 11818, 
11820, 11822, 11823, 26256, 33614, 
34513, 34515, 35686, 35688 

MBS Clearing Corp., 7078, 25778, 39456 

Municipal Securities Rulemaking Board, 6427, 
6444, 6669, 13067, 15399, 15675, 18401, 
20237, 36189, 39639 

National Association of Securities Dealers, Inc., 
1208, 1210, 1211, 2207, 2656, 3510, 3513, 
3987, 4002, 4457, 4857, 5715, 6430, 7407, 
7418, 7582, 8461, 8753, 8768, 11353, 
11359, 12305, 12310, 13069, 14344, 
14638, 15401, 15678, 15933, 16981, 
16993, 18405, 18407, 19409, 19420, 
19421, 21225, 24523, 25411, 26256, 
26647, 30163, 30167, 30459, 30460, 
32140, 33384, 33602, 34240, 34518, 
35690, 35693, 36191, 36193, 36194, 
36198, 36202, 36222, 36482, 36484, 
36747, 36860, 37445, 37808, 39457, 
39640, 39642 

National Securities Clearing Corp., 311, 3514, 
19803, 25779, 30170, 33854, 36203, 
36204, 36205, 36749 

New York Stock Exchange, Inc., 312, 1212, 
1935, 3515, 4005, 4007, 6432, 6673, 8222, 
8223, 8465, 9025, 10137, 10139, 10577, 
12603, 12606, 13801, 16235, 17325, 
17326, 18412, 18415, 21227, 21230, 
24245, 25527, 26258, 30171, 30175, 
30464, 31199, 33396, 36222, 36488, 
37587, 39216, 39459, 39461, 39644 

New York Stock Exchange, Inc., et al., 11620 

Options Clearing Corp., 1421, 3515, 13351, 
16679, 17328, 31036, 36489, 36750, 37196 

Pacific Exchange, Inc., 1214, 4008, 5383, 6675, 
7584, 9026, 9027, 16235, 16680, 17329, 
17689, 17690, 21052, 25780, 30465, 
30654, 31200, 34764, 35150, 36206, 
36489, 36877 

Pacific Exchange, Inc., et al., 8224 

Philadelphia Stock Exchange, Inc., 153, 154, 
2215, 2216, 3517, 4010, 4633, 5922, 6434, 
6680, 6682, 8226, 8227, 11628, 11629, 
11826, 13351, 14005, 16445, 16683, 
18416, 20500, 20501, 20503, 24246, 
24248, 24528, 24529, 25782, 30666, 
31037, 31622, 33606, 34244, 34520, 
34521, 34765, 35152, 36209, 36492, 
36493, 36495, 36878, 36879, 38621, 39974 

Stock Clearing Corp. of Philadelphia, 2218, 
35413 

Applications, hearings, determinations, etc.: 

Aeroflex Inc., 16233 

AirTouch Communications, Inc., 5918 

Alexander Hamilton Life Insurance Co. of 
America et al., 18385 

Allianz Life Insurance Co. of North America 
et al., 30646 

American Heritage Life Investment Corp., 8752 
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American International Group, Inc., et al., 7899 

Ancor Communications, Inc., 15185 

Ark Funds, et al., 6423 

Armada Funds et al., 35145 

ASA Ltd., 11811 

Audiovox Corp., 31942 

Bankers Trust Co. et al., 15665 

BISYS Fund Services L.P. et al., 31023 

Boise Cascade Corp., 34510 

BriteSmile, Inc., 19944 

Cablevision Systems Corp., 10125 

Calamos Advisors Trust et al., 13344 

Canada Life Insurance Co. of America et al., 
16423 

Enzo Biochem, Inc., 3504 

E-Pawn.com.Inc., 38010 

E-SIM Ltd., 15185 

First Allmerica Financial Life Insurance Co. et 
al., 31029 

Franklin Capital Corp., 3747 

Golden American Life Insurance Co. et al., 
1189, 1192 

Great-West Life & Annuity Insurance Co. et 
al., 2446 

Harris & Harris Group, Inc., 11350 

Hartford Life Insurance Co. et al., 8455 

Ibbotson Associates, Inc., 3748 

IDS Life Insurance Co. et al., 143 

InterDigital Communications Corp., 26246 

Koger Equity, Inc., 16233 

Lincoln National Life Insurance Co. et al., 5380 

Manufacturers Life Insurance Co. of America 
et al., 19798 

Marshall Funds, Inc., et al., 25521 

Maxim Pharmaceuticals, Inc., 26646 

Morgan Stanley Capital Investors, L.P., et al., 
15667 

Mutual of America Life Insurance Co. et al., 
10125 

National Association of Securities Dealers, Inc., 
et al., 25401 

Nationwide Life Insurance Co. et al., 149 

NeoPharm, Inc., 24233 

NYFIX, Inc., 14636 

Pacific Life Insurance Co. et al., 2651 

Penn Mutual Life Insurance Co. et al., 20219 

Price Communications Corp., 10845 

Provident Mutual Life Insurance Co. et al., 1195 

Public utility holding company filings, 6419, 
7077, 8461, 9023, 10570, 11615, 12596, 
13065, 13349, 15023, 15024, 15030, 
15933, 16979, 18390, 20225, 21213, 
24233, 25010, 30650, 31632, 31943, 
34236, 35675, 36848, 37187, 38613, 
39447, 40708 

Reunion Industries, Inc., 36850 

Rio Algom Ltd., 38868 

Rogers Corp., 26646, 31948 

Safeguard Scientifics, Inc., 11616 

Scudder Global Fund, Inc., et al., 6420 

Seligman Portfolios, Inc., et al., 12299 

Southwestern Bell Telephone Co., 8753 

U.S.B. Holding Co., Inc., 16234 

UAM Funds, Inc., et al., 35406 

Unique Mobility, Inc., 14637 

Valley Forge Life Insurance Co. et al., 30651 

Van Wagoner Funds, Inc., et al., 20495 

WAMEX Holdings, Inc., 38010 

Warburg, Pincus Balanced Fund, Inc., et al., 
30141 

Westcoast Energy, Inc., 33591 

Westminster Capital, Inc., 10131 


Selective Service System 


PROPOSED RULES 
Semi-annual agenda, 23718 


NOTICES 
Agency information collection activities: 
Submission for OMB review; comment request, 
21053 
Security Classification Program; inquiries, 13802 


Sentencing Commission, United States 


See United States Sentencing Commission 


Small Business Administration 


RULES 
Business loans: 
Liquidation of collateral and sale of disaster 
assistance loans, 17132 
Loan loss reserve fund, 17439 
Small business size standards: 
8(a) business development/small disadvantaged 
business status determinations, 33249 
General building contractors, heavy 
construction, dredging and surface cleanup, 
special trade contractors, garbage and 
refuse collection, and refuse systems, 
37689 
Help Supply Services; $10 million in average 
annual receipts, 35810 
North American Industry Classification System, 
30836 


PROPOSED RULES 
Business loans: 
Liquidation of collateral and sale of disaster 
assistance loans, 1349 
Disaster loan program: 
Pre-Disaster Mitigation Loan Program, 37308 
Federal claims collection: 
Administrative wage garnishment; debt 
collection through offset, 39567 
Semi-annual agenda, 23720 
Small business investment companies: 
Types of consideration paid by small business 
excluded from cost of money limitations, 
38223 
Small business size standards: 
8(a) business development/small disadvantaged 
business status determinations, 12955 
Compliance with programs of other agencies, 
4176 
NOTICES 
Agency information collection activities: 
Proposed coilection; comment request, 5011, 
12311, 13803, 15032, 16995, 21233, 25014 
Submission for OMB review; comment request, 
3518, 3751, 17330, 33398, 33611, 34245, 
38017, 38868, 39217 
Disaster loan areas: 
Alabama, 17331, 21494 
Alaska, 12312 
California, 21495, 32140 
Connecticut, 4458, 32141 
Florida, 38869 
Georgia, 10588, 12312, 17331 
Hawaii, 21798 
Kansas, 32141 
Kentucky, 4295, 4458, 6684, 12313, 14006, 
14007, 37811 
Louisiana, 17331 
Massachusetts, 12313, 36751 
Mississippi, 3519 
Missouri, 34245 
New Hampshire, 12313, 36751 
New Jersey, 4458 
New Mexico, 34245, 39975 
New York, 38017 
New York et al., 4458, 8467, 30469 
North Carolina, 4459, 10588, 37811 
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Ohio, 12313, 15930, 30180 
Oklahoma. 36210 
Oregon, 8467 
Pennsylvania, 6436, 12313 
Rhode Island, 32141 
Tennessee, 38017 
Texas, 21495, 36751, 39462 
Washington, 4295, 8468, 12313, 20238 
West Virginia, 12313, 14007, 14639 
Wisconsin, 37812 
Interest rates; quarterly determinations, 19952 
Intergovernmental review of agency programs and 
activities, 21798 
License surrenders: 
Astar Capital Corp., 14639 
Business Achievement Corp., 313 
Capital Resource Co. of Connecticut, 35153 
RSC Financial Corp., 8228 
Meetings: 
National Advisory Council, 12314 
National Small Business Development Center 
Advisory Board, 3001, 33855 
Regional Fairness Boards— 
Heartland States, 21799 
Mid Atlantic States, 21799 
Rocky Mountain States, 21799 
South Atlantic States, 32141 
Western States, 12314 
Meetings; district and regional advisory councils: 
District of Columbia, 14640 
Florida, 15931, 33855 
Hawaii, 15931 
Maine, 12314 
Minnesota, 12314 
New York, 17694 
Rhode Island, 13352, 16236 
West Virginia, 21799 
Privacy Act: 
Systems of records, 1422, 4459 
Small business investment companies: 
Computation of alternative maximum annual 
cost of money; debenture rate, 20238 
Special limited revocable power of attorney; 
appointment, 1424 
Applications, hearings, determinations, etc.: 
EDF Ventures, L.P., 11361, 11362 
TD Javelin Capital Fund, LP, et al., 26868 
TD Origen Fund, L.P., et al., 26868, 31205 
Zero Stage Capital VI, LP, 26868 


Social Security Administration 


RULES 
Miscellaneous corrections, 16811 
Social security benefits: 
Federal old age, survivors, and disability 
insurance— 
Age; clarification as vocational factor, 17994 
Down syndrome in adults; medical criteria 
for determining disability, 31800 
Impairments; medical and other evidence and 
medical consultant definition, 34950 
Medical opinion evidence evaluation, | 1866 
Title II benefits under family maximum 
provisions; reduction in cases of dual 
entitlement, 38424 
Supplemental security income: 
Aged, blind, and disabled— 
Age; clarification as vocational factor, 17994 
Benefits for fugitive felons and probation and 
parole violators, 40492 
Impairments; medical and other evidence and 
medical consultant definition, 34950 
Medical opinion evidence evaluation, 1 1866 


PROPOSED RULES 


Grants and agreements with higher education 
institutions, hospitals, and non-profit and 
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Social 


commercial organizations; uniform 
administrative requirements, 24768 
Semi-annual agenda, 23732 
Social security benefits: 

Federal old age, survivors, and disability 

insurance— 
Administrative review process; prehearing 
and posthearing conferences, 38796 
Disability and blindness determinations; 
growth impairment listings, 37321 
Disability determinations, medical criteria; 
technical revisions, 6929 
Supplemental security income: 
Aged, blind, and disabled— 
Administrative review process; prehearing 
and posthearing conferences, 38796 
Disability and blindness determinations; 
growth impairment listings, 37321 
Testimony by agency employees and records 
production in legal proceedings, 30037 
NOTICES 
Agency information collection activities: 

Proposed collection; comment request, 156, 
6247, 6684, 10589, 11630, 13071, 16236, 
18418, 25413, 34523, 35154, 36497, 
37812, 38869, 40151 

Submission for OMB review; comment request, 
156, 6684, 10589, 16236, 18418, 25413, 
26869, 31205, 34523, 37812, 39462, 40151 

Disability determination procedures: 
Modifications testing— 
Disability claims process redesign prototype, 
36210 
Foreign insurance or pension systems: 
Bosnia and Herzegovina, 32141 
Grants and cooperative agreements; availability, 
etc.: 

Individuals with disabilities; community-based 
benefits planning, assistance, and outreach 
projects, 34768 

Organization, functions, and authority delegations: 

Deputy Commissioner for Finance, Assessment 
and Management, 2450 

Deputy Commissioner, Legislation and 
Congressional Affairs, 10846, 20239 

Deputy Commissioner Office, Operations, 
37813 

General Counsel Office, 39218 

Privacy Act: 
Computer matching programs, 16447 
Systems of records, 13803, 32142 
Social security acquiescence rulings: 

Akers v. HHS Secretary et al.; rescission of 
rulings, 20239 

Albright v. Commissioner of Social Security; 
effect of prior disability findings on 
subsequent claim adjudication, etc., 1936 

Haddock v. Apfel; use of vocational expert 
testimony and Dictionary of Occupational 
Titles, 38312 

Hickman v. Apfel; evidentiary requirements for 
determining medical equivalence to listed 
impairment, 25783 

Patterson v. Bowen; rescission of ruling, 18143 

Preslar v. Health and Human Services Secretary 
et al; rescission of rulings, 18144 

Social security rulings: 

Disability insurance benefits; claims filed under 
both Social Security Act and Americans 
with Disabilities Act, 1215 

Obesity evaluation, 31039 

Similar fault in providing of evidence; claims 
evaluation, 10140 


Southeastern Power Administration 


NOTICES 
Power rates: 
Jim Woodruff Project, 14557 
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Southwestern Power Administration 


NOTICES 
Power rates: 
Sam Raybum Dam Project, 39386 


Special Counse! Office 


PROPOSED RULES 
Semi-annual agenda, 23696 


NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 20504 
Privacy Act: 
Systems of records, 6436 
Senior Executive Service: 
Performance Review Board; membership, 5924 


Special Trustee for American Indians 
Office 


NOTICES 
Agency information collection activities: 
Submission for OMB review; comment request, 
19384 


State Department 


RULES 
Civil rights: 

Uniform administrative requirements for grants 
and agreements with institutions of higher 
education, hospitals, and other non-profit 
organizations, 14406 

Consular services; fee schedule 
Financing and accounting, passports, and visas, 
14211 
Exchange Visitor Program: 
Administrative processing fees, 20083 
CFR part removed, 352 
International Traffic in Arms regulations 

Commercial communications satellite 
components, systems, parts, accessories, 
etc.; exports, 34089 

Irish Peace Process Cultural and Training 
Program; establishment, 14764 
Nationality and passports: 
Passport application regulation; amendment, 
39288 
Visas; immigrant documentation: 
Visa classification tables; amendments, 20903 
Visas; nonimmigrant documentation: 

Irish Peace Process Cultural and Training 
Program, 14768 

Visa classification tables; amendments, 20903 


PROPOSED RULES 
Consular services; fee schedule, 13253 
Semi-annual agenda, 23084 


NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 13814, 
13815, 20505, 37447, 38623 
Submission for OMB review; comment request, 
1938, 5717, 12607, 13814, 16238, 20505, 
25414, 36751 
Arms Export Control Act: 
Determinations, 20239 
Export licenses; Congressional notifications, 
12608, 20505, 32145, 36752 
Art objects; importation for exhibition: 
1900: Art at the Crossroads, 18145, 26869 
Ancient Faces: Mummy Portraits from Roman 
Egypt, 1219, 4859 
Arms and Armor of 17th Century Virginia, 
24250 
Art and Oracle: Spirit Voices of Africa, 11104 


Art in Rome in the Eighteenth Century, 1939 
Chardin, 24722 
Culture and Continuity: The Jewish Journey, 
1939 
Distant Shores: The Odyssey of Rockwell Kent, 
34524 
Egyptian Treasures from the British Museum, 
34778 
FABERGE Collection and 1000 Years of 
Russian Craftsmanship, 24722 
Forgotten Friezes from the Castle of Velez 
Blanco, 17548 
Frida Kahlo, Diego Rivera, and Twentieth- 
Century Mexican Art: The Jacques and 
Natasha Gelman Collection, 25414 
Galleries for Cypriot Art, 16995 
Gallery for the Arts of Korea, 34778 
Gerrit Dou (1613-1675): Master Painter in the 
Age of Rembrandt, 12608 
Golden Years of Faberge: Objects and Drawings 
from the Wigstrom Workshop, 13071 
Imperial China: The Art of the Horse in 
Chinese History, 13352 
Impressionists at Argenteuil, 20506 
Kremlin Gold-1000 Years of Russian Gems and 
Jewels, 11362, 16996 
Masterpieces of Korean Ceramics from the 
Museum of Oriental Ceramics, Osaka, 
1219 
Michelangelo to Picasso: Master Drawings from 
the Collection of the Albertina, Vienna, 
15403 
Music in the Age of Confucius, 2668 
O'Keeffe on Paper, 13072 
Painting on Light: Drawings and Stained Glass 
in the Age of Durer and Holbein, 30180 
Painting Revolution: Kandinsky, Malevich and 
the Russian Avant Garde, 1939 
Raphael and His Circle: Drawings from 
Windsor Castle, 24723 
Renaissance Portrait in Northern Italy: The Art 
of Giovanni Battista Moroni, 5924 
Science Under Sail: Russia’s Great Voyages to 
America (1728-1867), 3751 
Spirits of the Water: Art from Alaska and 
British Columbia, 16684, 21495 
Topkapi Palace: Jewels and Treasures of the 
Sultans, 2668 
Treasures of the Last Empire, 2451 
Triumph of the Baroque: Architecture in Europe 
(1600-1750), 16996 
Van Gogh Portraits: Face to Face, 7902 
Van Gogh to Mondrian: Dutch Works on Paper, 
40715 
Committees; establishment, renewal, termination, 
etc.: 
Cultural Property Advisory Committee, 13352 
Defense Trade Advisory Group, 11827 
Historical Diplomatic Documentation Advisory 
Committee, 10142 
International Telecommunication Advisory 
Committee, 21054 
Environmental statements; availability, etc.: 
Dakota Gasification Co., Bismarck, ND; 
pipeline construction, operation, and 
maintenance, 14007 
Sumas, WA; pipeline construction for 
transportation of water across U.S.-Canada 
border, 39975 
Export-Import Bank Act of 1945; approvals and 
disapprovals; determinations, 21054 
Russia, 158 
Family support (maintenance) obligations 
enforcement; reciprocating countries; list, 
31953 
Foreign Assistance Act, etc.; determinations: 
Nonproliferation controls, 39219 
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Foreign Operations, Export Financing, and Related 
Programs Appropriations Act: 

Niger; assistance determination, 14332 

Gifts to Federal employees from foreign 

governments; list, 15936 

Grants and cooperative agreements; availability, 

etc.: 

Anti-Crime Training and Technical Assistance 
Program, 17694, 21054 

Armenia Connectivity 2000 Program, 21057 

Bosnia and Herzegovina Undergraduate 
Development Program, 542 

Civnet editorial services/information technology 
program, 34778 

College and University Affiliations Program, 
40152 

Cyprus; Bicommunal Support Program, 34782 

Fulbright Representative Offices, Russia and 
Ukraine; fiscal disbursing agent, 21058 

Fulbright Teacher Exchange Program, 2451, 
24723 

Grassroots Citizen Participation in Democracy, 
21061, 25785 

Great Lakes (Africa) Reconciliation Project: 
Justice and Journalism, 31044 

Hubert H. Humphrey Fellowship Program, 8228 

International Demand Reduction Program, 
38869 

International narcotics and law enforcement; 
International Demand Reduction Program, 
38017 

Israel-Arab Peace Partners Program, 37591 

Language and Culture Enrichment Program, 
5384 

Meio University, Okinawa, Japan; international 
convention and conference management 
curriculum development, 40157 

Partners in Education Program, 8231 

Romania; Civic Education Curriculum 
Development and Teacher Training 
Program, 33855 

Southeast Europe Youth Leadership Program, 
25970 

South Pacific Scholarship Program, 12608, 
15679 

Summer Institute for English-as-a-Foreign 
Language Administrators from 
Francophone and Lusophone Sub-Saharan 
Africa, 544 

U.S.-China Youth Exchange Initiative, 36213 

International Traffic in Arms regulations; statutory 

debarment, 13072 

Meetings: 

2000 International Telecommunication Union 
World Radiocommunication Conference; 
preparatory meeting, 6685 

Arms Control and Nonproliferation Advisory 
Board, 11362, 19804 

Cultural Property Advisory Committee, 6685, 
34785 

Eastern Europe and Independent States of 
Former Soviet Union Study Advisory 
Committee, 7902 

Fine Arts Committee, 14640 

Historical Diplomatic Documentation Advisory 
Committee, 13352, 37447 

International Communications and Information 
Policy Advisory Committee, 7093, 16448, 
19805, 26870, 33612 

International Economic Policy Advisory 
Committee, 9303, 19805 

International harmonization of chemical 
classification and labeling systems; 
progress, 19036 

International Law Advisory Committee, 14640 

International Telecommunication Advisory 
Committee, 4629, 6437, 24250, 26258, 
36753, 39976 


Labor Diplomacy Advisory Committee, 11104 
Overseas Schools Advisory Council, 31047 
Overseas Security Advisory Council, 3266, 
31369 
Private International Law Advisory Committee, 
5717, 8468 
Public Diplomacy, U.S. Advisory Commission, 
31048, 35414 
Shipping Coordinating Committee, 1651, 2669, 
7094, 9038, 16448, 21063, 31623, 33398, 
33858, 37814 
United Nations Environment Program; persistent 
organic pollutants; international agreement 
negotiations, 12611 
United States-Canada air quality agreement to 
address transboundary problem of ground- 
level ozone; preparations for negotiations 
on annex, 4012 
Universal Postal Union— 
Reform initiatives; briefing, 14008 
Missile technology proliferation activities; 
sanctions: 
North Korean and Iranian entities, 20239 
Munitions export licenses; suspension, revocation, 
etc.: 
China Nationa! Aero-Technology Import & 
Export Corp. et al., 2220 
Kazakhstani and Czech companies, 7902 
Organization, functions, and authority delegations: 
Assistant Secretary for Educational and Cultural 
Affairs et al., 31048 
Assistant Secretary for International 
Organization Affairs, 7903 
Director General of Foreign Service et al., 
11631 
Principal Deputy Assistant Secretary et al., 
16238 
Passport travel restrictions, U.S..: 
Iraq, 12611 
Presidential permits: 
Calexico/Mexicali II Port of Entry linking 
California and Baja California; conveyor 
belt, 35694 
Shrimp trawl fishing; sea turtle protection 
guidelines; certification, 25785 


State Justice Institute 


NOTICES 
Meetings; Sunshine Act, 8756, 24726 


Statistical Reporting Service 
See National Agricultural Statistics Service 


Substance Abuse and Mental Health 
Services Administration 


PROPOSED RULES 

Opiate addiction; opioid drugs in maintenance and 
detoxification treatment; office-based 
treatment; partial agonists treatment 
medications; use conditions, 25894 


NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 2187, 
2418, 4824, 4987, 5359, 6614, 6615, 
11066, 15164, 19791, 21779, 30424 
Submission for OMB review; comment request, 
12566, 15165, 15166, 18342, 21202, 
21464, 38293, 40676 
Federal agency urine drug testing; certified 
laboratories meeting minimum standards, list, 
500, 5650, 11794, 18342, 25350, 35380 
Federal workplace drug testing programs; 
mandatory guidelines: 
Custody and control form, 39155 
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Surface 


Grants and cooperative agreements; availability, 


ete: 

Community Youth Mental Health Promotion 
and Violence/Substance Abuse Prevention 
Partnership Program, 21780 

HIV Services Integration Planning, 33345 

Mental Health Services Center— 

Comprehensive Community Actions to 
Promote Youth Violence Prevention, 
11795 

Evaluation of Adult Mental Health Systems 
Change; Technical Assistance Center, 
8186 

Service Systems Change; Community Action 
Grants, 11331 

Substance Abuse Prevention Center— 

Centers for Application of Prevention 
Technologies, 11590 

Community Initiated Prevention Interventions, 
11334 

National Youth Substance Abuse Prevention 
Initiative, 11067 

Parenting and Family Strengthening 
Prevention Interventions; Dissemination 
of Innovations Initiative, 11336 

Substance Abuse Treatment Center— 

Community Action Expansion Program, 8184 

Community-Based Practice/Research 
Collaboratives Implementation Program, 
16401, 16403, 25494 

Co-Occurring Substance Abuse and Mental 
Health Disorders; Outpatient Treatment 
Models Evaluation, 11069 

National Center for Mentally Il] and 
Substance Abusing Youth and Adults 
Involved with Justice System, 31180 

Substance Abuse Treatment and HIV/AIDS 
Services; Targeted Capacity Expansion 
Program, 11071 

Targeted substance abuse treatment 
expansion, 2634, 12278 

Women with alcohol, drug abuse, and mental 
health disorders who have histories of 
violence, and their children, 14603 


Meetings: 


Grant programs technical assistance workshops, 
6615 

Mental Health Services Center National 
Advisory Council, 2636, 25352 

SAMHSA National Advisory Council, 1163, 
24498 

SAMHSA National Advisory Council et al., 
24497 

SAMHSA Special Emphasis Panels, 3730, 
19916, 26843, 26844, 39917 

Substance Abuse Prevention Cente; Drug 
Testing Advisory Board, 6388, 25352 

Substance Abuse Treatment Center National 
Advisory Council, 2637, 25352 

Women’s Services Advisory Committee, 15349, 
24498 


Privacy Act: 


Systems of records, 26622 


Senior Executive Service: 


Performance Review Board; membership, 1645 


Surface Mining Reclamation and 
Enforcement Office 


RULES 
Indian lands program: 


Surface coal mining and reclamation 
operations— 
Permit applications fees; CFR correction, 
39543 


Permanent program and abandoned mine land 


reclamation plan submissions: 
Alabama, 36328, 38724 
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Surface 


Arkansas, 2331 

Illinois, 18237 

Indiana, 1059, 34092, 35568 
Kentucky, 29949 

New Mexico, 18889 

Oklahoma, 34094 

Pennsylvania, 4882, 15553, 39289 
Virginia, 1063, 5781 

West Virginia, 10388, 26130 


PROPOSED RULES 
Abandoned mine land reclamation: 

Fee collection and coal production reporting; 

OSM-1 Form; electronic filing, 7706 
Permanent program and abandoned mine land 
reclamation plan submissions: 

Alabama, 24433 

Colorado, 36098 

Illinois, 7331 

Indiana, 11950, 12492 

Kentucky, 8327, 34625, 39319 

Maryland, 24897 

New Mexico, 36101, 36104 

North Dakota, 17211 

Oklahoma, 17213 

Utah, 2364 

West Virginia, 24158 

Surface coal mining and reclamation operations: 

Ownership and control of mining operations; 
definitions, permit requirements, 
enforcement actions, etc., 36097 

NOTICES 
Agency information collection activities: 

Proposed collection; comment request, 7881, 
13015, 17900, 20486, 30132, 35394, 39924 

Submission for OMB review; comment request, 
6623, 20202, 24980, 39178 

Environmental statements; availability, etc.: 

Fall Creek Falls State Park and Natural Area, 
TN; unsuitability for mining operations, 
11604, 15921, 39178 

Grants and cooperative agreements; availability, 
etc.: 

Kykotsmovi Sewer Lagoon, AZ; public facility 
project, 26851 

Watershed Cooperative Agreement Program, 
34730 

Arts and Appalachian Clean Streams 
Program, 9297 


Surface Transportation Board 


RULES 
Motor carriers: 
Motor passenger intra-corporate family 
transactions; class exemption, 8280 
Rail carriers: 
Carload Waybill Sample and public use file; 
confidentiality, 37710 
PROPOSED RULES 
Practice and procedure: 
Combinations and ownership— 
Major rail consolidation procedures, 18021 
Rail carriers: 
Carload waybill sample and public use file 
regulations; modification, 732 
Semi-annual agenda, 23962 
NOTICES 
Agreements under sections 5a and 5b; applications 
for approval, etc.: 
EC-MAC Motor Carriers Service Association, 
Inc., et al., 7099 
Household Goods Carriers Bureau Committee, 
8760, 15405 
National Motor Bus Traffic Association, Inc., 
7099 
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Environmental statements; availability, etc.: 
Skull Valley Band of Goshute Indians 
Reservation, UT; independent spent fuel 
storage installation, 39206 
Environmental statements; notice of intent: 
Dakota, Minnesota & Easter Railroad Corp., 
1946 
Household Goods Carriers Bureau Committee; rate 
bureau agreement, 7098 
Motor carriers: 
Control applications— 
Laidlaw Inc., 18426 
Stagecoach Holdings plc and Coach USA, 
Inc., et al., 16686 
Control exemptions— 
National Express Group plc et al., 40725 
RailAmerica, Inc., 2224 
Finance applications— 
Laidlaw Inc. et al., 26274 
Stagecoach Holdings plc and Coach USA, 
Inc., et al., 3530 
Tedesco Family ESB Trust, 14010 
National Classification Committee; agreement; 
methodologies for increasing shipper 
participation in classification process, 7098 
Rail carriers: 
Control exemptions— 
Wisconsin Central Transportation Corp., 
12316 
Cost of capital— 
Railroad industry’s 1999 decision, 37205 
Cost recovery procedures— 
Adjustment factor, 805, 15932, 39221 
Productivity adjustment, 4568 
Declaratory order petitions— 
Union Pacific Railroad Co., 37205 
North American railroad industry; major 
railroad consolidations and present and 
future structure; comment request, 4568 
Railroad revenue adequacy determinations; 
Class I railroads, 38025 
Waybill data; release for use, 7099 
Railroad operation, acquisition, construction, etc.: 
Burlington Northern & Santa Fe Railway Co., 
16241, 17341, 31058, 37456 
Canadian National Railway Co. et al., 318, 
7610, 12623 
Canadian Pacific Railway, 35695 
Capital Metropolitan Transportation Authority, 
17705 
Colorado Transportation Department, 18427 
Consolidated Rail Corp., 1226 
CSX Corp. et al., 319, 7414 
CSX Transportation, Inc., 31958, 39222 
EASX Corp. and Rail Services Corp., 38883 
Ellis County Rural Rail Transportation District, 
7612 
Entergy Arkansas and Entergy Rail, 25976 
Evansville Terminal Co., Inc., et al., 16455 
Georgia Southwestern Railroad, Inc., 33882 
Global Passenger Services, L.L.C., et al., 25037 
Grand Trunk Western Railroad Inc. et al., 19812 
Great Salt Lake & Southern Railroad Co., 
3005 
Hammond, Court, et al., 18428 
Heart of Georgia Railroad, Inc., 25976 
Illinois Central Railroad Co., 33612 
Illinois Indiana Development Co., LLC, 10148, 
24539 
Iowa Interstate Railroad, Ltd., et al., 40725 
Kansas City Southern Industries, Inc., et al., 
4016 
Laidlaw Inc. et al., 5392 
Maryland & Delaware Railroad Co., 9306 
Meridian Southem Railway, LLC, 17943 
Mississippi Rail Group, Inc., 11366 


Norfolk Southern Railway Co., 10149 

OmniTRAX, Inc., et al., 26658 

Penn-Jersey Rail Lines, Inc., 26275 

Pennsylvania Lines LLC, 6687 

Pioneer Railcorp, 16455 

Pittsburgh & Lake Erie Properties, Inc., 39468 

Port of Benton, Richland, WA, 39222 

R.j. Corman Railroad Co./Memphis Line, 2671 

South Orient Railroad Co., Ltd., 11632 

Union Pacific Railroad Co., 1672, 2671, 5724, 
17341, 39222 

Yreka Western Railroad Co., 9053 

Railroad services abandonment: 

Boston & Maine Corp., 10594, 31630 

Burlington Northern & Santa Fe Railway Co., 
30668 

Camas Prairie RailNet, Inc., 37598 

Central of Tennessee Railway & Navigation 
Co., Inc., 25038 

CSX Transportation, Inc., 21501, 34249, 37206 

Dallas Area Rapid Transit, 8232 

Gateway Western Railway Co., 21502 

Lake State Railway Co., 8760 

New Hampshire & Vermont Railroad Co., Inc., 
7916 

San Joaquin Valley Railroad Co., 21800 

Soo Line Railroad Co., 1673, 31631 

Union Pacific Railroad Co., 1226, 1947, 4570, 
14643, 20263, 20264, 21500, 21502, 35419 

Wisconsin Central Ltd., 37456 


Susquehanna River Basin Commission 


NOTICES 
Compliance Incentive Program, 35695 


Technology Administration 


NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 17858 
Committees; establishment, renewal, termination, 
etc.: 
National Medal of Technology Nomination 
Evaluation Committee, 4946 
Grants and cooperative agreements; availability, 
etc.: 
Technology Administration Fellows Program, 
5324 
Meetings: 
National Medal of Technology Nomination 
Evaluation Committee, 30092 


Tennessee Valley Authority 


RULES 


Freedom of Information Act; implementation, 
16513 


PROPOSED RULES 
Semi-annual agenda, 23754 
NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 158, 
17331, 25015 
Submission for OMB review; comment request, 
30667, 40160 
Committees; establishment, renewal, termination, 
etc.: 
Regional Resource Stewardship Council, 7094 
Environmental statements; availability, etc.: 
Greene County, TN; Nolichucky Dam and 
Reservoir; flood remediation, 1940 
Haywood County, TN; Greenfield Sites; electric 
generation for peaking and baseload 
capacity, 30469 
Rhea and Hamilton Counties, TN; tritium 
production for Energy Department, 26259 
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Environmental statements; notice of intent: 
Land Between the Lakes, TN and KY; public 
use plan; cancellation, 31624 
Meetings: 
Regional Resource Stewardship Council, 11362, 
25015, 36754 
Meetings; Sunshine Act, 4013, 8469, 16238, 
20506, 26870, 38020 
Reports and guidance documents; availability, etc.: 
Electric generating stations; routine 
maintenance, 35154 


Textile Agreements Implementation 
Committee 


See Committee for the Implementation of Textile 
Agreements 


Thrift Supervision Office 


RULES 
Consumer financial information; privacy 
requirements, 35162 
Operations: 
Government securities transfer and repurchase, 
16302 
Effective date, 30527 


PROPOSED RULES 

Consumer financial information; privacy 
requirements, 8770 

Federal Deposit Insurance Act: 

Customer information safeguard standards 
establishment; and safety and soundness 
standards Year 2000 guidelines rescission, 
39472 

Gramm-Leach-Bliley Act; implementation: 

Community Reinvestment Act (CRA)-related 
agreements; disclosure and reporting, 
31962 

Lending and investments: 
Responsible alternative mortgage lending, 17811 
Operations: 
Government securities transfer and repurchase, 
16350 
Risk-based capital: 
Recourse and direct credit substitutes, 12320 
NOTICES 
Agency information collection activities: 

Proposed collection; comment request, 2456, 
5724, 11108, 12318, 14341, 14342, 15042, 
16457, 21801, 26658, 35158, 40727 

Submission for OMB review; comment request, 
1229, 1431, 1432, 1433, 1434, 7923, 
24729, 35426 

Receiver appointments: 
Mutual Federal Savings Bank of Atlanta, 14342 


Toxic Substances and Disease 
Registry Agency 
See Agency for Toxic Substances and Disease 
Registry 


Trade Representative, Office of 
United States 


RULES 


Tariff-rate quota amount determinations: 
Lamb meat, 40049 


NOTICES 
African Growth and Opportunity Act; 
implementation: 
Sub-Saharan African countries; benefits 
eligibility criteria, 38021 
Bilateral free trade agreements: 
Hashemite Kingdom of Jordan, 37594 


Caribbean Basin Economic Recovery Act: 
Beneficiary countries; preferential treatment list, 
9038 
Free Trade Area of Americas: 
Electronic commerce; private sector experts 
identification, 10847 
Trade process negotiations; comment request, 
38872 
Generalized System of Preferences: 
Annual product and country eligibility practices 
review (1999)}— 
Petitions submission deadline and hearings 
schedule, 18418 
Bangladeshi products; duty-free treatment 
limitations, 38022 
Belarus; withdrawal of benefits; and country 
practices review; comments deadline, etc., 
7410, 11104 
Beneficiary developing countries; designation 
criteria— 
Sub-Saharan African countries, 33858 
Competitive need limitations; import statistics; 
comment request, 7586 
Copper wire bars from— 
Russia, 39463 
Nigeria; beneficiary developing country 
designation criteria, 25972, 26877 
Government-funded airport construction projects; 
list of countries denying fair market 
opportunities, 2665! 
Harmonized Tariff Schedule: 
Rectification, 16449 
Technical corrections, 13815 
Intellectual property rights protection, countries 
denying; identification, 26652 
Identification, 1424 
Meetings: 
Electronic Commerce Industry Functional 
Advisory Committee, 2453, 4860 
Industry Sector Advisory Committees— 
Services, 9039 
Small and Minority Business, 16450, 19037 
Trade and Environment Policy Advisory 
Committee, 15679 
Trade Policy and Negotiations Advisory 
Committee, 9039 
Nongovemmental organizations; trade policy 
advice, procedures for obtaining; comment 
request, 19423 
North American Free Trade Agreement (NAFTA): 
Harmonized Tariff Schedule; rules of origin; 
rectifications, 10590 
Reports and guidance documents; availability, etc.: 
Discrimination in foreign government 
procurement pursuant to Executive Order 
13116 (Title VII), 26652 
Trade expansion priorities pursuant to Executive 
Order 13116 (Super 301), 26262 
Senior Executive Service: 
Performance Review Board; membership, 8469 
Trade agreements; environmental review; 
Executive Order 13141 implementation; 
comment request, 8756 
Trade Policy Staff Committee: 
Softwood lumber practices in Canada and 
softwood lumber trade between United 
States and Canada; comment request, 
11363 
United States-Jordan Free Trade Agreement: 
environmental review, 39976 
Unfair trade practices, petitions, etc.: 
Canada; tourism and sport fishing, 7606 
Foreign country practices and foreign countries 
engaging in discriminatory government 
procurement practices; identification; 
comment request, 4860 
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Transportation 


United States-Caribbean Basin Trade Partnership 

Act; implementation: 

Caribbean Basin countries; benefits eligibility 
criteria, 38023 

World Trade Organization: 

Canada and U.S.; consultations regarding a 
measures treating export restraints as i 
subsidies, 35969 

Dispute settlement panel estabiishment 
requests— 

Argentina; patent and test data protection, 
36497 

Brazil; customs valuation regime, 36500 

Brazil; patent protection, 36498 

Dispute settlement roster of panel candidates; 
nominations, 15033 

India; motor vehicle sector; trade and 
investment, 37595 

Japan; hot-rolled steel products, 35970 

Korea; stainless steel plate in coils and 
stainless steel sheet and strip in coils; 
antidumping duties, 4861 

Pakistan; combed cotton yam; transitional 
safeguard measure, 34526 

Romania; minimum import prices use for 
customs valuation purposes, 36499 

European Communities— 

Banana importation, sale, and distribution 
regime, and meat and meat products 
measures, 

34786 

Tariff consultations, 34525 

Institutional improvements; civil society 
operations and outreach, transparency, ‘ 
36501 

Mandated multilateral trade negotiations on 
agriculture and services; future access 
negotiations on non-agricultural goods; 
comment request, 16450 

Philippines; ‘viotor Vehicle Development 
Program; tariff advantages, 37596 

Telecommunications trade agreements, 
compliance; comment request, 1220 

Trade Agreements Act, government 
procurement thresholds, 17332 


Transportation Department 


See Coast Guard 
See Federal Aviation Administration 
See Federal Highway Administration 
See Federal Motor Carrier Safety Administration 
See Federal Railroad Administration 
See Federal Transit Administration 
See Maritime Administration 
See National Highway Traffic Safety 
Administration 
See Office of Motor Carrier Safety 
See Research and Special Programs Administration 
See Saint Lawrence Seaway Development 
Corporation 
See Surface Transportation Board 
See Surface Transportation BoardReader Aids 
See Transportation Statistics Bureau 
RULES 
Air travel; nondiscrimination on basis of disability: 
Seating accommodations and collapsible electric 
wheelchair stowage; correction, 352 
Computer reservation systems, carrier-owned 
Expiration date extension, 16808 
Organization, functions, and authority delegations: 
Federal Motor Carrier Safety Adminisiration; 
establishment, 220 
Maritime Administrator, 34105 
Procedural regulations: 
Practice rules in proceedings, 6446 
Correction, 7418 
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Transportation 


Shipping traffic restrictions: 
North Korea; repeal, 38164 
Smoking aboard aircraft, 36772 
Uniform administrative requirements for grants 
and agreements with institutions of higher 
education, hospitals, and other non-profit 
organizations, 14406 
PROPOSED RULES 
Computer reservation systems, carrier-owned, 
11009 
Semi-annual agenda, 23092 
Surface transportation projects; credit assistance, 
34428 
Workplace drug and alcohol testing programs: 
Procedures; revisions— 
Electronic public discussion forum, 15118 
Meetings, 2573, 13261 
NOTICES 
Agency information collection activities: 
collection; comment request, 5386, 
10590, 20507, 31048, 31049 
Submission for OMB review; comment request, 
24530 
Air carriers: 
Passengers involved in aircraft accidents; plans 
to address family needs, 38623 
Aviation proceedings: 
Agreements filed; weekly receipts, 547, 4014, 
5387, 6247, 6686, 7412, 9304, 11364, 
16239, 20843, 25972, 25973, 30180, 
30181, 31624, 34527, 37197, 37597, 39977 
Certificates of public convenience and necessity 
and foreign air carrier permits; weekly 
applications, 4014, 5387, 6247, 7412, 
11364, 16240, 25973, 30181, 30182, 
37597, 39977 
Hearings, etc.— 
Ameristar Air Cargo, Inc., 5387 
Atlantic Coast Jet, Inc., 5387 
Cardinal Airlines, Inc., 5925 
Smokey Bay Air, Inc., 20507 
Spernak Airways, Inc., 8231 
Trans Borinquen Air, Inc., 24250 
Deepwater port licenses: 
Louisiana Offshore Oil Port, LLC (LOOP), 
37814 
Foreign air carriers: 
Passengers involved in aircraft accidents; plans 
to address family needs, 38624 
Global positioning system receivers; potential for 
interference from ultra-wideband devices; test 
plan; comment request, 38874 
Grants and cooperative agreements; availability, 
etc.: 
Transportation Equity Act for 21st Century— 
Transportation Infrastructure Finance and 
Innovation Act of 1998; eligible surface 
transportation projects; credit assistance, 
30182 
Meetings: 
Amtrak Reform Council, 1651 
Aviation, Marine, and Land Radionavigation 
Users Conference, 6437 
Minority Business Resource Center Advisory 
Committee, 14640, 17936 
Partnership Council, 9304, 34527 
Privacy Act: 
Systems of records, 19476 
Reports and guidance documents; availability, etc.: 
Federal Radionavigation Plan, 10142 
Secretarial determinations: 
Port-Au-Prince International Airport, Haiti; 
notification of effective security measures, 
7903 
Senior Executive Service: 
Performance Review Boards; membership, 
39463 
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Transportation Statistics Bureau 


NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 552, 553, 
554, 555, 5929, 19961 
Submission for OMB review; comment request, 
3531, 19962, 26275, 30189, 38317 
Grants and cooperative agreements; availability, 
etc.: 
Transportation Statistics Research Program, 
13819 
Meetings: 
Transportation Statistics Advisory Council, 
17000 
Motor carriers: 
Financial and operating information; public 
release of reports; exemption requests, 
12316, 37457, 39223 


Treasury Department 


See Alcohol, Tobacco and Firearms Bureau 
See Community Development Financial 
Institutions Fund 
See Comptroller of the Currency 
See Customs Service 
See Federal Law Enforcement Training Center 
See Fiscal Service 
See Foreign Assets Control Office 
See Internal Revenue Service 
See Public Debt Bureau 
See Secret Service 
See Thrift Supervision Office 
RULES 
Bank holding companies and change in bank 
control: 
Merchant banking investments, 16460 
Currency and foreign transactions; financial 
reporting and recordkeeping requirements: 
Bank Secrecy Act; implementation— 

Money transmitters and money order and 
traveler’s check issuers, sellers, and 
redeemers; suspicious transactions 
reporting requirement, 13683 

Financial subsidiaries: 
Comparable ratings requirement for national 
banks among second 50 largest insured 
banks, 15050 
Financial activities; determination procedures, 
14819 
Freedom of Information Act; implementation, 
40503 
Privacy Act; implementation, 2333 
Resoiution Funding Corporation operations, 12064 
PROPOSED RULES 
Practice before Internal Revenue Service, 30375 
Privacy Act; implementation 
Internal Revenue Service, 21165 
Semi-annual agenda, 23288 
NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 11366, 
17341, 19812, 19813, 37599, 37600, 
37601, 37602 
Submission for OMB review; comment request, 
162, 163, 806, 1229, 1426, 4631, 7100, 
7101, 8232, 10149, 10150, 10151, 10595, 
13076, 13414, 13415, 15035, 15036, 
15683, 15684, 16456, 16687, 16688, 
16689, 17001, 18146, 18147, 20264, 
21234, 21235, 21801, 24726, 24727, 
24729, 26244, 26275, 26276, 30475, 
31958, 31959, 33882, 33883, 33884, 
33885, 33886, 35156, 35157, 35420, 


36503, 36504, 37827, 38627, 38628, 
38884, 39223, 39224, 39469, 40163, 40726 
Bonds, Treasury: 
8 1/4 percent bonds (2000-2005); call for 
redemption, 3006 
Boycotts, international: 
Countries requiring cooperation; list, 17002 
Committees; establishment, renewal, termination, 
etc.: 
Customs Service Commercial Operations 
Advisory Committee, 31059 
International Child Labor Enforcement Advisory 
Committee, 11831 
Foreign portfolio investment holdings in United 
States; survey; reporting requirements, 2671 
Meetings: 
Community Adjustment and Investment 
Program Advisory Committee, 17549 
Customs Service Commercial Operations 
Advisory Committee, 2224, 21236 
Debt Management Advisory Committee, 1948, 
17943 
Intemational Child Labor Enforcement Advisory 
Committee, 15685 
International Financial Institution Advisory 
Commission, 3269 
Intemational Monetary Fund Advisory 
Committee, 3270, 37207 
Reports and guidance documents; availability, etc.: 
Mandatory subordinated debt; feasibility and 
appropriateness, 13077 
Senior Executive Service: 
Legal Division Performance Review Board; 
membership, 33612 


Truman, Harry S., Scholarship 
Foundation 


See Harry S. Truman Scholarship Foundation 


Twenty-First Century Workforce 
Commission 
NOTICES 


Hearings, 2457, 3537, 9306, 10596, 15406 
Meetings, 16242, 37466, 37467 


U.S. Trade Deficit Review 
Commission 


NOTICES 
Hearings, 7416, 19043 


Uniformed Services University of the 
Health Sciences 


NOTICES 
Meetings; Sunshine Act, 19880 


United States Institute of Peace 


NOTICES 
Grants and cooperative agreements; availability, 
etc.: 
Unsolicited grants— 
Fall competition program, 39982 
Spring competition program, 4632 
Meetings; Sunshine Act, 1674, 11834, 36508 


United States Sentencing Commission 


NOTICES 

Sentencing guidelines and policy statements for 
Federal courts, 2663, 6434, 7080, 26880, 
36880 
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Utah Reclamation Mitigation and 
Conservation Commission 


NOTICES 
Environmental statements; availability, etc.: 
Central Utah Project-— 
Diamond Fork System; action modifications, 
37831 


Veterans Affairs Department 


RULES 
Adjudication; pensions, compensation, 
dependency, etc.: 
Children suffering from spina bifida who are 
children of Vietnam veterans, 35280 
Dependency and indemnity compensation 
benefits for survivors of veterans rated 
totally disabled at time of death, 3388 
Dependent entitlement to monetary benefits; 
definition of child, 12116 
Eligibility reporting requirements, 16827 
Board of Veterans Appeals: 
Appeals regulations and rules of practice— 
Case docketing, 14471 
Medical benefits: 
Nursing home care of veterans in State homes; 
per diem payments, 962 
National Service Life Insurance: 
Premium payment; clarification, 7436 
Correction, 19658 


Organization, functions, and authority delegations: 


Board of Veterans Appeals; Office of Counsel 
to Chairman title change to Office of 
Senior Deputy Vice Chairman, 1544 

Vocational rehabilitation and education: 
Veterans education— 
Educational Assistance Test Program; 
increased allowances, 13693, 18151 
Flight courses for educational assistance 
programs; approval criteria, 12117 
Montgomery GI Bill-Active Duty; eligibility 
criteria, etc., 5785 
Montgomery GI Bill-Active Duty; modified 
eligibility criteria, 20745 
PROPOSED RULES 
Adjudication; pensions, compensation, 
dependency, etc.: 

Benefit claims decisions; review, 8329 

Claims based on tobacco product effects, 7807 

Individual bom with spina bifida whose 
biological father or mother is Vietnam 
veteran; criteria for monetary allowance, 
13254 

Proof of service; evidence certification, 39580 

Adult day health care of veterans in State homes; 
per diem payment mechanism, 39835 
Board of Veterans Appeals: 
Appeals regulations and rules of practice— 
Subpoenas; clarification, 7468 
National Service Life Insurance and Veterans 
Special Life Insurance: 
Term capped policies; cash value, 7467 


Outer burial receptacles; monetary allowances, 
20787 
Semi-annual agenda, 23386 
Vocational rehabilitation and education: 
Veterans education— 
Educational assistance programs; new criteria 
for approving courses, 4914 
Flight-training programs; information 
collection, 17477 
NOTICES 
Agency information collection activities: 
Proposed collection; comment request, 2458, 
2459, 2460, 4017, 7923, 12626, 12627, 
14648, 16243, 16244, 16245, 17005, 
17006, 18150, 19433, 19434, 25977, 
25978, 26661, 31209, 34531, 35159, 
35699, 36219, 37603, 38318, 38319, 
39231, 39647 
Submission for OMB review; comment request, 
1675, 5021, 5022, 6443, 7612, 7613, 7924, 
12317, 16246, 17705, 19435, 19436, 
19816, 20849, 31210, 35159, 35699, 
35700, 35701, 35702, 36220, 37604, 
37605, 39231, 39982 
Committees; establishment, renewal, termination, 
etc.: 
Minority Veterans Advisory Committee, 25430 
Special Medical Advisory Group, 16246 
Veterans Affairs Department Facilities 
Structural Safety Advisory Committee, 
35702 
Cost-of-living adjustments and headstone or 
marker allowance rate, 5930 
Grants and cooperative agreements; availability, 
etc.: 
Homeless Providers Grant and Per Diem 
Program, 7103, 19436 
Legal interpretations; General Counsel-precedent 
opinions: 
Veterans benefits under VA administered laws; 
summary, 6256, 33421 
Republication, 34531 
Means test thresholds; cost-of-living adjustments, 
Meetings: 
Cemeteries and Memorials Advisory 
Committee, 16246 
Education Advisory Committee, 14649 
Environmental Hazards Advisory Committee, 
39982 
Former Prisoners of War Advisory Committee, 
32150 
Medical Research Service Merit Review 
Committee, 12628 
Minority Veterans Advisory Committee, 17551, 
33887 
Prosthetics and Special-Disabilities Programs 
Advisory Committee, 21238 
Rehabilitation Advisory Committee, 36508 
Scientific Review and Evaluation Board for 
Health Services Research and Development 
Service, 5023, 12629 
Special Medical Advisory Group, 16247 
Veterans Affairs Department Facilities 
Structural Safety Advisory Committee, 
38885 
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Veterans Readjustment Advisory Committee, 
7417, 33888 
Voluntary Service National Advisory 
Committee, 20850 
Women Veterans Advisory Committee, 14649, 
36884 
Privacy Act: 
Computer matching programs, 13416, 25978 
Systems of records, 20850, 25531, 25534, 
25979, 31370, 33614, 37605 
Reports and guidance documents; availability, etc.: 
Special Medical Advisory Group; annual report, 
21238 


Veterans Employment and Training, 
Office of Assistant Secretary 


NOTICES 
Grants and cooperative agreements; availability, 
etc.: 
Homeless Veterans Reintegration Projects, 5898 
Job Training Partnership Act— 
Native American Competitive Grants, 13026 
Workforce Investment Programs, 24513 
Meetings: 
Veterans Employment and Training Advisory 
Committee, 31195 


Western Area Power Administration 


RULES 
Energy Planning and Management Program: 
Integrated resource planning approval criteria, 
16789 
NOTICES 
Environmental statements; availability, etc.: 
Energy Planning and Management Program, 
16389 
Environmental statements; notice of intent: 
Big Sandy Project, Mohave County, AZ, 20811 
Loveland Area Projects; post-2004 resource pool; 
allocation procedures, etc., 12987 
Power marketing plans: 
Sierra Nevada Customer Service Region; 2005 
Resource Pool, 35630, 36509 
Power rate adjustments: 
Boulder Canyon Project; firm power services 
base charge and rates, 12990 
Central Arizona Project, 33541 
Central Valley and California-Oregon 
Transmission Projects, 11569 
Loveland Area Projects, CO, 16588 
Pacific Northwest-Pacific Southwest Intertie 
Project, 36132 
Pick-Sloan Missouri Basin Program; Eastern 
Division, 16588 
Provo River Project, 11300 
Washoe Project, 16390 
Salt Lake City Area Integrated Projects; power 
allocation procedures and call for 
applications; post-2004 resource pool, 11303 
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GUIDE TO FREEDOM OF INFORMATION INDEXES 


Editorial Note: The Freedom of Information Act (5 U.S.C. 552) requires Government agencies to maintain and make 
available for inspection and copying current indexes that provide identifying information on certain matters issued, 
adopted, or promulgated after July 4, 1967. Public Law 93-502 (88 Stat. 1561) requires the publication (with exceptions) 
and distribution of these indexes quarterly. This guide has been compiled by the Office of the Federal Register from 


information submitted by agencies in order to notify the public of the availability of these indexes for sale or inspection. 
For Further Information Contact: 


Gary Posselt, Office of the Federal Register, National Archives and Records Administration, Washington, DC 20408 
202-523-5227 or 202-523-5228. 


Agency and subagency 
name 


Index title: period covered, brief de- 
scription of contents 


Order from; price; make checks pay- 
able to— 


For inspection, copying, or additional 
information contact 


Department of Defense, 
Office of the Secretary 


Department of Defense, 
Department of the Air 
Force 


Department of Defense, 
Department of the 
Army, Information Sys- 
tems Command, Army 
Publications Command 
and Printing Command 


Department of Education 
(ED), Office of the As- 
sistant Secretary for 
Legislation and Public 
Affairs 


Department of Energy, 
Bonneville Power Ad- 
ministration 


DoD Directives System Quarterly 
Index. Lists DoD Directives and 
DoD Instructions numerically and 
by subject matter; and includes 
final opinions, statements of policy, 
and administrative staff manuals 
that affect the public 


Numerical index of standard publica- 
tions (AFIND2). Lists regulations, 
manuals, and pamphlets together 
under each subject series; list vis- 
ual aids and recurring periodicals 
separately 

Numerical index of departmental 
forms (AFIND9). Lists forms nu- 
merically within each category, in- 
cluding accountable forms, forms 
requiring storage safeguards, and 
obsolete forms 


DA pamphlet 25-30 (Consolidated 
Index of Army Publications and 
Blank Forms) Jan. 1, 1997. Printed 
in microfiche and CD-ROM 
version. 


ED Index contains those records re- 
quired by Public Law 90-23 (Free- 
dom of Information Act). The index 
is a guide to ED policies, instruc- 
tion memoranda, organization 
function statements, guidelines, 
decisions and procedures not pub- 
lished in the Federal Register. 
Contains records originated since 
May 4, 1980; updated quarterly 

BPA Manual Index dated 1-25-89 (12 
pages). Policy, procedural, and di- 
rectives material indexed by sub- 
ject and BPA Manual chapter num- 
ber 


Subscription service is $13.00 annu- 


ally. Mail certified bank check or 
postal money order to the Director, 
Naval Publications and Printing 
Service, Eastern Division, Building 
4, Section D, 700 Robbins Avenue, 
Philadelphia, PA 19111 


National Technical Information Serv- 


ice, 5285 Port Royal Road, Spring- 
field, VA 22161. 


National Technical information Serv- 
ice, Order Preprocessing Section, 
5285 Port Royal Road, Springfield, 
VA 22161 


Freedom of Information Officer, De- 
partment of Education, Office of 
Legislation and Public Affairs, 400 
Maryland Ave., SW., Washington, 
DC 20202 


The public may review the index, ob- 
tain a copy of the index, without 
charge, or secure further informa- 
tion concerning the contents of the 
records listed by contacting Bonne- 
ville Power Administration’s Office 
of Media Relations, 905 NE. 11th 
Avenue, Portland, OR 97232, or 
the Washington, DC, Office, For- 
restal Building, Room 8G-033, 
1000 Independence Ave., SW., 
Washington, DC 20585 


For inspection and copying: Director 
for Freedom of Information and 
Security Review, OASD(PA), 
Washington, DC 20301 

Telephone 202-697-1171 

For additional information: OSD Fed- 
eral Register Liaison Officer, 
Washington Headquarters Serv- 
ices, Washington, DC 20301 

Telephone 202-697-4111 


Available on the World Wide Web at 
http://afpubs.hq.af.mil/elec-prod- 
ucts/. For additional information, 
contact the Director of Commu- 
nications and Information at your 
nearest Air Force installation 


Director, Army Publications and 
Printing Command, Hoffman Bldg., 
Alexandria, VA 22331-0302 


Office of Legislation and Public Af- 
fairs, Document Review Center, 
400 Maryland Ave., SW., Wash- 
ington, DC 20202 

Telephone 202-245-8907 or 202- 
472-3850 


Bonneville Power Administration of- 
fices listed in previous column or 
BPA Areas and Districts at the fol- 
lowing: 1500 NE. Irving, Portland, 
OR 97208; 201 Queen Anne Ave., 
N., Seattle, WA 98109; U.S. Cthse, 
West 920 Riverside Ave., Spo- 
kane, WA 99201; West 101 Poplar 
St., Walla Walla, WA 99362; U.S. 
Federal Bidg., 211 E. 7th Ave., Eu- 
gene, OR 97401; 800 Kensington, 
Missoula, MT 59801; U.S. Federal 
Bidg., 301 Yakima St., Wenatchee, 
WA 98807; 1650 Hollipark Dr., 
Idaho Falls, ID 83401; and 550 
West Fort Street, Boise, ID 83724 
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Agency and subagency 
name 


Index title: period covered, brief de- 
scription of conients 


Order from; price; make checks pay- 
able to— 


For inspection, copying, or additional 
information contact 


Department of Health 
and Human Services, 
Public Health Service, 
Centers for Disease 
Control (HHS/PHS/ 
CDC) 


Department of Health 
and Human Services, 
Public Health Service, 
Food and Drug Admin- 
istration (HHS/PHS/ 
FDA) 


CDC Freedom of Information Act 
(FOIA) Index contains those 
records required by the Freedom 
of Information Act (P.L. 90-23). 
This index provides identifying in- 
formation, by program and subject, 
for the public as to any matter 
issued, adopted, or promulgated 
after July 4, 1967, and not pub- 
lished in the Federal Register. 
Index is updated quarterly 


Analyst Operations Manual: Training 
information, instructions and proce- 
dures for new laboratory personnel 


Bio-research Monitoring Manual for 
Supervisory Investigators, NCTR 
Nonclinical: One-week course con- 
ducted by the National Center for 
Toxicological Research 

Center for Drugs and Biologics Staff 
Manual: Primarily concerned with 
the preparation and review of doc- 
uments within the Center for Drugs 
and Biologics 

Center for Food Safety and Applied 
Nutrition Daily Operating Guide: 
Primarily concerned with the prep- 
aration and review of documents 
within the Center for Food Safety 
and Applied Nutrition 

Center for Veterinary Medicine Policy 
and Procedures Manual: Primarily 
concerned with the preparation 
and review of documents within 
the Center for Veterinary Medicine 

Compliance Policy Guides: State- 
ments of FDA compliance policy, 
including those statements which 
contain regulatory action guidance 
information 


Compliance Program Guidance Man- 
ual: Programs, plans and instruc- 
tions directed to FDA field oper- 
ations for Program Management 
System (PMS) project implementa- 
tion 


Drug Autoanalysis Manual: A manual 
of automated methods which pro- 
vides content uniformity test speci- 
fications in USP XVII and NF XiIl. 
Provides assurance of homo- 
geneity within a single lot for a 
safe and effective drug supply. 
Specifications are for all table 
monographs where the active in- 
gredient is present in low quan- 
tities (usually 50 mg. or less) 

EDRO Data Codes Manual: Com- 
puter code information for program 
management system projects used 
for reporting project information 
into the Program Oriented Data 
System (PODS) 


Public Inquiries, Communications 
and Management Analysis Office, 
Centers for Disease Control, At- 
lanta, GA 30333. 


National Technical Information Serv- 
ice, U.S. Department of Com- 
merce, 5285 Port Royal Rd., 
Springfield, VA 22161. Accession 
#PB85-211639: $46.50 for paper 
copy, $6.50 for microfiche 


Food and Drug Administration, Free- 
dom of Information Staff, HFI-35, 
5600 Fishers Lane, Rockville, MD 
20857. Cost: $41.00. Payable to 
the Food and Drug Administration 

Food and Drug Administration, Free- 
dom of Information Staff, HFI-35, 
5600 Fishers Lane, Rockville, MD 
20857. Cost: $96.00. Payable to 
the Food and Drug Administration 

Food and Drug Administration, Free- 
dom of Information Staff, HFI-35, 
5600 Fishers Lane, Rockville, MD 
20857. Cost: $33.00. Payable to 
the Food and Drug Administration 


Food and Drug Administration, Free- 
dom of Information Staff, HFI-35, 
5600 Fishers Lane, Rockville, MD 
20857. Cost: $42.70. Payable to 
the Food and Drug Administration 

National Technical Information Serv- 
ice, U.S. Department of Com- 
merce, 5285 Port Royal Rd., 
Springfield, VA 22161. Manual ac- 
cession #PB88-915499, $109.95; 
subscription accession #PB88— 
915400, $135.00 

National Technical Information Serv- 
ice, U.S. Department of Com- 
merce, 5285 Port Royal Rad., 
Springfield, VA 22161. Entire man- 
ual accession #PB89-920499, 
$157.95; subscription accession 
#PB89-920-400, $425.00 

Food and Drug Administration, Free- 
dom of Information Staff, HFI-35, 
5600 Fishers Lane, Rockville, MD 
20857. Cost: $56.00. Payable to 
the Food and Drug Administration 


Food and Drug Administration, Free- 
dom of Information Staff, HFI-35, 
5600 Fishers Lane, Rockville, MD 
20857. Cost: $100.00. Payable to 
the Food and Drug Administration 


Public Inquiries, Communications 
and Management Analysis Office, 
Centers for Disease Control, At- 
lanta, GA 30333 


Food and Drug Administration, Free- 
dom of Information Staff, HF!-35, 
5600 Fishers Lane, Rockville, MD 
20857 (FDA/FOIS/HFI-35) 
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Agency and subagency 
name 


Index title: period covered, brief de- 
scription of contents 


Order from; price; make checks pay- 
able to— 


For inspection, copying, or additional 
information contact 


Field Management Directives: FDA 
field policy in the areas of oper- 
ations management, planning and 
budget, program management 


Inspection Operations Manual: 
Standard operating inspectional 
and investigational procedures ana 
instructions used by FDA Inves- 
tigational personnel 


Inspector Training Manual: Basic 
training manual for food and drug 
inspectors and inspection tech- 
niques 


Inspectors Manual for State Food 
and Drug Officials: Two-part man- 
ual—Part (1): operations section 
contains inspectional and inves- 
tigational procedures, Part (2): pro- 
gram section outlines the specific 
recommended inspectional proce- 
dures applicable to a_ particular 
problem area, commodity or regu- 
lated industry. Similar in content to 
the Inspection Operations Manual, 
except for FDA administrative pro- 
cedures which are not relevant to 
State Food and Drug Officials 

Inspector's Technical Guide: Tech- 
nical information for FDA inspec- 
tors, not previously available on a 
broad scale 


Pesticide Analytical Manual: Proce- 
dures and methods used in FDA 
laboratories for surveillance of the 
extent and significance of contami- 
nation of man and his environment 
by pesticides and their metabolites 


Quantity of Contents Compendium: 
Contains information used to 
measure acceptance levels of 
shrinkage in food containers. Di- 
vided into two parts—(1) proce- 
dures for measuring _ fill-of-con- 
tainer, statistical evaluation accept- 
able common or usual declaration 
of quantity of contents; (2) informa- 
tion on sampling where special 
techniques are required 

Regulatory Procedures Manual: 
Guidance on regulatory policy and 
support processing procedures 


Staff Manual Guides—Organization 
and Delegations: Directives issued 
by FDA to establish policy, organi- 
zation, procedures or responsibil- 
ities in the administrative area 

Supervisory Investigators Guide: 
Guidelines to assist supervisory in- 
spectors in managing investiga- 
tional groups 


Food and Drug Administration, Free- 
dom of Information Staff, HFI-35, 
5600 Fishers Lane, Rockville, MD 
20857. Cost: $35.00. Payable to 
the Food and Drug Administration 

National Technical !nformation Serv- 
ice, U.S. Department of Com- 
merce, 5285 Port Royal Rd., 
Springfield, VA 22161. Manual ac- 
cession #PB88-913399, $55.95; 
subscription accession #PB88- 
913300, $65.00 

Food and Drug Administration, Free- 
dom of Information Staff, HFI-35, 
5600 Fishers Lane, Rockville, MD 
20857. Cost: $24.00. Payable to 
the Food and Drug Administration 

Food and Drug Administration, Free- 
dom of Information Staff, HFI-35, 
5600 Fishers Lane, Rockville, MD 
20857. Cost: $71.00. Payable to 
the Food and Drug Administration 


Food and Drug Administration, Free- 
dom of Information Staff, HFI-35, 
5600 Fishers Lane, Rockville, MD 
20857. Cost: $18.00. Payable to 
the Food and Drug Administration 

National Technical Information Serv- 
ice, U.S. Department of Com- 
merce, 5285 Port Royal Rad., 
Springfield, VA 22161. Volume I— 
Accession #PB88-911799, $62.95. 
Voiume_  il—Accession #PB88- 
911999, $193.95. Entire Manual 
Accession #PB86-911799, $230.00 

Food and Drug Administration, Free- 
dom of Information Staff, HFI-35, 
5600 Fishers Lane, Rockville, MD 
20857. Cost: $18.60. Payable to 
the Food and Drug Administration 


Food and Drug Administration, Free- 
dom of Information Staff, HFI-35, 
5600 Fishers Lane, Rockville, MD 
20857. Cost: $142.80. Payable to 
the Food and Drug Administration 

Food and Drug Administration, Free- 
dom of Information Staff, HFI-35, 
5600 Fishers Lane, Rockville, MD 
20857. Cost: $259.00. Payable to 
the Food and Drug Administration 

Food and Drug Administration, Free- 
dom of Information Staff, HFI-35, 
5600 Fishers Lane, Rockville, MD 
20857. Cost: $9.00. Payable to the 
Food and Drug Administration 
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Agency and subagency 
name 


Index title: period covered, brief de- 
scription of contents 


Order from; price; make checks pay- 
able to— 


For inspection, copying, or additional 
information contact 


Department of Health 
and Human Services, 
Public Health Service, 
Health Services Ad- 
ministration (HHS/PHS/ 
HSA) 


Department of the Inte- 
rior, Office of the Sec- 
retary 


Index to Administrative Staff Manu- 
als: Current listing of all staff 
manuals with indexes and/or table 
of contents 


HSA Freedom of Information Act 
(FOIA) Index: Mar. 1975 to June 
30, 1982. The HSA, FOIA index is 
a compilation of supplements to 
the departmental manual system, 
program level operations manuals, 
circulars, memoranda, notices and 
guides used by the components of 
HSA. All information included in 
this index is current as of June 30, 
1982. The respective bureau level 
indexes are listed as follows: OA— 
OFFICE OF THE ADMINISTRATOR: 
OCPA—Public Affairs Manage- 
ment System Manual; OPEL—HSA 
forward plan, fiscal year 1979-83; 
OM/OCG—HSA procurement oper- 
ating instructions; OM/OMP—HSA 
transmittal notices for supplements 
to HHS manuals; HSA Circulars; 
OM/OFS—policy decisions, proce- 
dures, and opinion. BMS—BuREAU 
OF MEDICAL SERVICES: Division of 
Hospitals and Clinics Operations 
Manual; BMS supplements to HHS 
manuals; Manual of Operations for 
PHS Health Unit, DFEH, BMS; 
BMS circulars; Contract Physi- 
cian’s Guide. IHS—INDIAN HEALTH 
SERVICES: IHS circulars; IHS sup- 
plements to HHS manuals; IHS 
Operations Manual; General Coun- 
sel opinions; policy and procedural 
manual and circulars. BCHS—Bvu- 
REAU OF COMMUNITY HEALTH SERV- 
ICES: BCHS administrative guide 
system; BCHS Operations Manual; 
Emergency Medical Service Sys- 
tems Program Guidelines; BCHS 
Regional Memorandum _ Series. 
BHPDS—BUREAU OF HEALTH PER- 
SONNEL DEVELOPMENT AND SERV- 
ICE: BHPDS supplements to the 
HHS manuals; BHPDS operations 
manuals which include memo- 
randa, guidelines, handbooks and 
procedures 


Departmental Manual Table of Con- 
tents, Checklist, and Subject Index 
dated May 31, 1989. Index of di- 
rectives containing descriptions of 
central and field organizations of 
the Department, delegations of au- 
thority, internal policies, guidelines, 
procedures, and other administra- 
tive matters. 

Checklist and Subject Index of De- 
partmental Manual Additions to the 
FPM dated June 3, 1988. index of 
Departmental personnel manage- 
ment directives. 

Listing of Secretary’s Orders which 
are considered in effect with re- 
spect to current operations of the 
Department 

Internet address: http://elips.doi.gov 


Food and Drug Administration, Free- 
dom of Information Staff, HFI-35, 
5600 Fishers Lane, Rockville, MD 
20857. Cost: $29.00 Payable to 
the Food and Drug Administration 


Office of Communications and Public 
Affairs,  HHS/PHS/HSA, Room 
14A-39, 5600 Fishers Lane, Rock- 
ville, MD 20857. Checks payable 
to HHS/Public Health Service. Mail 
to HSA Collection Officer, HHS/ 
PHS/HSA, Room 16-36, 5600 
Fishers Lane, Rockville, MD 
20857. Fees charged for research 
and reproduction of information are 
based upon the current depart- 
mental fee schedule for information 
under the FO! regulations (45 CFR 
part 5 subpart E) 


Office of Planning and Performance 
Management, U.S. Department of 
the Interior, Washington, DC 
20240 

One copy only, no charge 

Telephone 202-208-3059 


Office of Personnel, U.S. Department 
of the Interior, Washington, DC 
20240 

One copy only, no charge 


Office of Planning and Performance 
Management, U.S. Department of 
the Interior, Washington, DC 
20240 

One copy only, no charge 

Telephone 202-208-3059 


Office of Communications and Public 
Affairs, _HHS/PHS/HSA, Room 
14A-39, 5600 Fishers Lane, Rock- 
ville, MD 20857 
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Agency and subagency 
name 


Index title: period covered, brief de- 
scription of contents 


Order from; price; make checks pay- 
able to— 


For inspection, copying, or additional 
information contact 


Department of the Inte- 
rior, Office of Acquisi- 
tion and Property Man- 
agement 


Department of the Inte- 
rior, Office of Aircraft 
Services 


Department of the Inte- 
rior, Bureau of Indian 
Affairs 


Department of the Inte- 
rior, Bureau of Land 
Management 


Department of the Inte- 
rior, Bureau of Mines 


Department of the Inte- 
rior, Bureau of Rec- 
lamation 


Department of the Inte- 
rior, U.S. Geological 
Survey 


Departmental Manual Additions to 
the Federal Acquisition Regulation 
(FAR) 


400 DM - Departmental Manual Addi- 
tion to the Interior Property Man- 
agement Regulations (IPMR) 


OAS Operational Procedures Memo- 
randum No. 99-1, dated Jan. 1, 
1999. Subject: Index of Depart- 
mental Manual (Aviation Manage- 
ment) and Operational Procedures 
Memoranda Information. 


Bureau of Indian Affairs Index dated 
Aug. 31, 1992 
1993 BIAM Releases 
1993 BiAM Bulletins 
1994 BIAM Releases 
1994 BIAM Bulletins 
1995 BIAM Releases 
1995 BIAM Bulletins 


Instruction Memorandums, FY-98 to 
FY-2000 
Information Bulletins, FY-98 to FY- 


Director's Office Instruction Memo- 
randums, FY-98 to FY-2000 

Director's Office Instruction Bulletins, 
FY-98 to FY-2000 

Manuals Issued Oct. 
Dec. 12, 1999 

Handbooks Issued Oct. 10, 1996 to 
Dec. 12, 1999 

Instruction Memorandums are tem- 
porary issuances containing new 
Bureau policy. Information Bulletins 
are temporary issuances con- 
taining informational material. 
Manuals and Handbooks are per- 
manent issuances containing Bu- 
reau policy and procedures. 


10, 1996 to 


Bureau of Mines Manual - Subiect 
Index 


Numeric and subject listing of inter- 
nal policies and procedures by se- 
ries, part, chapter, paragraph, and 
subordinate paragraph 

Reclamation Manual Index dated 
Aug. 30, 1999. 


Table of Contents, Checklist, and 
Subject Index relating to the U.S. 
Geological Survey Manual 


Office of Acquisition and Property 
Management, Department of the 
Interior, 1849 C Street, NW., Room 
5512, Washington, DC 20240 


Office of Acquisition and Property 
Management, Department of the 
Interior, 1849 C Street, NW., Room 
5512, Washington, DC 20240 


Office of Aircraft Services 


2350 West Robinson Road 
P.O. Box 15428 
Boise, ID 83715-5428. 


Bureau of Indian Affairs 

Division of Management Support 
Code 850, MS 351 

1951 Constitution Ave., NW. 
Washington, DC 20245 

First copy no charge 


Available at not cost from the Bu- 
reau’s Internet site at: 

http://www.bim.gov/nhp/efoia/wo/ 
woerr.html 

Paper copies available at 13 cents 
per page from: 

Department of the Interior, Bureau of 
Land Management, 1849 C Street, 
NW., Mail Stop 750LS, Wash- 
ington, DC 20240 

Make checks payable to the Bureau 
of Land Management. 


In accordance with fee schedule in 
43 CFR 2, Appendix A 


Bureau of Mines 


Bureau of Reclamation, Property & 
Office Services, D-7924, Denver 
Federal Center, P.O. Box 25007, 
Denver CO 80225-0007 

No charge. 


Dire -tives Officer, U.S. Geological 
Survey, 807 National Center, Res- 
ton, VA 20192 

No charge 


Office of Acquisition and Property 
Management, Department of the 
Interior, 1849 C Street, NW., Room 
5512, Washington, DC 20240 

Telephone 202-208-3348 

Office of Acquisition and Property 
Management, Department of the 
Interior, 1849 C Street, NW., Room 
5512, Washington, DC 20240 

Telephone 202-208-6649 


Office of Aircraft Services 
FOIA Officer 

P.O. Box 15428 

Boise, ID 83715-5428 


Tele: (208) 387-5750 

Fax: (208) 387-5830 

Bureau of Indian Affairs 

Division of Management Support 
Code 850, MS 351 

1951 Constitution Ave., NW. 
Washington, DC 20245 
Telephone 202-208-2977 


Department of the Interior; Bureau of 
Land Management; Directives, 
Records, and Internet Group; 1839 
C Street, NW.; Mail Stop 750LS; 
Washington, DC 20240 

Telephone: 202-452-5193 

Facsimile: 202-452-0395 

E-mail: 

Directives Washington@bim.gov 


Elizabeth Knorr, Chief, Branch of 
Management Analysis, 810 7th 
Street, NW., MS-2193, Wash- 
ington, DC 20241 

Telephone 202-501-9248 


Bureau of Reclamation, Property & 
Office Services, D-7924, Denver 
Federal Center, Sixth Avenue & 
Kipling, Denver, CO 80225 

Telephone 303-445-2048 

Internet address: www.usbr.gov/ 
recman/rm-index.htm 


Directives Officer, U.S. Geological 
Survey; 807 National Center, Res- 
ton, VA 20192 

Telephone 703-648-7313 
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Agency and subagency 
name 


Index title: period covered, brief de- 
scription of contents 


Order from; price; make checks pay- 
able to— 


For inspection, copying, or additional 
information contact 


Department of the Inte- 
rior, Fish and Wildlife 
Service 


Department of the Inte- 
rior, Minerals Manage- 
ment Service 


Department of the Inte- 
rior, National Park 
Service 


Department of the Inte- 
rior, National Park 
Service, Administrative 
Program Center 


Department of the Inte- 
rior, National Park 
Service, Office of Pol- 
icy 


Department of the Inte- 
rior, Office of Hearings 
and Appeals 


001 FW 1 - Table of Contents 

001 FW 2 - Checklist 

Lists all manual chapters of the Fish 
and Wildlife Service 

010 FW 1, Appendixes 1-3 

Lists all National Policy Issuances, 
specialized directives, and author- 
ized handbooks of the Fish and 
Wildlife Service. 

012 FW 1, Appendix 1 

Lists all orders issued by the Direc- 
tor, Fish and Wildlife Service. 


Table of Contents and Checklist to 
Basic Minerals Management Serv- 
ice Manual. Listed numerically by 
part, series, chapter, release num- 
ber, date, and pages. 

Index of Director’s appeal decisions 


Checklist of the NPS Guidelines and 
Directives Dated Jan. 1, 1993 


Electronic Director Orders/Proce- 


dures 


Listing of Director's orders, hand- 
books, reference manuals, and 
other documents that guide em- 
ployees in managing parks/pro- 
grams administered by the NPS. 
List of guidelines, special direc- 
tives, and staff directives still in ef- 
fect. 


Index-Digest. Index of synopses for 
ali decisions decided by Office of 
Hearings and Appeals Boards of 
Appeal and published Solicitor’s 
decisions under specific topical 
headings. Useful in researching 
legal holdings of Department of the 
Interior. Published quarterly, annu- 
ally and on 5-year basis. 


Indian Citator. Index of authorities 
cited in decisions of the Interior 
Board of Indian Appeals (IBIA). Ini- 
tial publication covers volumes 1- 
15 of IBIA decisions. Updated an- 
nually. 


Division of Policy and Directives 
Management 

Fish and Wildlife Service 

1849 C Street, NW. 

Mail Stop - 224 Ari. Sq. 

Washington, D.C. 20240 

No charge 


In accordance with fee schedule in 
43 CFR 2, Appendix A 


In accordance with fee schedule in 
43 CFR 2, Appendix A 


U. S. Dept. of the Interior, National 
Park Service, P.O. Box 37127, 
Washington, DC 20013-7127 Attn: 
Management Services Division 

No charge 


No charge 


Chief, Office of Policy, MS 2414, 
Main Interior Building, Washington, 
DC 20240. Telephone 202-208- 
7456. 


Editorial Branch, Office of Hearings & 
Appeals, 4015 Wilson Blvd. Arling- 
ton, VA 22203. Telephone 703— 
235-3791 


Price: $495.00 annually for quarterly 
issues and bound cumulative issue 
at end of calendar year. Checks 
made payable to “Department of 
the Interior.” 


Price for photocopies as prescribed 
in Department fee schedule for 
Freedom of Information Act infor- 
mation (43 CFR Part 2, Appendix 
A). Checks made payable to “De- 
partment of the Interior.” 


Price on Quinquennial issue is set by 
Government Printing Office and 
available from that agency. 

Administrative Division Subscription 
Service, Office of Hearings & Ap- 
peals, 4015 Wilson Bivd., Arling- 
ton, VA 22203. 

Telephone 703-235-3799 

Price: $40.00 for Citator. Checks 
made payable to: Department of 
the Interior. 


Division of Policy and Directives 
Management 

Fish and Wildlife Service 

4401 N. Fairfax Drive 

Room 224 

Arlington, VA 22203 

703-358-1730 

Email Address: 

Hope__Grey@mail.fws.gov 


Chief, Strategic Direction and Coordi- 
nation Branch, 381 Elden Street, 
MS-2200, Herndon, VA 20170- 
4817 

Telephone 703-787-1258 

Chief, Appeals Division, Office of 
Policy and Management Improve- 
ment, 1849 C St., NW., MS-9110, 
Washington, DC 20240, Telephone 
202-208-2437 


U. S. Dept. of the Interior, National 
Park Service, P.O. Box 37127, 
Washington, DC 20013-7127 Attn: 
Management Services Division 

Telephone 262-523-5043 


http://www.nps.gov/refdesk/ 
Refdesk.htm 


Chief, Office of Policy, MS 2414, 
Main Interior Building, Washington, 
DC 20240. Telephone 202-208- 
7456. 


http://www.nps.gov/refdesk/ 
policie.html 


Editorial Branch, Office of Hearings 
and Appeals, 4015 Wilson Blvd. 
Arlington, VA 22203. Telephone 
703-235-3791 


Administrative Division Subscription 
Service, Office of Hearings & Ap- 
peals, 4015 Wilson Blvd., Arling- 
ton, VA 22203. 

Telephone 703-235-3799 
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Agency and subagency 
name 


Index title: period covered, brief de- 
scription of contents 


Order from; price; make checks pay- 
able to— 


For inspection, copying, or additional 
information contact 


Department of the Inte- 
rior, Office of Inspector 
General 


Department of the Inte- 
rior, Office of Surface 
Mining 


Department of Labor 


Legal Services Corpora- 
tion 


Department of Transpor- 
tation, Federal High- 
way Administration 
(FHWA) 


Administrative Manual. Index related 
to administrative policies, proce- 
dures and standards as contained 
in the Administrative Manual 


Inspector General Manual 
Dec. 17, 1992. 

Numeric and subject listing of inter- 
nal policies and procedures by vol- 
ume, chapter, section, and sub- 
section 


Listing of Directives which are con- 
sidered in effect with respect to 
current operations of the Bureau. 
Historical listing of Directives not 


Index, 


currently in effect. Internet ad- 
dress: http://www.osmre.gov/ 
directiv.htm 


Department of Labor Freedom of In- 
formation Act Index Overview and 
Guide to DOL agencies and sub- 
agencies with information on how 
to obtain more detailed indexes to 
records maintained by each sub- 
agency; includes cross-reference 
to agencies by siatute or executive 
order; 28 pages 


LSC Index lists decisions, opinions, 
statements of policy, manuals, and 
other records of generai interest to 
members of the public in under- 
standing the activities of the Cor- 
poration. The index contains 
records from 1975 to date. 

Cease and Desist and Driver Dis- 
qualification Final Orders by the 
Federal Highway Administrator: 
1969-1984; listing of cease and 
desist and driver disqualification 
final orders of the Federal Highway 
Administrator; items listed are 
identified by case docket number, 
name of carrier and date notice of 
investigation was mailed 

Opinions and Final Orders of the 
FHWA in Regard to the Regulation 
of Toll Bridges: 1968-1984 listing 
of opinions and final orders regard- 
ing regulation of toll bridges issued 
by the Federal Highway Adminis- 
trator, which identifies the case 
and the date issued 


Administrative Division, Office of 
Hearings & Appeals, 4015 Wilson 
Bivd., Arlington, VA 22203. 


Price for photocopies as prescribed 
in Department fee schedule for 
Freedom of Information Act infor- 
mation (43 CFR Part 2, Appendix 
A). Checks made payable to De- 
partment of the Interior. 


In accordance with fee schedule in 
43 CFR Part 2, Appendix A - Fees 
Office of inspector General 


Office of Surface Mining, Office of 
Administration, ms-222-SIB ATTN: 
Directives Coordinator, 1951 Con- 
Stitution Ave., NW., Washington, 
DC 20240 


One copy only, no charge. Tele- 
phone 202-208-2608 


Mail $4.20 check payable to DE- 
PARTMENT OF LABOR to: FOIA 
index Request, Counsel for Admin- 
istrative Law, Division of Legisla- 
tion and Legal Counsel, Office of 
the Solicitor, Department of Labor, 
200 Constitution Avenue, NW., 
Room N2428, Washington, DC 
20210. 


Freedom of Information Adminis- 
trator, Legal Services Corporation, 
750 First Street, NE, Washington, 
DC 20002-4250. 

No charge. 


FOIA Program Officer, FHWA, 400 
Seventh Street, SW., Washington, 
DC 20590. No charge 


FOIA Program Officer, FHWA, 400 
Seventh Street, SW., Washington, 
DC 20590. No charge 


Administrative Division, Office of 
Hearings and Appeals, 4015 Wil- 
son Blvd., Arlington, VA 22203. 
Telephone 703-235-3793 


Betty Foyes, Information Officer, De- 
partment of the Interior, Office of 
Inspector General, 18th and C 
Streets, NW., Washington, DC 
20240 

Telephone 202-208-4356 


Office of Surface Mining, Office of 
Administration, ms-222-SIB ATTN: 
Directives Coordinator, 1951 Con- 
stitution Ave., NW., Washington, 
DC 20240 


Telephone 202-208-2608 


Administrator, FOIA/PA, Counsel for 
Administrative Law, Division of 
Legislation and Legal Counsel, Of- 
fice of the Solicitor, Department of 
Labor, 200 Constitution Avenue, 
NW., Room N2428, Washington, 
DC 20210 

Phone 202-523-9277 


Freedom of Information Adminis- 
trator, Legal Services Corporation, 
750 First Street, NE, Washington, 
DC 20002-4250. 


FOIA Program Officer, FHWA, 400 
Seventh Street, SW., Washington, 
DC 20590 


FOIA Program Officer, FHWA, 400 
Seventh Street, SW., Washington, 
DC 20590 
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Agency and subagency 
name 


Index title: period covered, brief de- 
scription of contents 


Order from; price; make checks pay- 


able to— 


For inspection, copying, or additional 
information contact 


Department of the Treas- 
ury, Departmental Of- 
fices 


Architectural and Trans- 
portation Barriers Com- 
pliance Board 


Committee for Purchase 
From the Blind and 
Other Severely Handi- 
capped 


Commodity Futures Trad- 
ing Commission 


ATBCB Freedom of 


Index of Selected Records, July 1967 


to Dec. 31, 1994. Index either con- 
tains the following information or 
indicates where the public may ob- 
tain information, decisions, state- 
ments of the general course and 
method by which functions are 
channeled and determined; a de- 
scription of the central and field of- 
fices; rules of procedure, descrip- 
tions of forms; substantive rules 
and statements of general policy 
and interpretations adopted by the 
agency; and each amendment, re- 
vision, or repeal of the foregoing; 
final adjudications of cases; state- 
ments of policy and interpretations 
which have been adopted by the 
agency and are not published in 
the Federal Register; and adminis- 
trative staff manuals and instruc- 
tions to staff that affect a member 
of the public for the Departmental 
Offices, Internal Revenue Service, 
United States Customs Service, 
United States Secret Service, Bu- 
reau of Alcohol, Tobacco and Fire- 
arms, Bureau of Engraving and 
Printing, Financial Management 
Service, United States Mint, Bu- 
reau of the Public Debt, Office of 
the Comptroller of the Currency, 
Federal Law Enforcement Training 
Center, Office of Thrift Supervision. 
Information 
Index; June 1978 through Novem- 
ber 1982: Final decisions made in 
adjudication of cases concerning 
alleged noncompliance to the Ar- 
chitectural Barriers Act of 1968; 
aid a record of the final votes of 
each member of the Board in 
every Board proceeding. ATBCB 
annual reports; pamphlets describ- 
ing the ATBCB, how to file com- 
plaints, and resource guides to lit- 
erature in the area of creating an 
accessible environment 
Index of Additions and Deletions to 
the Procurement List: (a) Procure- 
ment List 1990 incorporates all ad- 
ditions and deletions through Nov. 
3, 1989; (b) Current index Novem- 
ber 1989-December 1991. 


Index of final Commission opinions, 
including concurring and dissenting 
opinions, and orders in the adju- 
dication of cases. Apr. 21, 1975 to 
date. (This index consists of sepa- 
rate chronological listings of final 
Commission opinions and orders in 
enforcement cases and reparations 
proceedings before the Commis- 
sion) 

Index of statements of policy and in- 
terpretations adopted by the Com- 
mission and not published in the 
Federal Register. Apr. 21, 1975 to 
date 


Library, Room 5010-MT, Department 


of the Treasury, Washington, DC 
20220, Reproduced upon request; 
fees charged per page copied in 
accordance with fee schedule at 
31 CFR 1.7. Make checks payable 
to Treasury of the United States 


Freedom of Information Officer, 
ATBCB, Rm. 1010, 330 C St. 
SW., Washington, DC 20202. Re- 
produced upon request. Twenty 
cents per page, per copy. Make 
checks payable to the Department 
of Education 


Public Information Office, ATBCB, 
Rm. 1010, 330 C St., SW. Wash- 
ington, DC 20202. No charge 


Order from: Executive Director, Com- 
mittee for Purchase From the Blind 
and Other Severely Handicapped, 
Crystal Square Building No. 5, 
1755 Jefferson Davis Highway, 
Suite 1107, Arlington, VA 22202- 
3509. Price: Ten cents per page, 
per copy. Make checks payable to: 
Treasurer of the United States 

Office of the Secretariat, Commodity 
Futures Trading Commission, 2033 
K Street, NW., Washington, DC 
20581 

Price: 10 cents per page 


Treasury Department Library, Room 


5010, Main Treasury Bidg., 15th 
and Pennsylvania Ave., NW., 
Washington, DC 20220 


Telephone 202-622-0990 


Freedom of Information Officer, 
ATBCB, Rm. 1010, 330 C St., 
SW., Washington, DC 

Phone: 202-245-1591 


Public Information Office, ATBCB, 
Rm. 1010, 330 C St., SW., Wash- 
ington, DC 20202 

Telephone 202-245-1591 


Committee for Purchase From the 
Blind and Other Severely Handi- 
capped, Attention: Freedom of In- 
formation Officer 


Office of the Secretariat, Commodity 
Futures Trading Commission, 2033 
K Street, NW., Washington, DC 
20581 

Telephone 202-254-6314 
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Agency and subagency 
name 


Index title: period covered, brief de- 
scription of contents 


Order from; price; make checks pay- 
able to— 


For inspection, copying, or additional 
information contact 


General Services Admin- 
istration (GSA) 


International Boundary 
and Water Commis- 
sion, United States and 
Mexico, U.S. Section 


Index of Commission administrative 
manuals and instructions to staff 
that affect a member of the public. 
Apr. 21, 1975 to date. (Commis- 
sion instructions no longer in use 
are not included in this index) 


GSA Freedom of Information index; 
July 4, 1967 through June 30, 
1984. Category A _ information 
which is final opinions, including 
concurring and dissenting opinions 
and orders, made in the adjudica- 
tion of cases. Category B informa- 
tion which is those statements of 
policy and interpretations which 
have been adopted by GSA and 
are not published in the FEDERAL 
REGISTER. Category C informa- 
tion which is administrative staff 
manuals and instructions to staff 
that affect members of the public 


Brochure: Amistad Dam and Res- 
ervoir 


Brochure: Falcon Dam and Power 
Plant 


Water Bulletins: Containing data for 1 
year covering flow of Rio Grande 
and related data from Elephant 
Butte, NM, to Gulf of Mexico, re 
storage in major reservoirs, diver- 
sions, suspended silt, chemical 
analyses, sanitary aspects of water 
quality, meteorologic data, and irri- 
gated areas-for years 1931 
through 1980 

Water Bulletins: Containing data for 1 
year covering flow of Colorado 
River and other Western Boundary 
streams, and related data (includ- 
ing Tijuana, Santa Cruz, and San 
Pedro Rivers, and Whitewater 
Draw) for years 1960 through 1980 

Color print map — Lower Rio Grande 
Valley United States and Mexico 


GSA, Freedom of Information Officer 
(ATRAR), Washington, DC 20405. 
Price: $4.75. Make checks payable 
to: General Services Administration 


Project Engineer, U.S. Section, 
IBWC, Route 2, Box 37, Highway 
90 West, Del Rio, TX 78840. No 
charge 

Reservoirs Manager, U.S. Section, 
IBWC, P.O. Box 1, Falcon Village, 
TX 78545. No charge 

Division Engineer, Hydrographic Divi- 
sion, U.S. Section, IBWC, 4171 
North Mesa, Suite C-310, El Paso, 
TX 79902. Price: $4.50 per bulletin 
(data for 1 year). Payable to: Inter- 
national Boundary and Water 
Commission, U.S. Section 


Division Engineer, Hydrographic Divi- 
sion, U.S. Section, IBWC, 4171 
North Mesa, Suite C-310, El Paso, 
TX 79902. Price: $5.50 per bulletin 
(data for 1 year). Payable to: Inter- 
national Boundary and Water 
Commission, U.S. Section 

Division Engineer, Projects Division, 
U.S. Section, IBWC, 4171 North 
Mesa, Suite C-310, El Paso, TX 
79902. Prices: 142x362 $4.00 per 
map; 102x28> $3.00 per map. 


Payable to: International Boundary 
and Water Commission, U.S. Sec- 
tion : 


GSA Central Office Library and the 
business service centers located in 
each regional office listed below: 

Central Office Library, I8th & F Sts., 
NW., Rm. 1033, Washington, DC 
20405 

Business Service Centers: 

National Capital Region: 

7th & D Sts., SW., Washington, DC 
20407 

Region 1: John W. McCormack Post 
Office and Courthouse, Boston, 
Mass. 02109 

Region 2: 26 Federal Plaza, New 
York, NY 10278 

Region 3: Sth & Market Sts., Phila- 
delphia, PA, 19107 

Region 4: Richard B. Russell Bidg., 
75 Spring St., Atlanta, GA 30303 

Region 5: 230 So. Dearborn St., Chi- 
cago, IL, 60604 

Region 6: 1500 East Bannister Rd., 
Kansas City, MO 64131 

Region 7: 819 Taylor St., Ft. Worth, 
TX 76102 

Region 8: Building 41, Denver Fed- 
eral Center, Denver, CO 80225 

Region 9: 525 Market St., San Fran- 
cisco, CA 94105 

Region 10: GSA Center, Auburn, WA 
98002 


Project Engineer, U.S. Section, 
IBWC, Route 2, Box 37, Highway 
90 West, Del Rio, TX 78840 


Reservoirs Manager, U.S. Section, 
IBWC, P.O. Box 1, Falcon Village, 
TX 78545 

Division Engineer, Hydrographic Divi- 
sion, U.S. Section, IBWC, 4171 
North Mesa, Suite C-310, El Paso, 
TX 79902 


Division Engineer, Hydrographic Divi- 
sion, U.S. Section, IBWC, 4171 
North Mesa, Suite C-310, El Paso, 
TX 79902 


Division Engineer, Projects Division, 
U.S. Section, IBWC, 4171 North 
Mesa, Suite C-310, El Paso, TX 
79902 
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Agency and subagency 
name 


Index title: period covered, brief de- 
scription of contents 


Order from; price; make checks pay- 
able to— 


For inspection, copying, or additional 
information contact 


National Archives and 
Records Administration 
(NARA) 


National Science Foun- 
dation (NSF) 


Annual Report: Operation of Rio 
Grande Dams and Reservoirs. 
This report provides data con- 
cerning the operation of the inter- 
national dams and reservoirs con- 
structed by the Governments of 
the United States and Mexico on 
the reach of the Rio Grande which 
forms the boundary between the 
two countries 

Color print map: El Paso Rio Grande 
Projects, Canalization and Rec- 
tification Projects 


Brochure: Joint Projects of the United 
States and Mexico through the 
International Boundary and Water 
Commission 


NARA FOIA Index lists the following 
materials which have been adopt- 
ed by NARA since Apr. 1, 1985, 
and which are not published in the 
Federal Register: NARA final opin- 
ions and orders, statements of pol- 
icy and interpretations, and admin- 
istrative staff manuals and instruc- 
tions to staff that affect a member 
of the public 


Reviewer panelist, alphabetical listing 
contains name, State, and institu- 
tion of individuals who have re- 
viewed proposals for the National 
Science Foundation for the pre- 
viously completed fiscal year 


Division Engineer, Hydrographic Divi- 
sion, U.S. Section, IBWC, 4171 
North Mesa, Suite C-310, El Paso, 
TX 79902. No charge 


Division Engineer, Projects Division, 
U.S. Section, IBWC, 4171 North 
Mesa, Suite C-310, El Paso, TX 
79902. Price: $10.00 per map. 
Payable to International Boundary 
and Water Commission, U.S. Sec- 
tion 

Section Secreatry, U.S. Sec., IBWC, 
4171 North Mesa, Suite C-310, E! 
Paso, TX 79902. Price: $6.00 per 
brochure. Payable to International 
Boundary and Water Commission, 
U.S. Section 

Policy and Program Analysis Division 
(NAA), National Archives, College 
Park, MD 20740-6001 

One copy only (free). 


Division Engineer, Hydrographic Divi- 
sion, U.S. Section, IBWC, 4171 
North Mesa, Suite C-310, El Paso, 
TX 79902 


Division Engineer, Projects Division, 
U.S. Section, IBWC, 4171 North 
Mesa, Suite C-310, El Paso, TX 
79902 


Section Secretary, U.S. Section, 
IBWC, 4171 North Mesa, Suite C- 
310, El Paso, TX 79902 


Policy and Program Analysis Division 
(NAA), Room 3200, National Ar- 
chives at College Park, 8601 
Adelphi Rd., College Park, MD 
20740-6001. 301-713-6730 


NSF Library, Room 245, 1800 G St., 
NW., Washington, DC 20550 
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Agency and subagency 
name 


Index title: period covered, brief de- 
scription of contents 


Order from; price; make checks pay- 
able to— 


For inspection, copying, or additional 
information contact 


Numerical index of the following NSF 
agency-wide issuances and Impor- 
tant Notices in effect as of Jan. 24, 
1986: (1) Office of the Director 
Staff Memoranda (O/D’s); (2) NSF 
Bulletins; (3) NSF Manuals/Circu- 
lars; (4) NSF Handbooks; and (5) 
NSF Important Notices. O/D’s are 
used by the NSF Director and 
Deputy Director to communicate 
information to the staff. O/D’s also 
may be used to convey short-term 
policy statements or the _ initial 
statement of long-term policy. NSF 
Bulletins transmit approved 
changes to policy and convey ad- 
ministrative or “housekeeping” in- 
formation. Significant NSF policy 
and procedure are located in NSF 
Manuals. NSF Circulars (histori- 
cally used to communicate policies 
and procedures of a continuing na- 
ture) are being converted to Manu- 
als and will be discontinued. Hand- 
books, less formal than Manuals, 
provide compendia of information 
concerning NSF programs, i.e., 
they do not establish NSF policy. 
Important Notices are the Direc- 
tors primary means of commu- 
nicating with organizations receiv- 
ing or eligible for NSF support. Im- 
portant Notices are issued over the 
Director's signature and convey in- 
formation on NSF policies and pro- 
cedures or other subjects deter- 
mined to be of interest to the aca- 
demic community and to other se- 
lected audiences. 

Index of NSF regulations promul- 
gated in the Code of Federal Reg- 
ulations under Title 48, Public Con- 
tracts and Property Management; 
and Title 45, Public Welfare. A list- 
ing, by subject title, of current 
Foundation regulations with a brief 
description of the content of each 

Publications of the National Science 
Foundation. An index by topical 
classification, as of April 1986, of 
current NSF publications issued 
and available to the public. Listing 
include annual reports, specific 
program announcements, and bro- 
chures, science resources studies 
pamphlets, special studies publica- 
tions, and NSF periodicals. In addi- 
tion to Titles, provides NSF pub!- 
cation numbers and copy prices. 
(NSF Publication 86-18) 


NSF Forms and Publications Section, 
Room 232, 1800 G St. NW., 
Washington, DC 20550. One copy 
only (free) 


Office of the General Counsel, Room 
501, 1800 G St., NW., Wash 
ington, DC 20550 


For inspection or copying: NSF Li- 
brary, Room 245, 1800 G St, 
NW., Washington, DC 20550. For 
additional information: Public Af- 
fairs Group, room 527, 1800 G St., 
NW., Washington, DC 20550 
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index title: period covered, brief de- 


1 Order from; price; make checks pay- 
scription of contents 


For inspection, copying, or additional 
able to— 


information contact 


Agency and subagency 
name 


NSF Guide to Programs, A com- | NSF Forms and Publications Section, 


Office of Personnel Man- 
agement 


Pennsylvania Avenue 
Development Corpora- 
tion 


Pension Benefit Guaranty 
Corporation, Office of 
the General Counsel 


Pension Benefit Guaranty 
Corporation, Insurance 
Operations Department 


posite listing of summary informa- 
tion about NSF support programs, 
as of October 1985. Provides gen- 
eral guidance and information de- 
scribing the principal characteris- 
tics and basic purposes of each 
activity; eligibility | requirements; 
closing dates (where applicable); 
and the address where more de- 
tailed information or applications 
may be obtained. (NSF Publication 
85-40) 

NSF Grant Policy Manual. A com- 
pendium of basic NSF grant poli- 
cies and procedures for use by the 
grantee community and NSF Staff. 
The Manual implements OMB Cir- 
cular No. A-110, which is directed 
toward standardizing and simpli- 
fying the various accountability and 
reporting requirements amoung 
Federal granting agencies. (NSF 
Publication 77-47) 


Handbook of Publications, Periodi- 
cals, and Operating Manuals, 
OPM-OCAS-PSD-01. As of Sep- 
tember 1996. A listing of publica- 
tions, periodicals, and operating 
manuals arranged in alphabetical 
order by title within each OPM 
issuing organization. This hand- 
book contains some _ information 
formerly published in the Index to 
Information (no longer published). 


PADC Freedom of Information Act 
(FOIA) Index; this index contains 
numeric and subject listings of 
PADC policy statements; public im- 
provement policies; development 
guidelines; final opinions and 
cases interpreting PADC enabling 
legislation; and internal policies, 
guidelines and administrative pro- 
cedures. Contains records origi- 
nated since Oct. 27, 1972, to date. 
The index is updated semi-annu- 
ally (Mar. and Sept.). 


Index to Pension Benefit Guaranty 


Corp. Opinion Manual; Sept. 2, 
1974 to present; interpretive letters 
addressing the provisions of Title 
IV of the Employee Retirement In- 
come Security Act (ERISA) pian 
termination insurance program 


Index to Pension Benefit Guaranty 


Corp. Operating Policy Manual; 
Oct. 1, 1984, to present; contains 
basic policy statements used by 
the PBGC staff in administering 
Title IV of the Employee Retire- 
ment Income Security Act (ERISA) 
plan termination insurance pro- 
gram 


Room 232, 1800 G St. NW., 
Washington, DC 20550. One copy 
gratis; or Superindendent of Docu- 
ments, U.S. Government Printing 
Office, Washington, DC 20402. 
Stock No. 038-000-00458-1. Unit 
price $5.00 


Superindendent of Documents, U.S. 


Government Printing Office, Wash- 
ington, DC 20402. Stock No. 038- 
000-81001-4. Unit Price $13.00 


Publishing Management Branch, Of- 


fice of Personnel Management, 
Room 5H35, 1900 E St. NW., 
Washington, DC 20415-0001. 


PADC, Freedom of Information Offi- 


cer, Suite 1220 North, 1331 Penn- 
sylvania Avenue, NW., Wash- 
ington, DC 20004-1703. Fees 
charged for research and repro- 
duction of information are based 
upon the current Corporation fee 
schedule for information under FOI 
reguiations (36 CFR Part 902, 
Subpart |). 


Disclosure Officer, Communications 


and Public Affairs Department, 
Pension Benefit Guaranty Corp., 
Suite 240, 1200 K St., NW., Wash- 
ington, DC 20005; Charge $0.15 
per page; payable to Pension Ben- 
efit Guaranty Corp.; or contact Dis- | 
closure Officer for information re- 
garding a subscription to the Opin- 
ion Manual 


Disclosure Officer, Communications 


and Public Affairs Department, 
Pension Benefit Guaranty Corp., 
Suite 240, 1200 K St., NW., Wash- 
ington, DC 20005. Charge $.15 per 
page. Payable to Pension Benefit 
Guaranty Corp. or contact Disclo- 
sure Officer for price of entire Op- 
erating Policy Manual 


NSF Division of Grants and Con- 
tracts. Room 1150, 1800 G St., 
NW., Washington, DC 20550 


OPM Library or any OPM Office, in- 
cluding regional and area offices 


PADC, Freedom of Information Offi- 
cer, Suite 1220 North, 1331 Penn- 
sylvania Avenue, NW., Wash- 
ington, DC 20004-1703. 


Disclosure Officer, Communications 
and Public Affairs Department, 
202-326-4040 (202-326-4179 for 
TTY and TDD), Suite 240, 1200 K 
St., NW., Washington, DC 20005 


| | | 
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Agency and subagency 
name 


Index title: period covered, brief de- 
scription of contents 


Order from; price; make checks pay- 
able to— 


For inspection, copying, or additional 
information contact 


Pension Benefit Guaranty 
Corporation, Insurance 
Operations Department 


Pension Benefit Guaranty 
Corporation, Partici- 
pant and Employer Ap- 
peals Department 


Department of Veterans 
Affairs 


Department of Veterans 
Affairs 


Index to Pension Benefit Guaranty 
Corp. OPO Operations Manual; 
Part 1 from Sept. 2, 1974, to Oct. 
1, 1984, and additional Parts as 
adopted; contains basic policies 
and procedures used by Insurance 
Operations Department staff in ad- 
ministering Title IV of the Em- 
ployee Retirement Income Security 
Act (ERISA) plan termination insur- 
ance program 

Index to Pension Benefit Guaranty 
Corp. Appeals Board decisions; 
from Feb. 28, 1980, to present; 
contains closed appeal case deci- 
sion letters that are final decisions 
of the Appeals Board made pursu- 
ant to PBGC regulation, 29 CFR 
Part 2606, Rules for Administrative 
Review of Agency Decisions 


Board of Veterans’ Appeals Index |I- 
01-1, an index to appellate deci- 
sions. Decisions of the BVA that 
were written prior to 1977 are 
available only in a “digest” form 
that consists of summaries of deci- 
sions, organized by subject. Final 
decisions are published re- 
dacted form from 1977 through 
1993. The text of these decisions 
are on microfiche and may be re- 
trieved by subject matter through 
the use of BVA Decisions Index |I- 
01-1 for the following years: 1977 
through 1993. 

Board of Veterans’ Appeals Deci- 
sions CD-ROM are available in 
CD-ROM format. Decisions from 
1992 through 1995 may be 
searched by subject or by any 
word that appears in them. In- 
cluded in this format are BVA In- 
dexes for 1993 and 1994 deci- 
sions; and a subject index, identi- 
fied as “VOCABULARY” that per- 
tains to the following years: 1993, 
1994 and 1995. 


Department of Veterans Affairs Publi- 
cation |-03-1. All information is 
current as of April 1991. Classifica- 
tion subject and numeric listing of 
manuals, VA Regulations, circu- 
lars, interim issues, handbooks, 
bulletins, pamphlets, and guides, 
conveying agency policies, regula- 
tions and procedures of a con- 
tinuing nature 


Disclosure Officer, Communications 
and Public Affairs Department, 
Pension Benefit Guaranty Corp., 
Suite 240, 1200 K St., NW., Wash- 
ington, DC 20005. Charge $.15 per 
page, payable to Pension Benefit 
Guaranty Corp. or contact Disclo- 
sure Officer for price of entire Op- 
erations Manual 


Disciosure Officer, Communications 
and Public Affairs Department, 
Pension Benefit Guaranty Corp., 
Suite 240, 1200 K St., NW., Wash- 
ington, DC 20005. Charge $.15 per 
page, payable to Pension Benefit 
Guaranty Corp. 


The microfiche index may be pur- 
chased for approximately $22.50 
per copy from: Promisel & Korn, 
Inc., 7201 Wisconsin Ave., Suite 
620, Bethesda, MD 20814. Make 
check payable to: Promisel & Korn, 
Inc. 


The Board of Veterans’ Appeals De- 
cisions CD-ROM may be _ pur- 
chased for $19.00 from: Super- 
intendent of Documents, P.O. Box 
371954, Pittsburg, PA 15250-7954. 
Make check payable to: Super- 
intendent of Documents. 


The public may obtain a copy of the 
index withoui charge from the VA 
Service and Distribution Center, 
Forms and Publications Services 
(901P), P.O. Box 7010, Hines, IL 
60141. 


The index is available for inspection 
at Department of Veterans Affairs 
regional offices. 


The CD-ROM is available for copying 
and inspection at Department of 
Veterans’ Affairs regional offices or 
at the Board of Veterans’ Appeals 
Research Center, 811 Vermont Av- 
enue, NW., Washington, DC 
20420. 


VA Central Office, IRM Policies and 
Siandards Service (045A3), Room 
583, 810 Vermont Ave., NW., 
Washington, DC 20420. Phone: 
202-273-8129 -OR- Administrative 
Officer at nearest VA facility. 
Check your local Telephone Direc- 
tory under United States Govern- 
ment, Department of Veterans Af- 
fairs, or ask your Directory Assist- 
ance Operator for the number in 
your area. 
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